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de  la  dite  SocUte,  Londres,  4  Maiy  1857. 

Messieubs^ — Dans  mon  rapport  de  Septembre  passe  j'ai  indique 
comment  le  principe  de  notre  invention  a  et^  reconnn  graduellement 
par  les  antoritds  de  la  science.  J*ai  indique  aussi  les  progres 
techniques  de  Tinyention  et  les  difficultes  pratiques  qui  restaient 
encore  k  r6soudre  pour  pouvoir  lancer  cette  entreprise  sans  restreint 
dans  le  commerce. 

n  est  inutile  k  pr^nt  de  revenir  sur  le  principe. 

Quand  au  progres  dans  la  construction  m6canique  de  la  machine 
je  peux  Tous  annoncer  plusieurs  faits  bien  interessants  pour 
I'avenir,  quoique  je  doive  regretter  que  les  nouvelles  machines  de 
10  et  20  chevaux,  qui  ont  6t6  en  train  depuis  T^t^  passee  ne  soient 
pas  encore  tout-^-fait  achevdes,  et  par  consequent,  que  je  ne  suis 
pas  en  mesure  de  pouYoir  vous  communiquer  des  resultats  decisifs. 

Jusqu*&  pr^nt  nous  avons  lutt<^  encore  centre  deux  inconveni- 
ents  m^niques  dans  notre  systeme,  qui  etaient  plus  ou  moins 
prononc^s  dans  les  5  machines  qui  ont  fonctionn^s  dans  les  ann^s 
passdes. 

II  s'agissait  de  trouver  une  construction  de  vases  de  chauffe 
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telle  que  la  surface  dchanffee  pouvait  dtre  augments  considerable- 
ment  sans  inconvenients,  et  m^me  sans  risque  pour  leur  solidit^. 

J'ai  la  satisfaction  de  vous  annoncer  que  cette  difficulte  a  6t^ 
efFectivement  vaincue.  Des  vases  de  la  nouvelle  construction  ont 
6t6  appliques  a  la  machine  de  Gateshead  qui  marche  rcguli^rement 
a  present  dans  Tusine  de  Messieurs  Hick  et  Son  a  Bolton,  avec  une 
force  a  peu-pres  an  double  de  celle  qu'elle  avait  avant  a  Gktteshead. 
Les  foumeaux  mobiles  repondent  encore  a  mes  expectations,  et  je 
crois  en  effet  que  Tappareil  de  chauffage  est  rendu  a  present  tout- 
a-fait  convenable  et  pratique.  Je  me  propose  de  faire  faire  un 
rapport  special  de  cette  machine  par  des  ing6nieurs  ind^pendants, 
et  de  vous  I'envoyer  prochainement. 

Un  second  inconvenient  grave  dans  notre  systeme  consistait 
dans  une  contrepression  tres  forte  an  piston  du  cjlindre  r6g6n^ 
rateur  vers  la  fin  de  chaque  coup.  Cette  demiere  circonstance  est 
d'une  grande  importance  pour  la  partie  mecanique  de  la  machine, 
en  ce  que  le  frottement  produit  par  cette  contrepression,  mange 
une  portion  considerable  de  la  force  totale  de  la  machine  mSme,  et 
par  cela  il  etait  necessaire  de  construire  les  organes  principaux  de 
la  machine  bien  plus  forts  que  la  transmission  de  sa  force  r^elle 
n^exigeait.  Cette  contrepression  s'augmentait  en  proportion  aveo 
la  capacity  relative  du  cylindre  r^generateur  ;  mais  tandis  que  les 
considerations  mecaniques  etaient  en  favcur  d'un  petit  cylindre 
regenerateur,  les  considerations  de  Teconomie  du  systeme  me  pous- 
saient  li  augmenter  encore  cet  organe  important.  Dans  cet  etat  de 
choses,  je  pensai  de  rem6dier  k  cette  contrepression  instantanee,  et 
le  premier  expedient  qui  se  presentait,  consistait  dans  un  Idvier  k 
poids  oscillant.  Cet  expedient  fut  essaye  a  Stettin  il  7  a  un  an, 
et  TefFet  produit  sur  la  machine  etait  tellement  avantageux,  que 
je  me  decidai  a  I'appliquer  partout  et  d'en  profiter  encore  pour 
augmenter  Teconomie,  en  augmentant  la  capacite  du  cylindre 
regenerateur, 

Les  machines  de  10  chevaux  maintenant  en  train  d'execution, 
etaient  dessinees  avec  cet  organe  ;  mais  comme  c'etait  une  periode 
de  transition  des  constructions  hasardees  aux  constructions  assurees, 
11  arriva  que  je  trouvais  bient6t  un  second  moyen  bien  plus  parfeit, 
dans  la  forme  d'un  quatrieme  cylindre  de  distribution,  par  lequel 
la  force  de  la  machine  sera  angmcntee,  et  le  point  mort  6te.  Aussi 
peu  de  temps  apres,  se  presenta  a  mon  idee  le  remede  radical,  par 
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lequel  les  cipacit^s  justes  du  cylindre  reg^nerateur  sont  rdduites 
k  la  moitie,  en  proportion  des  cylindres  mo  tears,  le  point  mort  6t6y 
et  le  poids  (et  par  consequent  le  prix)  de  la  machine  r^duit  dc  20 
a  25  %.  Dans  le  mtoe  temps  les  cylindres  moteurs  recevront  des 
pistons  ordinaires  an  lien  des  stufiing-box  (presse-^toupe). 

Les  constructions  des  machines  de  10  chevaux  ^taient  trop 
avanc^  d6j^pour  les  arr^ter,  exceptee  celle  de  Seraing.  Pourtant 
on  arr^ta  la  construction  des  poids  oscillants  partout,  et  la  machine 
de  Paris,  chcz  Monsieur  Anjoubauld,  ^tant  la  plus  avanc^e,  je  me 
proposai  de  Tessayer  tout  bonnement  sans  cet  organe,  pour  pouToir 
juger  mieux  le  chemin  k  suivre  pour  les  autres  machines.  Ces 
essais  provisoirs  ont  6t6  contraries  beaucoup  par  des  fuites  acci- 
den  tales  dans  la  chaudi^ie,  et  par  d'autres  defauts  mat^riels  dans 
la  construction  de  la  machine,  ddfauts  qu'on  va  enlever  bientdt. 

Ces  experiences  m'ont  donne  la  certitude  cependant  qu'il  faut 
diminuer  la  grandeur  du  cylindre  regenerateur,  en  appliquant  un 
des  remedes  dej^  indiqu^s.  Pour  la  machine  en  construction  k 
Genes  on  va  executer  un  plus  petit  cylindre  regenerateur,  et  a 
Berlin  on  est  en  train  d'appliquer  le  quatrieme  cylindre  de  distri- 
bution. Tjcs  cylindres  moteurs  de  la  dite  machine  de  Paris  et 
surtout  les  appareils  de  chauffe  fonctionnent  a  present  tres  bien. 

La  machine  de  20  chevaux  est  presque  finie  et  en  train  d^etre 
montee  dans  les  usines  de  Messieurs  Samuelson  pour  Tessayer. 
Elle  est  foumie  de  quatre  cylindres,  et  doit  fonctionner  bien,  quoi- 
qu^elle  n'est  pas  construite  selon  les  demieres  ameliorations. 

Je  dois  ajouter  que  la  propriete  dc  ces  ameliorations  a  ete  assuree 
a  la  Societe  par  des  brevets  en  Angleterre,  en  France,  et  en  Bel- 
gique.  J'ai  aussi  fait  construire  un  module  de  la  machine  perfec- 
tionne  pour  le  faire  ajouter  au  brevet  des  l^tats-Unis. 

La  machine  portative,  la  premiere  de  notre  construction  renvoyee 
de  Paris,  a  ete  nettoyee,  et  est  en  etat  de  fonctionner  dans  un  local 
special  k  Londres  (Scotland  Yard).  Les  vases  de  chauffe  et  les 
toiles  metalliques  se  trouvent  encore  intacts,  mais  la  machine  n^est 
pas  perfectionnee  pour  fonctionner  utilement. 

II  est  a  regretter  que  la  machine  de  Stettin  ne  marche  pas  k 
present,  k  cause  d'une  contestation  entre  les  constructeurs  et 
Messieurs  Bertheim  sur  la  cause  de  Taccident  par  lequel  cette 
machine  fut  arrfitee  Tannee  passee.  II  parait  qu'un  des  boulons 
dans  la  tete  de  la  bielle  s^etant  devisse  par  soi-meme,  fut  cause  de 
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Taccident.  On  sc  hiita  de  faire  le&  reparationfi  necessaires,  mais  on 
Be  bronilla  avant  de  la  rcmefctre  en  marche.  Messieurs  Siemens  et 
Halske  esperent  poartant  r6gler  cette  aflPaire  bientdt.  Bien  qne 
le  nonvean  perfectionnement  de  la  machine  soit  d'nne  grande 
importance  pour  dcs  machines  fixes,  il  est  d'une  condition  presqno 
cssentielle  pour  Tapplication  de  notre  syst^me  &  la  navigation, 
application  de  la  plus  grande  importance.  Dans  le  bureau  do 
Londres  il  y  a  eu  beaucoup  d'activit6  pour  prdparer  les  dessins 
complets  de  plusieurs  machines  fixes,  d^une  machine  portative  de 
quinze  chevaux,  d'une  machine  maritime  de  30  chevanx,  et  one 
autre  de  60  chevaux  est  commencee. 

Ces  etudes  nous  seront  d^une  grande  ntilitc  au  moment  que 
notre  affaire  prendra  son  devcloppement,  lequel  d^pendra  en 
Angleterre  dans  une  grande  mesure  de  la  rdussite  de  la  machine 
de  20  chevaux. 

En  attendant  il  est  nccessaire  que  la  Society  puisse  construire 
au  moins  une  machine,  de  15  chevaux,  des  plus  perfectionn^  et 
qu'elle  s^cngage  jusqu'a  un  certain  point  pour  la  r^ussitc  de  la 
premiere  machine  navale. 

Je  suis  d'avis  que  la  Societc  devrait  concentrer  ses  moyens,  bien 
f aibles  dans  ce  moment,  autant  que  possible  pour  arriver  en  Angle- 
terre a  ce  point  indiqud,  parccqu'il  y  a  ici  des  constructeurs  de 
premier  rang  qui  s'intcressent  vivement  i\  la  n^ussite  de  notre 
entreprise,  et  qui  nous  donnent  plus  de  garantic  pour  la  bonne 
execution,  a  des  meilleures  conditions  que  nous  pourrions  trouver 
ailleurs.  Outre  cela  Ics  constructions  ici  se  font  sous  mes  yeux,  et 
mes  relations  amicales  avec  les  constructeurs  anglais,  et  mon  credit 
personnel,  formenc  encore  des  avantages  notables  pour  la  Society. 

La  maison  Hick  et  Son  est  d^ja  embarquee  avec  nous  par  le 
trait6  du  1**  Mai  1857.  Messieurs  Samuelson  et  Cie.  sont  decides 
&  &ire  les  essais  de  la  machine  de  vingt  chevaux  &  leur  frais  pour 
avoir  Toccasion  d'etudier  mieux  le  nouveau  systeme  dans  Tidce  de 
Tappliquer  a  la  marine. 

En  resume  je  n'ai  pas  aucune  hesitation  k  dire  que  notre  entre- 
prise se  trouve  maintenant  dans  un  6tat  de  progrte  rationnel  et 
solide. 

II  est  probable  que  cette  espece  de  progres  ne  reponde  pas  aux 
expectations  impatientes  et  purement  spcculativps  d^une  fraction 
de  nos  actionnaircs ;  mais  je  dirai  qu'il  nVst  pas  raisonable  de 
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B^attcndre  raccomplissement  d'un  but  aussi  vaste  que  Ic  notrc  par 
des  mojens  tellement  limits,  sans  des  delais  et  des  contrarietes  de 
diffdrents  genres.  L'histoire  de  toutes  les  inventions  importantes 
est  rhistoire  d'an  progres  graduel  et  d'une  persc^verance  ^lair^e  de 
la  part  des  entrepreneurs.  Pour  ma  part  j'ai  devout  a  cette  affaire 
non  seulement  la  plus  grande  partie  de  mon  temps  (et  mon  temps 
est  un  capital  dans  la  position  ou  je  me  trouve),  mais  j'ai  devout 
encore  tout  Targent  que  j'ai  tir6  de  la  Society  et  celui  de  mes 
moyens  particuliers.  Je  crois  qu'il  m'est  permis  de  faire  valoir 
cette  circonstance,  plut6t  personnelle,  m^l^  k  un  rapport  oflSciel 
parceque  je  la  regarde  comme  un  titre  k  votre  confiance,  et  comme 
one  assurance  pour  la  reussite  complete  de  notre  entreprise. 

(Signd)        C.  W.  Siemens. 

LoMDREs,  4  Maif  1857. 


DEEP   SEA   TELEGRAPHS. 
By  C.  W.  Siemens.* 

On  coming  forward  to  address  you  on  the  subject  of  deep-sea 
telegraphs,  it  is  necessary  for  me,  in  the  first  place,  to  define  my 
subject  by  drawing  the  distinction  between  deep-sea  lines  and 
submarine  telegraphs  in  general. 

The  characteristics  of  a  shallow  sea-line  are,  firstly,  that  the 
iron  sheathing  usually  applied  has  abundant  strength  to  support 
the  cable  during  the  operation  of  submersion,  as  also  for  raising 
the  same  again  to  the  surface  for  the  purposes  of  repairs  ;  secondly, 
that  it  admits  of  being  divided  into  sections  of  convenient  lengths 
for  the  transmission  of  messages ;  and  lastly,  that  it  lies  within 
reach  of  abrasion  from  currents,  or  even  ship's  anchors,  and  has 
to  be  made  strong  enough  to  resist  these  mechanical  agencies. 

The  deep  sea  lines,  on  the  contrary,  lie  virtually  beyond  the 
reach  of  accident,  and  in  perfect  calm  at  the  bottom  of  the  sea  ; 
they  i*equire,  therefore,  less  absolute  strength,  but  a  greater 
amount  of  relative  strength,  to  support  their  own  weight  in  sea 

*  Btcerpt  Journal  of  the  Royal  United  Seirice  Institution,  Vol.  IX.  ISGO, 
pp.  469-471. 
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water.  They  generally  do  not  admit  of  being  sabdivided  into 
sections,  and,  therefore,  a  di£Scnlty  arises  in  i^ard  to  them  which 
does  not  exist  in  the  case  of  shallow  sea  cables,  respecting  the 
transmission  of  messages  through  them  at  a  sufficient  rate. 
Another  consideration  is  that  deep-sea  cables  have  to  bear  a  great 
amount  of  hydrostatic  pressure,  and  we  have  to  consider  what  the 
effect  of  that  pressure  is  upon  the  cable.  Commercially  speaking, 
we  may  say  that  there  is  this  difference  between  the  two  cables — 
that  shallow  sea  cables,  or  cables  which  lie  in  water  from  50  to 
200  or  800  fathoms  deep,  have  generally  proved  commercially 
successful,  whereas  deep-sea  cables,  properly  speaking,  have  not 
done  so.  In  fact,  I  may  say,  that  at  this  moment  there  is  not  a 
single  deep-sea  line  which  has  proved  permanen^tly  successful. 

AVithin  a  few  weeks  the  great  experiment  of  a  second  Atlantic 
cable  will  be  repeated,  and,  it  is  to  be  hoped,  in  the  interest  of 
progress  and  science,  as  also  for  the  sake  of  those  who  have 
invested  so  largely  in  the  undertaking,  that  it  may  be  attended 
with  success.  It  may,  indeed,  be  safely  affirmed  that  the  utmost 
care  has  been  bestowed  upon  the  manufacture  of  this  cable,  and 
that  the  chances  of  its  success  are  infinitely  greater  than  they  were 
on  the  last  occasion,  although  there  may  be  some  reasonable 
grounds  for  criticism,  particularly  as  regards  the  mechanical 
structure  and  durability  of  the  outer  sheathing.  The  short  space 
of  an  hour  would  not  nearly  suffice  to  treat  this  subject  in  any- 
thing like  an  exhaustive  manner,  but  I  shall,  at  any  rate,  endeavour 
to  point  out  the  principal  points  of  interest  involved  in  the  con- 
struction and  treatment  of  deep-sea  cables. 

First  let  me  allude  to  the  conductor.  This  consists  generally 
of  a  strand  of  three  or  seven  copper  wires,  which  are  twisted 
together  so  as  to  form  a  metallic  rope.  Deep-sea  cables  contain 
generally  only  one  conductor,  as  this  is  sufficient  for  the  purpose 
of  establishing  a  communication ;  but  multiple  deep-sea  cables 
have  also  been  laid  with  temporary  success.  The  conductor  of  a 
submarine  cable  is  the  medium  of  the  transmission  of  the  electric 
current ;  it  also  acts  as  the  internal  lining  of  a  Leyden  arrange- 
ment of  great  length,  in  which  the  gutta-percha  or  other  insulat- 
ing material  employed  acts  the  part  of  the  glass  jar,  and  the 
sheathing  of  the  cable  the  part  of  the  external  tinfoil  coyering. 
Considering  the  extraordinary  aggregate  surface  of  long  submarine 
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lines,  the  effects  of  the  change  produced  by  that  surface  are  very 
considerable.  The  amonnt  of  charge  varies  according  to  the 
surface  of  the  conductors,  and  is  inversely  proportionate  to  the 
thickness  of  the  insulating  material.  Therefore  if  we  could  by 
some  means  or  other  double  the  conductivity  of  a  conductor  of  a 
given  size^  the  rate  of  transmission  through  the  same  would  exactly 
be  doubled  ;  from  which  it  at  once  appears  how  important  it  is  to 
make  a  conductor  of  the  least  possible  size  for  a  given  amount  of 
conductivity.  The  best  conductor  to  answer  this  requirement 
would  be  d  single  cylindrical  wire  of  silver,  which  is  known  to  be 
the  best  conductor ;  but  a  single  wire  would  in  the  first  place  be 
objectionable^  because  a  break  or  flaw  in  it  would  destroy  the 
efficiency  of  the  whole  line,  and  the  employment  of  silver  would 
not  be  warranted,  because  a  cheaper  metal,  copper,  in  its  pure 
state,  has  very  nearly  the  same  conductivity. 

The    following    table    shews    the  conductivities    of  various 
metals: — 


Table  of  the  Conductikq 

Powers 

OF  Metals. 

Silver 

100 

58-2 

•  •• 

Copper,  pure    . 

99-9 

58-1 

Matthicssen. 

„       telegraph        .    . 

85 

49-4 

Siemens. 

„       Rio  Tinto     . 

14-2 

8-3 

Matthiessen. 

Magnesium  .        .        .    . 

42-3 

24-6 

Siemens. 

Iron,  pure 

16-8 

9-8 

Matthiesficn. 

Platinum             .        .    . 

14-2 

8-3 

Arndtsen. 

German  silver  . 

712 

414 

Siemens. 

Mercury      .        .        .    . 

1-72 

^ 

do. 

Taking  silver  at  100,  pure  copper  is  99*9,  or  virtually  the  same. 
But  the  best  commercial  copper  we  can  get  at  present  for  the 
construction  of  telegraphs  has  a  conductivity  of  85.  The  Burra 
Burra  copper,  a  good  copper  of  commerce,  has  only  a  conductivity 
equal  to  14,  owing  to  a  small  percentage  of  foreign  matter.  Prom 
this  it  appears  how  important  it  is  to  get  copper  of  the  highest 
conductive  quality.  Since  it  would  not  be  safe  to  use  a  single 
wire,  owing  to  the  risk  of  a  break  occurring,  we  must  use  a  rope 
of  copper  wires  of  the  highest  conductivity,  and  it  is  important 
that  this  rope  of  wires  should  be  as  densely  united  together  as 
possible.  Generally  seven  wires  are  twisted  together,  which 
arrangement,  however,  might  be  improved  in  conductivity  for  the 
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same  diameter,  if  six  smaller  wires  were  laid  in  between  the  inter- 
stices of  the  larger  ones,  the  object  being  to  get  within  a  given 
diameter  a  maximum  amount  of  conductivity. 

We  come  next  to  the  insulating  coating,  which  may  be  con- 
sidered as  the  vital  part  of  a  submarine  cable,  especially  the 
deep-sea  cable.  The  insulating  covering  of  the  conductor  is  that 
portion  of  a  submarine  cable  which  requires  the  greatest  amount 
of  care.  The  insulating  substances  to  be  found  in  nature  far 
exceed  in  number  and  amount  those  which  are  remarkable  for 
their  conductivity,  and  comprise  all  the  earths,  silica,  glass,  porce- 
lain, sulphur,  besides  bituminous  and  resinous  substances  ;  yet, 
notwithstanding  this  vast  field  for  selection,  we  have  as  yet  found 
only  two  substances  fulfilling  the  collateral  conditions  of  admitting 
to  be  moulded  upon  the  conductor  into  a  homogeneous  and  pliable 
covering,  capable  of  excluding  sea  water  entirely  under  great 
hydrostatic  pressure.  These  substances  are  india-rubber  and 
gutta-percha. 

The  substance  which  was  used  in  the  first  instance  for  insulating 
wire,  was  india-rubber.  It  has  great  flexibility,  and  its  insulat- 
ing power  is  very  remarkable,  but  it  is  a  substance  which  is  at  no 
time  in  a  plastic  state,  therefore  considerable  difficulties  are  en- 
countered in  dealing  with  it.  Gutta-percha  was  next  tried,  and 
from  the  time  when  it  was  first  laid  in  the  harbour  of  Kiel,  in 
1848,  until  the  present  day,  it  has  been  the  material  used  in 
preference  to  all  others  for  insulating  telegraph  wires.  The  cir- 
cumstance that  gutta-percha,  at  a  temperature  of  150'  Fahr., 
becomes  semi-fluid,  is  a  great  point  in  favour  of  its  application. 
It  can  be  put  upon  wire  by  a  process  analogous  to  the  making  of 
maccaroni  or  of  lead  tubes,  and  by  putting  several  coatings  of 
gutta-percha  one  upon  the  other,  and  combining  them  by  inter- 
vening thin  layers  of  a  fusible  compound  known  as  Chatterton's 
mixtui-e,  the  most  perfect  workmanship  is  produced,  the  chances 
of  any  flaw  or  leakage  in  such  a  coating  being  exceedingly 
small. 

As  regards  insulation,  pure  india-rubber  has  an  insulating  power 
40  times  greater  than  that  of  gutta-percha  ;  but  notwithstanding 
this  great  superiority,  the  difficulty  of  putting  it  upon  wire,  and 
certain  other  drawbacks  to  which  I  shall  presently  allude,  have 
hitherto  prevented  its  application   upon  a  large  scale.    Gutta- 
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percha  has  a  changeable  amount  of  condactivity,  that  is  to  say, 
its  conductivity  increases  with  increase  of  temperature  ;  the  tem- 
perature at  which  it  is  40  times  more  conductive  than  india- 
rubber  is  75**  Fahr.  The  diagram,  Fig.  1,  Plate  1,  shows  this 
remarkable  change  ;  the  abscissas  represent  temperature,  and  the 
ordinates  relative  resistance  to  the  galvanic  current. 

With  regard  to  the  inductive  capacity,  india-rubber  has  also 
the  advantage  of  being  superior  to  gutta-percha  in  the  ratio  of 
10  to  7. 

With  regard  to  fusibility  by  heat,  india-rubber  has  also  a 
decided  advantage  over  gutta-percha,  being  capable  of  resisting 
the  heat  of  boiling  water  perfectly,  whereas  gutta-percha  softens 
at  a  temperature  of  120°  Fahr.,  and  melts  at  130**  or  140°.    Great 
care  had,  therefore,  to  be  used  not  to  expose  gutta-percha  covered 
conductors  to  the  direct  radiation  of  the  sun  or  other  sources  of 
heat.    With  regard  to  hydrostatic  pressure,  it  has  been  proved 
that  neither  india-rubber  nor  gutta-percha  are  in  the  least  altered 
by  great  pressure  ;  it  may,  therefore,  be  safely  assumed  that  they 
will  remain  at  the  bottom  of  the  deepest  ocean  perfectly  unchanged. 
No  doubt  there  is  compression,  and  this  compression  has  a  remark- 
able effect  upon  gutta-percha,  as  I  shall  presently  show.    On  the 
occasion  of  making  a  line  of  telegraph  for  the  French  Government, 
which  was  put  into  very  deep  water,  I  tested  gutta-percha  and 
india-rubber  also,  in  a  tank,  under  a  pressure  of  300  atmospheres ; 
a  remarkable  result  was  produced,  shown  by  diagram  Fig.  2,  Plate  1 . 
The  insulation  at  freezing-point  and  at  atmospheric  pressure  is 
measured  by  the  ordinate  at  the  starting-point  of  the  curve  (on 
the  left),  and  the  succeeding  ordinates  represent  the  varying 
electrical  resistances  due  to  increase  of  hydrostatic  pressure.    It 
will  be  observed  that  under  30()  atmospheric  pressures  the  resist- 
ance of  gutta-percha  was  nearly  three  times  as  great  as  under 
atmospheric  pressure.    I  had  expected  that  india-rubber  would 
follow  very  nearly  the  same  law,  but  to  my  surprise,  in  the  case  of 
india-rubber  coated  wire,  the  insulation  decreased  visibly  with 
increase  of  pressure,  returning,  however,  always  to  the  original 
high  electrical  resistance  when  the  pressure  was  relieved.    I  then 
thought  that  this  decrease  might  possibly  be  due  to  the  infiltration 
of  water  through  the  pores  of  the  india-rubber ;  accordingly,  I 
submitted  to  the  test  a  wire  that  had  been  first  coated  with  india- 
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rubber  and  then  with  gutta-percha,  the  gutta-percha  making  a 
complete  tube  round  the  india-rubber.  This  wire  followed  a  law 
of  increase  represented  by  a  line  between  the  two,  thus  clearly 
showing  that  we  have  to  deal  with  a  specific  quality  of  the  material 
itself,  the  precise  nature  of  which  has  not  yet  been  assigned  to  any 
general  physical  law.  For  further  particulars  see  Report  of  the 
British  Association  for  1863,  page  688. 

An  important  question  to  be  asked  in  reference  to  our  subject 
is  the  following : — Are  these  substances  which  we  employ  for 
insulating  submarine  conductors  subject  to  decay  ?  If  exposed  to 
air  and  light  they  are  both  very  subject  to  gradual  decay,  but 
there  is  this  difference,  that  gutta-percha  becomes  brittle  by  ex- 
posure to  light  and  air,  whereas  india-rubber,  at  least  when  put 
upon  copper  wire,  turns  into  a  viscid  liquid  and  thereby  becomes 
unserviceable  ;  but  if  submerged,  neither  of  these  results  takes 
place  ;  and  we  may  safely  affirm  that  both  materials  are  imperish- 
able when  submerged  in  sea  water  to  any  considerable  depth. 
They,  nevertheless,  undergo  a  gradual  change  by  absorption  of 
water,  unless  they  are  protected  by  an  outer  sheathing.  Gutta- 
percha absorbs  sea  water  to  a  very  moderate  extent,  and  in  doing 
so,  its  conductivity  does  not  sensibly  increase.  India-rubber,  on 
the  other  hand,  absorbs  water  at  a  somewhat  greater  ratio,  and 
after  a  full  exposure  for  100  days  to  sea  water  it  absolutely  begins 
to  dissolve  superficially.  An  experiment,  which  was  continued 
over  800  days,  clearly  establishes  this  result,  and  goes  to  prove, 
moreover,  that  the  rate  of  absorption  is  independent  of  external 
pressure.  For  particulars  see  Proceedings  of  Institution  of  Civil 
Engineers,  vol.  xxi.,  page  528.  This  action  may,  however,  be 
prevented  by  the  application  of  an  impervious  coating,  say  of  tape, 
saturated  with  paraffin. 

An  important  advantage  in  favour  of  gutta-percha  is  that  joints 
can  be  made  very  perfectly,  in  fact,  joints  are  now  made  which 
are  quite  equal  in  insulation  to  the  uniform  covering  of  the  wire, 
whereas,  with  regard  to  india-rubber,  there  is  still  some  degree  of 
difficulty,  though  I  do  not  mean  to  say  that  that  difficulty  cannot 
be  overcome.  There  are  other  substances  suitable  for  insulation 
which  are  mostly  compounds  of  india-rubber.  A  compound  of 
india-rubber  and  paraffin  has  been  proposed,  and  its  insulation  is 
certainly  very  remarkable.    The  compound  of  india-rubber  and 
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sulphur  has  also  a  great  insulating  property,  and  has  the  advantage 
of  being  capable  of  being  worked  in  a  plastic  state  before  it  is 
hardened  upon  the  wire  by  application  of  heat.  It  must,  how« 
ever,  be  admitted  that  gutta-percha  answers  every  purpose  of  sub- 
marine telegraphy  if  only  care  is  taken  not  to  expose  the  cable  to 
heat  before  it  is  submerged. 

We  next  come  to  consider  the  sheathing,  and  this  also  is  a  very 
important  part  of  the  submarine  cable.  The  protecting  sheathing 
is  necessary  in  order  to  give  strength  and  protection  to  the  delicate 
insulated  core.  The  sheathing  usually  adopted  consists  of  one  or 
two  layers  of  tarred  hemp  or  jute,  and  a  helical  covering  of  iron 
wires,  in  the  form  of  a  rope.  These  wires  are  generally  galvanised, 
in  order  to  prevent,  or  rather  delay,  the  oxidation  of  the  iron.  In 
the  case  of  the  Persian  Gulf  cable,  the  iron  sheathing  is  again 
covered  with  jute,  impregnated  with  bitumen  mixed  with  sand, 
which  was  applied  in  the  molten  state,  under  the  direction  of 
Messrs.  Bright  and  Clark. 

In  the  case  of  the  Toulon  and  Algiers  cable,  each  wire  was  pre- 
viously and  separately  covered  with  tamed  hemp,  and  then  foimed 
into  a  rope  as  usual.  This  mode  of  covering  did  not  answer 
well  in  that  instance,  the  hemp  was  eaten  rapidly  away  by  the 
marine  insect,  xylophaga,  and  there  remained  only  a  loose  filigree 
work  of  wires  surrounding  the  insulated  core,  offering  no  protec- 
tion to  the  same,  and  hastening,  on  the  contrary,  its  failure.  A 
similar  sheathing  has,  I  think,  unfortunately  been  adopted  for  the 
new  Atlantic  cable ;  but  it  is  said,  in  defence  of  the  same,  that 
the  marine  animal  in  question  does  not  exist  in  the  Atlantic ;  I 
hope  sincerely  this  may  be  the  case,  and  also  that  the  great  strain 
which  must  be  brought  upon  the  cable  in  submerging  the  same, 
may  not  injure  the  core  through  the  partial  unwinding  and  conse- 
quent elongation  of  the  helical  sheathing,  which  must  take  place, 
and  which  constitutes,  in  my  opinion,  a  very  serious  objection  to 
the  application  of  such  a  sheathing  for  deep-sea  lines.  Other 
sheathings  for  deep-sea  cables  have  been  proposed.  In  one  pro- 
posed by  myself,  the  core  is  covered  with  a  double  layer  of  best 
hemp,  laid  on  with  moderate  twist  running  in  opposite  directions, 
under  considerable  tension.  The  hemp  is  covered,  while  under 
tension,  by  a  sheathing  of  copper  strips,  which,  tightly  grasping 
the  hemp,  prevent  its  contraction,  and  it  then  forms  a  complete 
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flexible  tubing.  The  copper  is  mixed  with  a  certain  portion  of 
phosphoros,  which,  according  to  Dr.  Percy's  experimentSy  corro- 
borated by  my  own  experience,  is  remarkably  durable  in  sea  water. 
A  cable  of  this  description  has  been  laid  in  the  Mediterranean, 
where  it  now  forms  one  of  the  links  between  Algeria  and  Europe. 
Small  cables  of  this  description  have  been  adopted  by  the  Prussian, 
Italian,  and  other  Governments,  for  military  purposes,  owing  to 
their  lightness  and  strength,  combined  with  remarkable  flexibility. 
The  conductor  of  these  cables  consists  of  three  steel  wires,  and  its 
outside  diameter  does  not  exceed  the  eighth  part  of  an  inch.  In 
making  permanent  shallow  sea  cables  on  this  principle,  I  apply 
first  an  iron  sheathing,  consisting  of  comparatively  thin  wires,  and 
upon  that,  the  sheathing  just  described  in  which  zinc  takes  the 
place  of  the  phosphorettcd  copper.  Another  covering  which  has 
been  proposed  consists  of  reeds  joined  up  end  to  end,  and  put  on 
like  iron  wire,  producing  a  rope  of  very  small  specific  gravity. 
Different  from  all  these  is  the  cable  proposed  by  Mr.  Allen,  which 
has  no  sheathing  whatever,  the  conductor  itself  being  made  strong 
by  being  compounded  of  copper  and  steel  wires.  Steel  being  a 
very  inferior  conductor,  it  is  evident  that  Mr.  Allen's  cable  would 
not  compare  favourably  for  great  lengths  with  others,  as  regards 
power  of  transmission  ;  and  for  my  own  part,  I  should  not  think 
it  safe  to  lay  down  a  cable  without  any  external  sheathing, 
which  I  consider  necessary,  not  only  to  give  strength,  but  also  to 
protect  the  insulating  material  against  animals  and  against 
abrasion. 

We  come  next  to  the  subject  of  testing.  One  of  the  principal 
conditions  to  insure  the  success  of  telegraphs,  and  particularly  of 
deep-sea  lines,  consists  in  the  application  of  a  complete  system  of 
electrical  testing  at  every  stage  of  progress  of  manufacture  and 
submersion.  In  the  early  history  of  submarine  telegraphs  this 
important  work  was  very  imperfectly  accomplished,  and  consisted 
chiefly  in  methods  for  the  determination  of  faults,  instead  of  their 
prevention,  and  by  insisting  upon  a  certain  standard  of  perfection 
at  the  different  stages  of  manufacture.  For  instance,  the  insula- 
tion of  the  first  Atlantic  cable  was  so  exceedingly  defective  before 
it  was  coiled  on  board  ship,  that  it  should  never  have  been  laid  at 
all,  as  will  be  seen  from  comparison  with  subsequent  cables,  shown 
in  the  following  table  : — 
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Insulation  Resistances  of  Cables. 


1857 
1859 
1860 
1861 

1863 

1865 


MillioDB. 

Atlantic . 

• 

12 

Red  Sea     . 

• 

80 

Toulon — ^Algiers     . 

• 

60 

Alalia — ^Alexandria    . 

• 

120 

/  Bona — Marsala 
\  Oran — Carthagena 

} 

350 

New  Atlantic . 

• 

400 

The  first  Atlantic  cable  is  represented  by  12,  that  is  to  say,  the 
electrical  resistance  of  the  insulating  coating  of  a  mile  of  the  cable 
was  equal  to  12  millions  of  Siemens  units ;  the  Red  Sea,  by  80 ; 
the  Toulon  and  Algiers,  by  60 ;  the  Malta  and  Alexandria,  by  120 ; 
the  Bona  and  Marsala,  by  350  ;  and  the  new  Atlantic,  by  400,  the 
latter  being,  however,  more  thickly  coyered ;  so  that  you  see 
enormous  strides  have  been  made  without  any  change  of  material, 
simply  by  increased  perfection  in  the  manufacture.  But  it  must 
also  be  attributed  to  the  application  of  proper  tests  during  every 
portion  of  the  manufacture — tests  applied  by  the  engineer  who  is 
responsible  for  the  work,  and  who  insists  upon  a  certain  standard. 
In  the  list  to  which  I  have  referred,  we  see  that  there  is  a  very 
marked  improvement  in  the  case  of  the  Malta  and  Alexandria  line. 
It  may,  indeed,  be  said  that  this  was  the  first  line  that  was  ever 
made  under  a  proper  system  of  tests.  The  system  then  adopted 
and  carried  out  under  my  immediate  charge  (by  order  of  the 
British  Government),  has  since  been  applied  to  other  cables  with 
only  some  modifications  of  details  ;  and  with  your  permission,  I 
will  give  you  a  short  account  of  what  those  tests  were. 

It  was  determined  in  the  first  place  that  all  tests  should  be 
referred  to  a  single  standard  of  comparison,  this  being  the  resist- 
ance of  a  column  of  mercury  of  1  millimetre  sectional  area,  and  1 
metre  length  at  freezing  point,  which  standard  is  now  generally 
known  as  Siemens  unit,  having  been  first  proposed  by  my  brother. 
Dr.  Werner  Siemens,  of  Berlin.  Instead  of  estimating  the  insula- 
tion of  the  gutta-percha  covering  by  the  deflection  of  a  galvano- 
meter, as  had  previously  been  done,  its  conductivity  per  knot  of 
length  was  expressed  in  these  units,  and  values  were  obtained 
which  were  independent  of  the  galvanometer  and  other  testing 
instruments  employed,  and  admitted  of  direct  comparison  between 
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all  the  results  obtained.  Bat  the  conductivity  of  gatta-percha 
varies  in  an  extraordinary  ratio  with  change  of  temperature,  as  will 
be  seen  by  the  diagram,  Fig.  1,  Plate  1,  in  which  the  abscissso  repre* 
sent  temperatures,  and  the  ordinates  the  corresponding  electrical 
resistance  ;  it  also  varies  by  electrification  of  the  covering,  accord- 
ing to  the  length  of  time  the  current  has  been  active,  in  the  ratio 
represented  in  diagram,  Fig.  3,  Plate  1.  In  order  to  obtain 
standard  tests,  it  was  necessary  to  have  them  all  taken  at  a  uni* 
form  temperature,  which  was  fixed  at  lb""  Fahr.,  being  the  highest 
temperature  to  which  the  cable  was  likely  to  be  exposed  when  laid 
in  a  tropical  sea. 

For  this  purpose  the  core  to  be  tested  was  immersed  for  twenty- 
four  hours  in  water-cisterns,  which  were  kept  at  the  standard 
temperature,  when  each  coil  of  a  mile  in  length  was  required  to 
show  a  gutta-percha  resistance  of  not  less  than  90  millions  of 
units.    The  coils  of  core  were  then  transferred  to  Reid's  pressure 
tanks,  and  again  tested  at  the  standard  temperature,  and  under  a 
pressure  of  600  pounds  per  square  inch.    I  stated  before  that  in- 
crease of  pressure  ought  lo  increase  the  electrical  resistance  of  gutta- 
percha, and  accordingly  it  was  found  that  there  was  an  increase  of 
something  like  20  per  cent,  each  time  when  the  pressure  was 
applied,  and  unless  that  increase  took  place,  it  was  inferred  that 
the  gutta-percha  coating  was  not  as  perfect  as  it  ought  to  be. 
Each  coil  was  tested  separately,  and  those  that  did  not  fulfil  the 
conditions  insisted  upon,  were  put  aside.    The  actual  resistance 
obtained  in  each  coil  carrying  a  distinctive  number  was  marked 
against  it,  and  it  was  then  sent  to  the  cable  works.    There  the  cable 
was  tested  as  each  coil  was  added  to  its  length,  and  it  was  required 
that  the  total  resistance  of  the  whole  should  be  equal  to  the  calcu- 
lated total  resistance  of  all  the  parts  of  which  it  was  composed. 
There  correction  had  to  be  made  for  temperature,  because  it  was 
not  found  possible  to  heat  the  tanks  into  which  the  finished  cable 
was  received,  to  the  standard  temperature.    A  very  perfect  core 
was  thus  obtained,  and  the  result  has  proved  that  though  the 
external  covering  may  be  faulty,  being  an  ordinary  iron  sheathing, 
the  insulation  has  never  given  any  trouble,  and  I  believe  it  is  now 
as  good  as  it  was  at  the  beginning.    The  principal  instruments 
used  were  Professor  Wheatetone's  bridge  arrangement,  suitably 
modified,  and  Dubois'  galvanometer,  which  is  so  delicate  as  to 
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detect  exceedingly  small  traces  of  electric  current ;  bnt  since  then 
Professor  Thomson  has  brought  out  a  reflecting  galvanometer  of 
still  greater  delicacy,  which  is  now  used  in  preference.  In  testing 
the  Marsala  cable  we  have  introduced  another  instrument,  which 
combines  the  functions  of  the  galvanometer  and  of  the  bridge.  It 
is  a  differential  galvanometer,  one  coil  of  which  is  mounted  upon 
a  carriage,  and  is  moved  by  a  micrometer  screw  to  such  a  point 
that  the  effect  of  the  two  currents  balance  each  other.  The 
resistance  to  be  measured  forms  part  of  the  fixed  coil  circuit,  and 
as  this  resistance  increases,  the  second  coil  must  be  moved  back  to 
diminish  its  influence  also  upon  the  needle.  The  moveable  coil  is 
acted  upon  by  a  constant  battery,  and  the  extent  of  motion  im- 
parted to  it,  as  read  off  upon  a  scale,  is  the  measure  of  the  unknown 
resistance.  It  is  a  very  convenient  instrument,  especially  for  taking 
great  ranges  of  resistance. 

We  now  come  to  the  subject  of  coiling  on  board  ship.  The 
cable  on  leaving  the  sheathing-machine,  passes  into  a  circular  or 
oval  tank,  where  it  is  kept  covered  with  water  for  the  convenience 
of  testing,  because  it  is  only  when  under  water  that  it  can  be  well 
tested.  It  is  next  coiled  into  circular  iron  tanks  on  board  ship, 
from  the  outside  to  the  centre,  then  passing  sharply  from  the 
smaller  circle  to  the  larger,  then  back  again  in  a  complete  spiral, 
and  so  on.  Formerly  cables  were  coiled  into  dry  ships'  holds,  but 
in  the  case  of  the  Malta  and  Alexandria  cable,  water-tight  tanks 
were  first  suggested.  These  were  not  adopted,  however,  until  it 
had  been  proved  by  means  of  some  special  electrical  tests,  which  I 
had  provided,  that  a  spontaneous  generation  of  heat  was  taking 
place  within  the  mass  of  the  cable,  which  threatened  to  melt  its 
insulating  covering.  The  cable  had  then  to  be  coiled  over  into  a 
ship,  which  was  provided  with  water-tight  tanks,  and  ever  since, 
such  tanks  have  been  specially  provided. 

TJie  Chairman.  Is  it  so  in  the  Great  Eastern  f 

Mr.  Siemens.  Yes,  the  Chreat  Eastern  has  been  provided  with 
enormous  iron  tanks  to  receive  the  cable.  The  special  means 
devised  to  tell  the  temperature  at  different  points  within  the  mass 
of  the  cable,  consisted  of  small  coils  of  insulated  copper  or  platinum 
wire,  encased  in  iron  tubes,  which  were  deposited  here  and  there 
between  the  layers  of  cable,  with  leading  wires  from  them  into  the 
testing-room.    The  resistance  of  each  coil  at  standard  temperature 
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being  fixed  at  100  nnits,  and  the  law  of  increase  of  resistance  bj 
rise  of  temperature  of  these  metals  being  also  known,  the  tempera- 
ture of  each  coil  could  be  easily  determined  at  anj  time  in 
measuring  its  electrical  resistance.  These  resistance  thermometers 
might  be  applied  with  advantage  in  many  cases  where  it  is  de- 
sirable to  ascertain  the  temperature  of  inaccessible  places,  as  for 
instance,  in  warehouses  and  on  board  ship,  where  hemp,  coals,  and 
other  self -inflammable  goods  are  stored. 

One  of  the  most  important  preparatory  operations  in  the  laying 
of  cables  is  that  of  ascertaining  the  nature  of  the  ground  upon 
which  the  cable  is  to  rest,  for,  however  perfect  the  cable  may  be, 
if  it  is  laid  upon  unknown  ground  it  may  very  soon  come  to  grief. 
With  regard  to  shallow  seas,  there  is  no  difficulty  in  ascertaining 
the  nature  of  the  ground  on  which  the  cable  is  to  rest,  whereas  in 
a  depth  of  2,000  fathoms  I  have  known  a  single  sounding  occupy 
five  or  six  hours.  Another  drawback  as  regards  deep  sea  sound- 
ings consists  in  the  difficulty  of  identifying  the  place  again,  no 
landmarks  being  visible.  It  must  always,  therefore,  be  to  a  certain 
extent  a  matter  of  uncertainty  what  is  the  depth  below  the  ship  in 
the  open  sea.  In  going  across  the  Atlantic  the  depths  do  not  vary 
materially,  as  there  appears  to  exist  a  great  plateau  on  which  the 
cable  may  be  laid ;  but  in  deep  seas  formed  by  volcanic  action, 
such  as  the  Mediterranean,  the  depths  are  very  uncertain.  It  is 
not  impossible,  however,  that  an  instrument  may  be  brought  to 
perfection  by  which  the  depth  below  the  ship's  keel  may  be  indi- 
cated in  the  cabin.  Such  an  instrument  would  be  of  material 
service  in  warning  the  telegraphic  engineer  of  changes  in  the 
depth  of  water  in  paying  out  deep-sea  cables.  The  few  trials 
which  have  been  made  have  amply  proved  the  principle  of  the 
instrument,  and  given  promise  of  ultimate  success. 

The  patient  care  and  unremitting  attention  which  the  prepara- 
tion of  a  deep-sea  cable  necessitates,  in  order  to  avoid  the  chance 
of  a  single  flaw  or  error  in  the  arrangements,  contrasts  singularly 
with  the  exciting  operation  of  submerging  the  same.  A  well  pro- 
portioned cable  of  ample  strength,  and  a  good  paying-out  appa- 
ratus, do  much  to  assure  the  acting  engineer  that  the  cable  will 
sink  without  being  unduly  strained  either  during  its  descent  or 
after  it  has  reached  the  bottom  ;  but  an  entanglement  in  the  cable 
tank,  the  breakage  of  a  single  wire  in  the  spiral  sheathing  of  the 
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cable,  an  accident  in  the  machinery  emplojed,  or  an  unknown 
chasm  at  the  bottom,  may  at  any  moment  cause  the  entire  destruc- 
tion of  the  cherished  work. 

The  machinery  employed  in  paying  out  cables  consista  of  two 
principal  parts — the  guide  apparatus  and  the  brake  apparatus. 
The  guide  apparatus  consists  of  a  solid  cone  or  cylinder  in  the 
eye  of  the  cable,  and  of  a  series  of  iron  rings  fastened  above  the 
cable  in  crinoline  &shion,  this  being  the  apparatus  first  introduced 
by  Newall  and  Co.,  and  generally  employed.  The  cable,  on  rising 
from  its  coil,  is  confined  in  its  motion  between  the  cone  and  the 
guide  rings,  and  is  thereby  prevented  from*  twisting  round  iteelf 
and  forming  kinks.  The  cable  passes  through  troughs  and  over 
pulleys,  which  should  always  be  well  housed,  from  the  hold  along 
the  deck,  over  the  brake  wheel  and  a  dynamometer  wheel,  over  the 
stem-pulley  into  the  sea. 

A  variety  of  opinions  exists  with  regard  to  the  apparatus  which 
ought  to  be  employed  for  the  paying  out  of  cables,  and  the  amount 
of  retaining  force  which  should  be  applied,  depending  in  its  turn 
upon  the  curve  which  the  cable  assumes  in  sinking  to  the  bottom. 
To  my  mind  it  appears  perfectly  clear  that,  supposing  the  vessel 
to  proceed  at  a  uniform  rate  through  the  ocean,  the  line  which  the 
cable  assumes  at  any  one  time  during  its  progress  must  be  a  straight 
line.  Suppose  you  have  a  cable  of  the  specific  gravity  of  2,  this 
will  descend  say  40  feet  per  minute  through  the  water,  falling 
laterally  ;  and  if  the  ship  moves  forward  40  feet  during  that  time, 
the  result  will  be  that  the  cable  will  assume  an  inclined  direction 
from  the  ship  to  the  bottom  of  the  sea  without  any  carvature, 
forming  an  angle  of  45*"  with  the  horizon. 

{The  Chairman :  To  a  certain  distance,  till  the  terminal  velocity 
is  arrived  at,  there  will  be  a  curvature.) 

I  suppose  that  the  cable  assumes  its  maximum  velocity  from  the 
moment  it  touches  the  water,  its  acceleration  having  been  accom- 
plished in  descending  through  the  air  to  the  water  level ;  in  fact, 
the  time  for  accelerating  the  speed  must  be  proportionately  exceed- 
ingly small,  considering  that  a  cable  may  be  an  hour  and  a  half,  or 
two  or  three  hours,  before  it  reaches  the  bottom,  and  that  the 
maximum  velocity  which  the  resistance  in  the  water  permits  it  to 
acquire  would  be  attained  by  a  free  fall  through  5  feet  of  space. 

The  cable  is  acted  upon  by  two  forces,  one  force  tending  to 
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drive  it  down,  which  is  its  own  absolute  weight  in  sea-water,  and 
is  balanced  by  the  resistance  to  lateral  displacement  offered  by  the 
water ;  and  the  second  force  tending  to  make  the  cable  slide,  by 
virtae  of  its  own  weight  in  sea-water,  down  the  inclined  plane 
which  is  produced  by  its  position  in  the  water,  and  which  has  to 
be  balanced  by  a  retaining  force  applied  to  the  brake-wheel  on 
board  ship.  If  this  cable  was  left  at  any  one  moment  to  itself  it 
would  slide,  as  you  may  observe  in  the  case  of  a  stick  which  is  a 
little  heavier  than  the  water  in  which  it  descends  in  a  slanting 
direction.  The  strain  to  be  applied  at  the  ship  must  be  equal  to 
the  tendency  of  the  cable  to  sliding,  and  this  force  can  be  accu- 
rately determined  if  the  depth  and  the  specific  gravity  of  the  cable 
are  known.  This  question  has  been  ably  treated  in  a  paper  read 
by  Messrs.  Liongridge  and  Brooke  before  the  Institution  of  Civil 
Engineers.  The  amount  of  retarding  force  to  be  applied  to  a 
cable  in  paying  it  out  has  to  be  equal  to  the  weight  in  sea  water 
of  the  cable  in  question,  reaching  from  the  ship  down  to  the 
bottom  of  the  ocean,  in  order  to  prevent  sliding  in  either  direc- 
tion, but  this  amount  of  retarding  force  has  to  be  varied  according 
to  the  amount  of  slack  which  it  is  intended  to  give  to  the  cable 
when  laid.  If,  for  instance,  you  have  a  cable  of  double  the  specific 
gravity  of  water,  weighing  in  water  one  ton  per  mile,  and  pay  it 
out  into  a  depth  of  two  miles,  you  will  have  to  apply  a  brake-force 
equal  to  two  tons,  or  the  cable  will  begin  to  run  overboard  with  a 
velocity  exceeding  that  of  the  vessel  through  the  water. 

The  Chairman:  Do  you  know  the  strength  of  the  Atlantic 
cable? 

Mr.  Siemens :  I  do  not  know  exactly  the  weight  in  tons.  I 
believe  it  is  equal  to  supporting  9  or  10  miles  of  its  own  weight 
in  water,  which  is  amply  sufficient  for  all  purposes. 

The  angle  of  descent  of  a  cable  is  simply  the  result  of  the  two 
velocities  to  which  I  have  referred.  If  the  rate  of  progress  of 
the  ship  is  four  times  as  great  as  the  rate  of  descent,  there  will  be 
an  angle  of  1  in  4,  or  22|° ;  but  if  the  rates  are  equal,  there  will 
be  an  angle  of  1  in  1,  or  45" ;  or  if  the  ship's  velocity  is  constant, 
it  will  be  determined  wholly  by  the  specific  gravity  of  the  cable 
itself,  and  the  nature  of  its  surface,  which  will  determine  its  rate 
of  descent  laterally  through  the  water.  If  a  cable  is  simply  covered 
with  hemp,  its  resistance  is  excessive,  as  may  be  easily  proved  by 
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drawing  a  hemp  rope  quickly  through  water.    Such  a  cable  it  is 
difficult  to  submerge  in  deep  seas  with  a  sufficient  amount  of  slack ; 
it  will  run  out  with  an  inclination  of  perhaps  10*  with  the  horizon, 
and  although  the  brake  may  be  entirely  loosened,  it  will  not  slide 
backward  through  the  water,  but  will  reach  the  bottom  in  a  straight 
line,  and  if  there  be  any  irregularities  in  the  bottom,  it  will  have 
to  span  them,  and  be  destroyed  before  long  in  consequence  of  a 
constant  strain  and  complete  exposure  to  corrosive  action.  Again, 
if  the  cable  is  too  heavy,  the  retaining  force  would  be  too  great, 
and  serious  difficulties  would  arise.    If  you  suppose  a  5-ton  cable 
to  be  laid  to » a  depth  of  2,000  fathoms,  a  resistance  would  be 
required  equal  to  nearly  7  tons.    No  doubt  a  sufficiently  powerful 
brake  might  be  constructed,  but  not  even  the  "  Great  Eastern  " 
would  be  able  to  make  headway  with  such  a  retarding  force  behind 
it,  steamers  would  have  to  be  used  to  drag  the  ship  forward  ;  but 
if  any  accident  should  occur,  if  one  of  the  heavy  wires  should 
break,  become  entangled,  the  signal  "stop"  would  have  to  be 
given,  the  tug  steamers  would  veer  round  before  the  wind,  the 
cable  vessel  would  be  dragged  backward  by  the  strain  of   the 
cable,  and  colh'sions  and  great  mischief  might  arise.    A  deep-sea 
cable,  then,  must  neither  be  very  heavy,  nor  very  light,  or  it  will 
fail.    Experience  tends  to  prove  that  a  cable  of  from  one  and  a 
half  to  twice  the  gravity  of  water  answers  the  purpose  best.    In 
this  respect,  the  new  Atlantic  cable  is  very  perfect ;   it  has  a 
specific  gravity  of  about  1*6,  combined  with  great  strength;  but 
on  the  other  hand,  it  is  liable  to  the  accidents  through  broken 
wires  to  which  all  spiral  cables  are  subject,  and,  moreover,  its 
durability  when  laid  is  not  likely  to  exceed  that  of  the  Toulon  and 
Algiers  cable,  which  was  of  the  same  construction.    The  cable  to 
which  I  referred  before,  sheathed  with  copper,  has  about  the  same 
specific  gravity  as  the  new  Atlantic  cable,  but  is  free  certainly 
from  the  above-named  objections.    I  ought  not  to  proceed,  how- 
ever, without  alluding  to  a  failure  which  took  place  in  submerging 
a  cable  of  this  description  between  Oran  and  Carthagena  last  year. 
Passing  over  an  accident  of  a  purely  mechanical  nature  which 
occurred  in  the  first  attempt,  the  cable  was  laid  successfully  from 
Oran  to  Carthagena,  a  distance  of  116  miles,  but  broke  a  few  hours 
afterwards,  10  miles  distant  from  Carthagena.    According  to  the 
soundings  which  had  been  previously  taken  by  the  French  Ad- 
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miralty  in  the  nsnal  way,  the  gronnd  presented  a  moderate  incline 
(shown  bj  the  dotted  lines  on  the  diagram  Fig.  4,  Plate  1),  bnt 
which  afterwards  tnmed  ont  to  be  a  great  chasm.  A  cable  being 
laid  over  a  chasm  like  that,  has  a  poor  chance  of  being  taken  to 
the  bottom,  because  whatever  slack  you  may  give,  and  there  was 
28  per  cent  given  in  this  instance,  it  all  slides  down  in  a  straight 
line,  and  accumulates  at  the  bottom.  Supposing  the  cable  suddenly 
to  touch  upon  a  promontory,  it  will  at  once  be  arrested  there  and 
remain  suspended  in  a  straight  line,  because  the  tenacious  mud  or 
ooze  which  covers  the  bottom  of  the  ocean,  prevents  the  loose  or 
spare  cable  on  both  ends  of  the  suspended  piece  from  sliding 
towards  it  to  allow  of  its  sinking  to  the  bottom,  and  the  piece  of 
cable  thus  suspended,  under  great  strain  in  a  catenary  curve  of 
perhaps  two  miles  length,  must  break  sooner  or  later.  This  cable 
was,  however,  partially  recovered  from  a  great  depth,  and  has  since 
been  submerged  between  Marsala  and  Bona,  forming  a  link  in 
the  chain  of  telegraphs  which  unite  France  with  its  African 
dependency. 

It  may  here  be  reasonably  objected  that  a  cable  ought  never  to 
have  been  laid  upon  such  ground,  and,  further,  that  if  the  ground 
could  not  be  avoided,  the  soundings  ought  to  have  revealed  the 
chasm  across  which  the  cable  fell,  in'  order  that  special  precau- 
tionary measures  might  have  been  adopted  to  meet  the  case.  The 
answer  is,  that  a  line  of  soundings  which  had  been  taken  carefully 
by  the  French  Admiralty  showed  no  such  chasm,  but  that  unfor- 
tunately the  pilot  vessel  mistook  its  course  during  the  laying  of  the 
cable,  and  approached  Carthagena  in  a  line  deviating  by  about 
two  miles  towards  Cape  Pallos  from  the  line  of  sounding.  The 
coast  about  Carthagena,  being  of  a  decidedly  volcanic  formation, 
might  certainly  have  been  avoided  altogether,  and  a  much  safer 
landing  place  might  have  been  found  near  Cape  dc  Gate ;  but 
although  this  had  been  strongly  urged,  it  had  been  refused  to  the 
contractors  owing  to  some  previous  international  arrangement 
'  which  was  not  to  be  disturbed.  This  accident  proves,  however,  the 
great  necessity  for  careful  and  more  extensive  soundings  than  those 
which  have  hitherto  preceded  the  establishment  of  deep-sea  cables;  it 
also  goes  to  prove,  that  in  passing  over  very  irregular  ground,  it  is 
not  sufficient  to  allow  considerably  more  cable  to  run  overboard 
than  to  cover  the  distance  passed  over  by  the  cable-ship.    The 
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only  effective  method  of  laying  the  cable  to  the  bottom  of  a  chasm 
would  be  to  stop  the  yessel  over  it  until  the  cable  assumes  a  verti- 
cal position,  and  then  to  proceed  slowly  onward. 

It  is  desirable  that  a  deep-sea  cable  should  be  very  flexible,  so 
as  to  acconmiodate  itself  thoroughly  to  the  irregularities  of  the 
ground,  and  in  this  respect  the  copper  or  zinc-sheathed  cable 
leaves  little  to  be  desired. 

Time  does  not  permit  me  to  enter  upon  the  consideration  of 
untried  modes  of  constructing  and  submerging  cables.  The  elec- 
trical tests  applied  during  the  operation  of  paying-out,  and  for 
determining  the  position  of  faults  in  existing  cables,  is  a  most 
interesting  branch  of  the  science  of  telegraphic  engineering,  which 
I  shall  also  have  to  pass  over  on  this  occasion,  referring  those 
interested  to  the  Oovernment  Blue  Book  of  1861,  and  other 
sources  of  information.  Nor  does  time  permit  me  to  describe  the 
particular  arrangements  of  instruments  for  working  long  sub- 
marine lines.  Enough  I  hope  has  been  said  to  justify  the  following 
conclusions  : — 

1.  That  the  insulating  materials  now  used  in  the  construction 
of  deep-sea  cables,  are  efficient  and  likely  to  endure  until  the 
protecting  sheathing  gives  way. 

2.  That  for  shores  and  shallow  seas,  heavy  iron-clad  cables  of 
from  5  to  10  tons  weight  per  mile  have  proved  practically  success- 
ful, but  that  a  further  protection  of  the  iron  wires  is  desirable  to 
increase  their  durability. 

3.  That  for  deep  seas,  durability  cannot  be  obtained  by  weight 
of  iron  sheathing,  but  that  a  sheathing  of  moderate  weight,  which 
is  capable  of  resisting  both  the  chemical  action  of  sea  water  and 
the  teeth  of  marine  animals,  is  requisite. 

4.  That  a  hemp  covered  cable,  or  a  bare  insulated  conductor, 
without  a  metallic  sheathing  of  some  sort,  is  highly  objectionable. 

5.  That  the  present  mode  of  paying  out  is  safe  and  efficient 
under  proper  management,  although  capable  of  further  improve- 
ment. 
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FEST.EEDE  ZUfi  KIKKEL-ABSCHIEDSFEIEK, 

am  27  S^Umher,  1866, 

VON  C.  W.  SlEMEKS. 

Heine  Damen  und  Herren, — Es  ist  jetzt  meine  ehrenhafte 
Pflicht  die  Ocsandheit  unseres  geschatzten  Gastes  auszubringen 
und  ihm  bei  dieser  Gel^enheit  die  schonen  Ehrengcsohenke  zu 
liberreichen,  welche  aus  Ihrer  freien  Zasammenwirkung  hervor- 
gegangen  siiid. 

Ihr  Fest-Comite  wiirde  Ihnen  gewiss  eine  bessere  Festrede 
verschafft  haben,  hatte  es  aus  seiner  Mitte  eins  von  denjenigen 
Mitgliedem  dazu  beaafbragt,  welche  als  ansgezeichnete  Philologen, 
Oder  als  Schrif  tsteller,  der  Literatur  und  Bedekunst  naher  stehen 
als  ich,  der  sich  sein  Lebelang  nur  mit  Naturgesetzen  und  ihren 
practischen  Anwendangen  umhcrgeschlagen  hat.  Da  indessen 
die  Wahl  auf  mich  geMen  ist,  so  muss  ich  suchen  den  an  mich 
gestellten  Anspriichen  nach  Kraften  zu  geniigen.  Es  mochte  in 
der  That  fast  unpassend  von  mir  erscheinen,  wollte  ich  mich  auf 
rhetorische  Ergiisse  versuchen  in  der  Gegenwart  und  zu  Ounsten 
eines  Mannes,  welcher  selbst  als  einer  der  vorziiglichsten  **  Meister 
des  Worts  *'  genannt  zu  werden  verdient.  Meine  Naturwissenschaft 
Ichrt  mich  anderseits,  dass  selbst  die  einfache  Hinstellung  von 
Thatsachen  unter  Umstanden  erhebend,  ja  selbst  begeistemd 
wken  kann.  Wenn  uns,  zum  Beispiel,  zwei  deutsche  Physiker 
lehren,  nicht  nur  irdische  Substanzen,  sondem  selbst  die  Himmels- 
korper — Sonne,  Sterne  uud  Weltnebcl — gleichsam  in  unseren 
chemischen  Schmelztiegel  herabzuziehen,  um  sie  auf  ihre  Bestand- 
theile  zu  untersuchen,  so  bedarf  es  gewiss  keiner  Bedekunst, 
um  die  Grosse  dieses  Triumphes  des  Geistes  iiber  Materie  und 
Entfemung  hervorzuheben.  Die  grosse  Entdeckung  von  Kirchhoff 
und  Bunsen  soil  mir  aber  nicht  allein  als  Illustration  dienen.  Ich 
habe  vielmehr  eine  neue  Anwendung  ihrer  Untersuchungs-Mcthode 
auf  unseren  Ehrengast  gemacht,  indem  ich  aus  stiller  Feme  mein 
Spectroscop  auf  die  Flammen  seines  Geistes  richtete,  und  bin 
somit  in  den  Staud  gesetzt,  Ihnen  seine  innere  Zuzammensetzung 
auf's  Genaueste  mitzutheileu.    Es  mag  unserem  Gaste  zwar  etwas 
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anzart  erscheinen,  eine  solche  Mittheilong  in  seiner  Gegenwart  za 
machen,  aber  es  liegt  andererseits  eine  gewisse  Nothwendigkeit 
vor,  nnd  miissen  sich  die  HimmelBkorper  selbst  der  zerglie- 
dernden  Critik  heatzntage  nnterwerfen,  so  wird  auch  er  sich 
willig  dem  Unvermeidlichen  fiigen. 

Was  nun  seine  allgemeinen  Eigenschaf  ten  anbelangt,  so  habe 
ich  zn  berichten,  dass  er  kein  Weltnebel  isfc,  denn  sein  Spectram 
zeigt  sehr  entschiedene  Linien  eigenen  Characters.  Auch  ist  er 
kein  Comet,  Planet,  oder  Trabant,  welche  nor  reflectirtes  Licht 
wiedergeben  nnd  deshalb  for  meine  Untersnchung  untaaglich 
sind,  Bondem  er  gehort  recht  eigentlich  der  Familie  der  Fiicsteme 
an,  welche  das  ihnen  eigenthiimliche  Licht  bis  zu  spaten  Zeiten 
hin  zn  strahlen  im  Stande  sind.  Unser  Stem  wird  in  Folge 
cosmischer  Gesetze  niichstens  aof  grossere  Feme  von  nns  rlicken. 
Wir  werden  ihm  aber  dennoch  von  hier  aus  in  seinem  Lanfe 
beobachten  konnen,  anch  wird  sein  Glanz  eher  noch  znnehmen, 
indem  er  aus  dem  verdunkelnden  Gedrangc  der  hiesigen  Milch- 
strasse  entfemt  sein  wird.  £r  gehort  endlich  den  sogenannten 
**  Burning  Stars  "  an,  welche  periodisch  besonders  helles  Licht  um 
sich  verbreiten,  welches  in  nnserem  Falle  bis  an  den  aussersten 
Horizont  der  deutschen  Sprache  nnd  dentschen  Sinns  fUhlbar  sein 
wird.  Was  nnn  seine  eigentlichen  Bestandtheile  anbetrifiFt^  so 
habe  ich,  mit  Ansnahme  des  festen  Eisens,  keins  von  den  so- 
genannten unedlen  Metallen  in  ihm  entdecken  konnen.  Aber  ich 
werde  davon  abstehen  die  Analyse  der  gefandenen  Stoffe  ihnen 
hier  mitzutheilen,  da  Sie  am  Ende  gar  Zweifel  in  die  Richtigkeit 
meiner  Methode  setzen  konnten.  Ich  ziehe  es  deshalb  vor,  anf 
historische  Grundlage  iiberzugehen,  um  unser  heutiges  Fest  vor 
nns  selbst,  sowie  anch  in  den  Augen  nnseres  Ehrengastes  zu 
b^riinden. 

Yor  zwanzig  Jahren  lebte  an  der  Universitat  zu  Bonn  ein 
Professor  der  Kunst-  und  Literatur-Geschichte,  welcher  schon 
damals  in  gebildeten  Ereisen  ein  hohes  Ansehen  wegen  seiner 
streng  wissenschafblichen  und  dabei  dennoch  ansprechenden 
Herleitungsweise  genoss.  Er  war  vordem  Doctor  der  Theologie 
gewesen,  hatte  aber  zwischen  den  engen  Mauem  eines  kirchlichen 
Systems  keine  geniigende  Nahrung  ftir  seinen  forschenden  Geist 
finden  konnen.  Sein  Uebergang  wurde  vom  grossen  Publicum  mit 
Freuden  begriisst,  aber  auch  die  extra  guten  Lente  seiner  friiheren 
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Facnltat  waren  znfrieden  dariiber,  denn  man  hatte  den  Doctorem 
theologiae  mit  gelehrten  dogmatischen  Abhandlungen  untcrm  Arm 
an  der  Heerstrasse  yor  Bonn  im  Winter  schurren  sehen  I  Nnn, 
das  war  '^shocking/'  und  hatte  das  theologische  Schurren  so 
fortgedauert,  wie  leicht  hatten  die  gelehrten  Dogmen  sammt  dem 
Doctor  zom  Falle  kommen  konnen  !  ? 

Selbst  die  Kunst-nnd  Literatur-Geschichte  konnte  ihm  indessen 
nicht  Gcniige  schaffcn,  und  er  ergoss  sich  in  seinen  Mossestunden 
im  fcnrigen  Minnegesang,  in  der  Ode  oder  dem  stobsen  Epos.  Wie 
sehr  seine  Schopfungen  in  dieser  Dichtuug  die  Gemiither  erregte, 
davon  zeugt  mir  folgender  personlicher  Umstand.  Ich  hatte 
meiner  sich  eben  ent&ltenden  Schwester,  an  einem  der  aussersten 
Winkel  Deutschlands  wohnend,  die  freie  Wahl  eines  Weihnachts- 
geschenkes  gestellt ;  ihre  Antwort  war  einfach  diese  :  ''  gieb  mir 
Kinkel's  Gedichte." 

Kurz  nach  dieser  Periode  kam  das  Jahr  1848  mit  seinen  grossen 
Ideen  von  einem  vereinigten  and  f reien  Deutschland.  Es  konnten 
diese  Ideen  nicht  an  dem  Helden  des  heutigen  Tages  vor- 
iibergehen,  ohne  die  grosstc  Begeisternng  fur  jene  herrlichen  Ziele 
in  ihm  wach  za  rufen.  Wir  finden  ihn  zunachst  auf  der  Tribune 
der  preussischen  Kammcr  fur  das  Kecht  des  Yolkes  einstehend. 
Aber  die  Bewegung  war,  Sie  wissen  es,  eine  verfnihte,  eine 
zerfahrene.  Die  bewafPnete  Reaction  schritt  ein ;  es  blieb  noch 
ein  schwacher  Hoffhungsschinmier,  das  gepriesene  Kleinod  im 
offenen  Kampfe  zu  retten.  Es  gait  zwischen  dieser  Uoffnung  und 
der  Wiedereinsetznng  des  deutschen  Bundes,  der  kleinstaatlichen 
Tyrannei  und  nationaler  Ohnmacht  zu  entscheiden.  Weltliche 
Klugheit  rieth  zu  Letzterem,  aber  das  patriotische  Herz  musste 
sein  Alles  fiir  die  hohe  Idee  wagen  !  Das  Resultat  dieses  Ent- 
schlusscs  war  ein  erschreckliches,  und  unser  nachstes  Bild  lasst 
den  unliingst  gefeierten  Gelehrten,  Dichter  und  Patrioten  im 
engen  Kerker  unter  furchtbarem  Richtspruch  erblicken.  Es  war 
das  eine  Zeit,  wo  das  kniftigste  Miinnerherz  entnervt  dahin  sank. 
In  solchen  supremen  Augenblicken  lindet  das  kein  Opfer  scheuende 
Weib  allein  noch  einen  Ausweg.  Die  heldenmtithige  Frau  wusste 
die  Riegel  des  Eerkers  zu  brechen,  und  fUhrte  ihren  befreiten 
Helden  im  schonsten  Sie  gestriumph  an  die  Eiiste  dieses  Landes — 
dieses  Landes,  welches  unter  alien  Schwankungen  des  europaisch- 
polltischen  Lebens  das  einzige  ist,  dcssen  schiitzende  Arme  den 
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bedningten  Patrioten  stets  eine  gesicherte  Statte  darbietet.  Lassen 
Sie  nns  deshalb  die  Gastfreondschaft  Englands  stets  ruhmlichst 
anerkennen  I 

Am  Ufer  za  Leith  gelandet,  erschopfb,  onbemittelt  and  ohne 
personliche  Freunde,  war  seine  Lage  gewiss,  trotz  der  Preiheit, 
keine  Beneidenswerthe  za  nennen.     Sein  Schicksal  hatte  bier 
zwar  hinreichendes  Interesse  erregt,  am  ihn  in  die  Lage  zn  setzen, 
Yorlaafig  wenigstens  seine  Existenz  diirch  politische  Yortnige  za 
sichern,  aber  eine  solche  Existenz  konnte  anserem  Frennde  keine 
Genngthuang  gewahren.    Tren  seinem  beriibmten  Sprach  :  "  Sein 
Schicksal  schaffb  sich  selbst  der  Mann,"  wosste  er  sich  and  seiner 
Familie  bald  eine  achtbare  Stellang  als  Privatlehrer  za  scbaffen. 
Seine  Yerdienste  in  dieser  nenen  Richtnng  fanden  anch  mit  der 
Zeit  anter  Englandem  ibre  Anerkennnng,  in  Folge  dcssen  er 
innerhalb  der  letzten  Jahre  aach  die  ehrenhaften  Aemter  als 
oflTentlicher  Lehrer  and  Examinator  von  Civil- Beamten  bekleidet 
hat.    Ihnen,  meine  Herren,  die  Sie  in  England  wohnen,  branche 
ich  nicht  anseinander  za  setzen^  wie  sehr  aafreibend  eine  solche 
Thatigkeit  hier  za  Lande  ist,  and  es  wiirde  Niemanden  ver- 
wnndert  haben,  hatte  Kinkel  sich  aaf  seine  nene  Berafspflichten 
and  sein  Familienleben  beschrankt.    Aber,  es  verdient  gewiss 
die  hochste  Bewnnderang,  dass  er  es  moglich  gemacht  hat,  trotz 
gewissenhafber  Erfiillang    aller  Pflichten,  dennoch    sowohl  der 
Wissenschaft,  der  vaterlandischen  Politik  and  der  Hamanitat 
stets  fbrdernd  anter  die  Anne  za  greifen.    Als  Yorsitzender  der 
deatschen    wissenschafblichen    Gesellschaft   and   des    deatschen 
Nationalvereins  zn  London  hatte  er  Zeit  and  Krafte  librig,  am  das 
Zasammenleben  seiner  Landsleate  zu  fordem.    Seine  lehrreichen 
Yortrage  iiber  Knnstgeschichte  and  Geographic  sind  Ihnen  Allen 
in  frischem  Andenken.    Gait  es  den  vielen  armen  Deatschen  zn 
London  eine  Unterstiitznng  za  verschaffen,  so  gelang  es  seinem 
genialen  Geiste  die  bemittelten  Landsleate  so  in  Anspmch  zn 
nehmen,  dass  ihre  Mildthatigkeit  ihnen  selbst  zam  lehrreichen 
Yergniigen  wnrde.     Gross  werden  die  Llicken  sein,  welche  sein 
Fortgehen  anter  ans  lassen  wird,  and  viele  werden  der  Sen&er 
sein  von  armen  Deatschen,  welche  fortan  seines  Bathes  and  seiner 

Hlilfe  verlnstig  werden.    Aber,  sollen  wir  daram  has  heatige  Pest 
za  einem  Tranerfeste  machen  ?    Ich  meine  es  nicht,  meine  Uerren, 

denn  es  ware  selbstsiichtig  in  ans,  wenn  wir  anseren  eigenen 
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Yerlost  hoher  achten  wollten  als  den  Gewinn,  welcher  nnserin 
Ehrengaste  dnrch  seine  Uebersiedelnng  nach  der  Schweiz  erwachsen 
wird. 

Lassen  Sie  nns  vielmehr  yersnchen,  dnrch  eigene  Anstrengnng 
die  Scharten  einigennassen  ansznwetzen.  Aber  anch  vom  selbst- 
siichtigen  Standpnnkte  ansgesprochen  ist  seine  Uebersiedelnng 
nicht  obne  Interesse  flir  nns ;  trobz  ansserordentlicher  Yitalitat 
wlirde  es  Dr.  Kinkel  nicht  moglich  gewesen  sein,  viele  Jahre 
hindnrch  so  fort  zn  wirken,  wic  er  es  bier  im  Drangen  des  Londoner 
Oescbaftslebens  thnn  mnsste,  wabrcnd  er  in  der  wiirdigcn  Zuriick- 
gezogenheit  eines  akademischen  Lehrstnbles  seinen  Frennden, 
seiner  Familie  nnd  dem  deutschen  Publicum  noch  viele  Jahre  in 
Fiille  seiner  geistigen  Krafte  erhalten  zn  werden  verspricht. 
Seine  literarischen  Arbeiten  mnssten  namentlich  hier  in*s  Stocken 
gerathen  and  werden  wir  seiner  grosseren  Rube  gewiss  noch 
manche  erfriscbende  Scbopfnng  zn  yerdanken  haben. 

SoUte,  wie  wir  es  Alle  sehnlichst  hoffen,  deutsches  Heldenblnt 
nicht  nmsonst  geflossen  sein^  so  werden  wir  ibn  gewiss  anch  noch 
in  seiner  politiscbcn  Lanf  bahn  als  Yertreter  des  Yolkes  in  einem 
dentschen  Beichs-Parlamente  eine  bedeatende  RoUe  spielen  sehen. 
Seine  vielseitige  Erfahrnng  wird  ihm  dabei  von  ausserordent- 
lichem  Nntzen  sein.  Hat  er  nicht  nns  nenerdings  erst  gezeigt, 
dass  er  nicht  Parteimann,  sondem  patriotischer  Staatsmann  ist, 
indem  [er,  friiheren  Widerspruch  nnd  Unglimpf  vergessend,  die 
Fahne  seiner  politischen  Oegner  zu  der  seinigcn  machte,  sobald  er 
erkannte,  dass  dadurch  der  Weg  zur  Einigung  des  Yaterlands  anfs 
neue  angebahnt  sein  mochte.  Es  ist  diese  Selbstverlengnnng  nm 
BO  hoher  anzuerkennen,  als  es  der  dentschen  Natnr  so  schwer  fallt, 
die  eigenen  Wege  nnd  Ansichten  der  Erreichnng  des  grossen  Ziels 
nnterznordnen,  nnd  mogen  alle  unsere  politischen  Parteimanner 
dieses  Beispiel  sich  znm  Muster  dienen  laasen. 

Indem  Kinkel  England  verlasst,  wird  er  doch  von  den  Seinigen 
nnter  nns  zuriicklassen.  Seine  beiden  erwachsenen  Kinder  werden 
in  nnserer  Mitte  bleiben, — und  ausserdem  giebt  es  hier  fiir  ibn 
eine  dreifach  geheiligtc  Stiitte,  welche  ewig  frisch  in  seiner 
Erinnerung  bleiben  wird.  Der  hcutige  Abend  nnd  unser  Ehren- 
geschenk  werden  ihm  die  Ueberzeugung  schaffen,  dass  er  hier 
viele  Herzen  zuriicklasst,  die  fortfahren  werden  warm  fiir  ibn  zn 
schlagen. 
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Herr  Dr.  Gottfried  Kinkel,  es  bleibt  mir  jetzt  nur  noch  die 
angenehme  Pflicht  im  Namen  der  anwesenden  zahlreichen  Yer- 
sammlung  von  Verehrera  und  Freunden,  sowie  auch  im  Namen 
vieler  anderer  Landsleute,  welche  durch  Umstande  verhindert 
worden,  am  heutigen  Fesfc  Theil  zu  nehmen,  dieses  gediegene 
Kunstwerk  und  jene  silbemen  Gerathe  formlich  zu  uberreichen. 

Moge  der  Lenker  der  Geschicke  Ihnen,  Ihrer  verehrtfen  Frau 
und  Familie  Gesnndheit,  Friede  und  Freude  im  reichen  Masse 
ertheilen  und  moge  der  heutige  Abend  Ihnen  als  Beweis  dienen, 
dass  Sie  sich  den  hochsten  Preis  eines  recht  denkenden  Mannes^ 
die  Achtung,  die  Anerkennung  und  das  Wohlwollen  Ihrer  Mit- 
biirger  erworben  haben  ! 

[Hier  folgte  der  Toast  selbst,  welcher  von  den  800  Anwesenden 
mit  Begeisternng  getrunken  wurde. 

Der  Camberweller  Gesangverein,  unter  Leitung  des  Herm 
Pirschel,  trug  darauf  "  geistliches  Abendlied "  von  Einkel,  com- 
ponirt  von  Methfessel,  vor.] 


TESTING    ELECTRIC    CABLES. 
By  C.  William  Siemens.* 

Introduction. — On  a  former  oocasion,  when  I  delivered  a  lec- 
ture in  this  Institution,  on  '^  Electric  Telegraphs/'  I  found  that  it 
was  impossible,  in  the  course  of  an  hour,  to  go  into  the  whole  of 
the  subject ;  and  this  evening  I  propose  to  confine  your  attention 
to  "  The  Testing  of  Electric  Cables." 

Notwithstanding  this  limitation,  I  find  that  I  should  not  nearly 
be  able  to  exhaust  my  subject  or  to  give  you  the  proofs  of  the 
different  problems  involved.  I  shall,  however,  endeavour  to  give 
a  general  outline  of  the  principles  involved  in  testing  electric 
cables  ;  and  also  show  you  the  modv^  operandi  by  which  the  more 

*  Excerpt  Journal  of  the  Royal  United  Service  Institution,  Vol.  X.  1867, 
pp.  427-441. 
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important  of  these  tests  are  carried  into  effect.  It  is  nnnecessary 
for  me  to  enlarge  on  the  importance  of  electrical  tests ;  I  would 
only  call  to  yonr  mind  that  in  the  case  of  an  Atlantic  cable,  a 
single  flaw — a  microscopic  defect — would  vitiate  the  whole  under- 
taking. Bat  I  also  hope  to  be  able  to  prove  to  you  that  by  a 
proper  system  of  electrical  testing,  the  chances  of  such  a  flaw 
remaining  unobserved  are  infinitely  small. 

General  Laws.— In  dealing  with  the  subject,  we  have  to 
operate  chiefly  with  one  of  the  forces  in  nature,  that  is  the  "  elec- 
tromotive force."  We  are  taught,  however,  that  the  forces  of 
nature,  such  as  heat,  light,  electricity,  and  chemical  action,  are 
reducible  to  one  and  the  same  fundamental  principle — that  is, 
^'  mass  in  motion."  If  I  take  any  weight,  say  one  pound,  and 
raise  it  one  foot  high,  I  cause  a  tension  between  this  substance 
and  the  table,  or  the  earth  beneath  it,  which  tension  will  call  this 
weight  back  to  the  table  through  the  space  of  one  foot,  with  a 
force  of  one  pound,  and  the  power  here  represented  is  the  foot- 
pound or  unit  of  foi-ce.  In  electrical  science  we  have  another 
kind  of  tension,  which  is  not  gravity,  but  electro-motive  force. 
We  have  in  each  of  these  glass  jars  a  porous  jar  containing  proto- 
sulphate  of  mercury.  This  proto-sulphate  of  mercury  is  composed 
of  sulphuric  acid  and  oxide  of  mercury,  and  the  oxide  of  mercury 
of  oxygen  and  metallic  mercury.  Inside  this  pot  amidst  proto- 
sulphate  of  mercury  is  carbon,  and  outside  the  porous  pot  is  zinc. 
Now,  zinc  has  a  great  affinity  for  oxygen,  whereas  carbon  has,  at 
low  temperatures,  a  very  sUght  affinity  for  oxygen-  The  conse- 
quence is  that  the  zinc  wants  to  combine  with  the  oxygen  and  set 
the  mercury  free.  The  sulphuric  acid  present  is  quite  ready  to 
take  up  the  oxide  of  zinc  as  soon  as  it  is  formed,  and  aids  the 
tendency  of  the  zinc  to  separate  the  oxygen  from  the  salt  A 
tension  is  produced  which  results  in  chemical  action  and  in  motion 
of  the  particles  acted  upon,  which  latter  manifests  itself  either  as 
heat  or,  if  the  conditions  admit  of  it,  as  electricity.  The  chief 
condition  necessary  to  produce  the  electric  current  consists  of  a 
metallic  connection  between  the  carbon  and  the  zinc,  and  it  is 
within  this  metallic  connecting  wire  that  the  electromotive  force 
becomes  manifest  and  applicable  for  our  purposes. 

But  it  is  quite  permissible  to  represent  electromotive  force  by 
gravitation.    I  have  here  a  diagram  (Plate  2,  Fig.  1)  in  which 


SIR    WILLIAM   SIEMENS,    F.R.S,  3 1 

the  height  of  the  liquid  in  a  tube  is  to  represent  electromotive 
force  or  the  height  of  this  column  represents  the  attraction  of  the 
the  zinc  for  the  oxygen.  If  to  one  element  I  add  a  second  similar 
element,  I  produce  the  same  effect  as  adding  to  one  column  another 
similar  column ;  I  superadd  one  tension  to  another,  or  I  double 
my  electromotive  force. 

Now,  the  liquid-column,  shown  in  the  diagram  representing  the 
electromotive  force,  would  discharge  itself  through  a  narrow  pipe, 
with  a  velocity  depending  upon  the  height  of  column,  on  the  one 
hand,  and  upon  the  frictional  resistance  or  obstruction  offered  to 
the  discharge  of  liquid  on  the  other  hand.  The  analogous  ob- 
struction offered  to  the  electric  current  within  a  conductor  we 
call  electrical  resistance.  If  the  pipe  is  of  a  certain  length,  say 
one  metre,  and  of  a  certain  size,  say  of  one  square  millimetre  sectional 
area,  we  may  call  the  obstruction  which  it  offers  to  the  flow  of  liquid 
a  unit  measure.  If  we  were  to  double  the  length  of  the  pipe,  we 
should  have  exactly  double  the  resistance  ;  and  if  we  neglected 
the  influence  of  inertia,  only  half  the  amount  of  liquid  would  flow 
in  a  given  time.  By  increasing  the  length  of  pipe  indefinitely, 
we  shall  be  able  to  ascertain  its  length  in  measuring  the  delivery 
at  the  outlet.  This  is  accomplished  in  dealing  with  electrical  re- 
sistances by  means  of  the  electrical  balance  which  I  shall  describe 
presently. 

Another  important  point  for  us  to  fix,  before  entering  upon  the 
real  subject  of  the  evening,  is  that  of  charge,  or  electrical  induc- 
tion. If  the  liquid,  represented  in  the  diagram,  was  suddenly  let 
loose  upon  the  pipe,  it  would  not  flow  from  it  until  the  pipe  itself 
was  filled ;  and  if  the  sides  of  the  pipe  were  composed  of  a  porous 
substance,  then  its  pores  must  also  be  filled  beforehand  ;  but  if 
we  suppose  that  this  substance,  besides  being  porous,  is  elastic, 
that  is  to  say,  composed  of  cells  containing  air,  then  the  amount 
of  liquid  that  would  have  to  be  absorbed  into  the  walls  of  the  pipe 
would  be  proportionate  to  the  height  of  liquid,  or  to  the  electro- 
motive force,  as  we  should  call  it. 

In  these  illustrations,  analogous  laws  are  involved  to  those  which 
we  have  to  deal  with  in  electricity.  I  must  mention,  however, 
another.  If  the  porous  substance  composing  the  pipe  allowed  of 
a  certain  amount  of  liquid  to  ooze  out  on  all  sides,  we  should  then, 
not  only  have  to  deal  with  the  liquid  flowing  out  at  the  other  end, 
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but  also  witli  this  leakage,  which  leakage  we  may  regard  as  a 
separate  discharge,  bearing  a  certain  proportion  of  the  principal 
discharge,  or  as  offering  a  certain  proportionate  resistance  to  the 
flow  of  the  liquid.  By  increasing  the  length  of  the  tube,  the 
leakage  will  increase  or  its  resistance  to  leakage  will  diminish  in 
the  same  proportion. 

Now,  if  at  the  outlet  end  we  had  a  water-wheel,  and  made  that 
water-wheel  turn  by  the  flow  of  the  liquid,  we  should  then  have  a 
case  analogous  to  working  an  electrical  instrument  at  the  end  of 
our  line,  and  it  is  at  once  apparent  that  we  should  endeavour  to 
lose  as  little  of  our  current  on  the  road  as  possible,  either  by  con- 
duction, or  by  induction,  or  by  absorption  into  the  material  com- 
posing the  pipe,  in  order  that  we  may  obtain  the  greatest  possible 
effect  ftom  a  given  source  of  power  and  a  given  size  of  conductor. 
This  illustration  serves  to  bring  home  to  our  minds  the  nature  of 
the  forces  and  resisting  influences  which  we  have  to  deal  with  in 
submarine  telegraphy. 

At  the  root  of  all  electrical  measurement  is  what  is  called  Ohm's 
law,  which  says  that  the  current,  or  the  amount  of  the  flow,  is 
equal  to  the  electromotive  force  divided  by  the  resistance.  That 
is  a  law  which  applies  not  only  to  electricity,  but  also  to  heat  and 
other  forces.  It  stands  to  reason  that  the  amount  of  electricity 
flowing  through  a  conductor  is  as  the  electromotive  force  (or  the 
height  of  the  column),  and,  inversely,  as  the  resistance.  All  sub- 
stances do  not,  however,  offer  the  same  resistance  to  the  electric 
current.  If  this  pipe  was  rough  in  the  inside  it  would  offer 
greater  resistance  to  the  flow  of  water  than  it  would  if  it  was 
smooth.  So,  also,  if  we  have  a  conductor  of  one  metal,  such  as 
iron,  we  find  greater  resistance  than  when  we  have  the  same 
length,  and  the  same  area  of  conductor  of  another  metal,  such  as 
copper. 

That  brings  us  to  the  measurement  of  electrical  resistances. 
There  is  a  table  here  showing  the  conductivity  of  different  metals, 
which  vary  in  an  extraordinary  ratio.  Thus,  pure  copper  conducts 
fifty-five  times  better  than  mercury  ;  whereas,  the  copper  of  com- 
merce very  often  conducts  only  about  five  or  six  times  more  than 
mercury. 

Measubb  of  Electrical  Resistance. — In  order  to  measure 
resistance,  we  must  have  a  measure  or  unit  of  resistance,  just  as 
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mnch  as,  in  order  to  weigh  a  sabstance,  we  mast  have  a  unit 
weighty  such  as  the  pound  or  kilogramme.  Several  units  have  from 
time  to  time  been  proposed.  Formerly  the  mile  of  iron  or  copper 
wire,  or,  in  France,  the  kilometre  of  iron  wire,  of  a  certain  section, 
was  taken  to  represent  the  unit  of  resistance,  but  it  is  evident  from 
what  I  have  just  stated  that  these  are  very  vague  measures.  A 
slight  variation  in  the  constitution  of  the  metal,  or  in  its  ad- 
mixtures, would  vary  the  value  of  a  mile  of  wire  between  very  wide 
limits.  It  was  at  the  time  when  electrical  tests  assumed  a  practical 
and  serious  shape  that  my  brother,  Dr.  Werner  Siemens,  proposed 
his  mercury  unit ;  that  is,  the  resistance  offered  by  one  metro 
length  of  mercury  enclosed  in  a  tube  of  one  square  millimetre 
sectional  area  at  the  freezing-point  of  water.  This  unit  has  been 
generally  used  in  cable-testing  up  to  this  time.  But,  at  present, 
another  unit  is  proposed,  the  British  Association  unit,  which  is 
derived  from  Weber's  absolute  unit  of  electrical  force.  It  is  diflScult 
to  explain  correctly  what  that  means ;  but  the  following  may  serve 
to  convey  the  general  idea  : — If  I  have  a  loop  of  wire  of  a  certain 
length,  and  turn  it  suddenly,  with  respect  to  the  magnetic  axis  of 
the  earth  through  90°,  I  develope  in  this  wire  a  certain  current 
which,  if  it  is  made  to  act  upon  the  needle  of  a  galvanometer 
produces  a  certain  deflection.  The  force  thus  set  up  by  this 
motion,  Weber  calls  the  absolute  unit  of  electrical  magnitude  ; 
and  the  resistance  which  is  set  up  in  the  loop  of  wire  of  given 
quality  and  dimensions  he  calls  the  unit  of  resistance.  Now,  ten 
millions  of  these  units  of  resistance  would  form  the  unit  of  re- 
sistance proposed  by  the  British  Association  Committee.  This 
unit  would  have  certain  ulterior  advantages,  being  referable  to  a 
unit  of  force  ;  but  its  production  is  attended  with  considerable  diffi- 
culty, which  leaves  reasonable  room  for  doubt,  whether  future  de- 
terminations may  not  materially  modify  its  value.  At  present  the 
matenal  unit  of  a  certain  amount  of  mercury,  which  being  a  liquid 
is  not  subject  to  differences  of  temper,  contained  in  a  certain  tube 
appears  to  be  more  certain,  it  differs  only  about  4  J  per  cent,  from 
the  British  Association  unit,  and  it  has  this  advantage — ^it  is 
largely  used. 

Measxtbe  of  Chabge. — In  addition  to  the  unit  of  resistance, 
we  have  to  determine  the  unit  of  charge,  or  unit  capacity  for 
static  electricity,  which  may  be  defined  as  follows  :  If  I  have  one 
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round  plate  of  metal  of  any  given  size^  and  oppose  to  it  another 
plate  of  metal  of  the  same  size,  approaching  them  to  the  distance 
equal  to  their  own  diameter,  I  have  a  unit  measure  of  capacity  for 
electricity.  I  may  take  these  plates  as  large  as  I  like,  or  as  small 
as  I  like ;  so  long  as  I  make  the  distance  equal  to  the  diameter, 
the  amount  of  electrical  charge  contained  by  such  arrangement  is 
always  the  same,  taking  atmospheric  air  to  be  the  intervening 
medium  in  every  case. 

Effect  of  Temperature. — ^We  have  next  to  consider  the 
effect  of  temperature  upon  a  conductor.  We  have  hitherto 
assumed  that  a  wire  of  a  certain  length,  of  a  certain  diameter,  of 
a  given  material,  produced  a  given  resistance.  That  is  only  true 
as  long  as  the  temperature  remains  the  same  ;  but  with  change  of 
temperature,  the  resistance  also  changes  in  a  fixed  ratio,  which  is 
perfectly  well  ascertained  as  regards  metallic  conductors.  There- 
fore, if  we  want  to  compare  electrical  tests,  we  must  either  make 
the  actual  measurement  at  a  fixed  temperature,  or  we  must  intro- 
duce a  calculation  by  which  we  reduce  the  values  to  a  standard 
temperature.  With  regard  to  metals,  the  ratio  in  which  tempera- 
ture afiects  conductivity,  or  electrical  resistance,  is  a  very  simple 
one ;  but  it  is  very  difierent  with  the  substances  which  we  call 
dielectrics,  or  insulators.  There  are  no  such  things  as  absolnte 
insulators ;  but  the  insulator  which  we  mostly  apply,  namely, 
gutta  percha,  increases  in  its  conductivity  with  increase  of  tempe- 
rature in  a  very  rapid  ratio,  which  may  be  represented  by  an 
ascending  hyperbolic  curve,  see  Fig.  2,  Plate  2  (whereas  the  ratio 
applicable  to  the  metals  is  represented  by  a  straight,  descending 
line).  A  precise  knowledge  of  these  ratios  is  of  great  importance 
to  the  art  of  testing  cables. 

Wheatstone's  Balance. — In  measuring  the  resistance  of 
metal-conductors,  we  generally  employ  a  method  which  is  based 
upon  the  Wheatstone's  diagram  or  balance.  We  weigh  one 
resistance  against  another  known  resistance,  and  thereby  deter- 
mine its  value.  I  have  Wheatstone's  diagram  here,  which  is  also 
represented  by  a  diagram  (Fig.  3,  Plate  2),  and  may  be  seen  in 
actual  operation.  If  we  send  the  current  of  the  battery,  B,  into 
this  point  of  juncture,  a,  the  current  must  flow  in  the  two 
directions,  constituting  the  branches  of  the  diagram,  which 
branches  re-unite  at  the  point  5,  whence  the  current  is  brought 
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back  to  the  battery  at  the  opposite  pole  from  whence  it  proceeded. 
The  current  will,  according  to  Ohm's  law,  divide  itself  between 
two  conductors,  inversely  as  their  conductivity.  If  the  arms,  a  c 
and  a  ^,  are  equal  in  resistance,  and  the  two  branches  h  c^  and  I  d, 
are  also  made  equal,  then  there  would  be  as  much  current  pass  the 
one  way  as  the  other ;  and  no  current  will  pass  through  a  channel 
which  connects  the  two  points,  c  and  d.  In  this  cross  channel 
there  is  a  delicate  galvanometer,  the  needle  of  which  would  deflect 
with  any  passage  of  current  crossways.  But  suppose  I  were  to 
make  this  resistance,  h  d,  very  great  as  compared  with  the  resist- 
ance, b  c,  then  the  current  flowing  through  the  branch,  a  d,  could 
not  all  of  it  proceed  through  d  b^  but  would  divide  itself  again, 
part  of  it  passing  through  the  cross  branch,  c  d,  and  the  inferior 
resistance,  b  c,  deflecting  the  galvanic  needle.  If  we  now  increase 
the  resistance  ofbc  until  it  equals  b  dy  then  the  two  branches  will 
again  pass  an  equal  amount  of  current,  and  no  deflection  of  the 
needle  will  occur. 

If  ^  c  be  an  unknown  resistance,  and  i^  ^  is  one  which  we  can 
alter  ad  libitum  by  putting  in  or  taking  out  stoppers,  representing 
each  a  known  resistance,  we  can  so  adjust  the  latter  that  upon  the 
application  of  current  no  deflection  takes  place,  in  which  case  the 
one  must  be  the  exact  measure  of  the  other.  That  is  one  method 
of  testing  which  we  employ.  I  have  here,  on  this  table,  a 
complete  testing  board,  which  has  been  taken  out  of  actual  use 
only  to-day,  in  order  to  be  reinstated  to-morrow  morning,  which 
we  employ  for  testing  our  cables,  and  in  which  as  many  as  twelve 
different  methods  of  testing  are  contained.  By  simply  altering 
these  stoppers,  we  can  use  the  one  method  or  the  other.  I  may 
here  state  that  this  apparatus,  in  order  to  be  efficient,  must  be 
constructed  with  extreme  care  ;  it  is  a  matter  involving  consider- 
able mechanical  skill  to  make  a  coil  representing  an  exact  amount 
of  resistance ;  and  it  also  requires  considerable  skill  to  make  these 
connections  so  that  there  are  no  false  currents  or  loss,  in  order  to 
get  natural  and  correct  readings. 

These  different  methods  I  shall  endeavour  to  pass  in  review. 

There  is  the  direct  method  which  I  have  just  alluded  to.  Now, 
in  order  to  measure  with  the  greatest  amount  of  accuracy,  it  is 
natural  that  the  two  channels  through  which  the  electricity  flows 
into  the  balance  should  be  about  equal.    If  you  wanted  to  weigh 

D  2 
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fairly,  you  would  make  the  two  beams  of  the  balance  about 
eqaal,  for  if  one  arm  of  the  balance  were  short,  and  the  other 
long,  you  would  not  weigh  at  this  short  end  with  the  same 
degree  of  nicety.  In  the  case  of  electricity  another  evil  arises, 
that  the  current,  dividing  itself  unequally  between  the  long  arm 
and  the  short  arm,  would  heat  the  short  arm  ;  therefore,  we  are 
limited  in  the  use  of  Wheatstone*s  diagram  to  a  certain  range 
of  resistance.  We  can  produce,  artificially,  the  resistance  of  a 
thousand  units ;  and,  therefore,  can  compare  directly  as  though 
I  was  weighing  by  equal  arms,  resistance  to  that  amount.  If 
a  greater  amount  of  resistance  is  to  be  measured,  I  can  help 
myself  by  altering  the  first  two  branches  of  the  resistance, 
which  represent  the  arms  of  the  balance.  If,  by  means  of 
stoppers,  I  make  the  resistance  of  one  arm  one  hundred  times 
greater  than  the  resistance  of  the  other  arm,  then  the  resistance 
I  am  seeking  will  be  one  hundred  times  greater  than  the  other, 
which  I  shall  have  to  establish  by  stoppering.  On  the  other 
hand,  if  we  want  to  measure  very  accurately  a  small  resistance, 
we  alter  the  comparative  resistances  in  the  other  sense,  making 
the  stoppered  value  represent  ten  or  a  hundred  times  the  resist- 
ance to  be  measured.  When  we  come,  however,  to  measure  the 
leakage  through  a  mile  of  cable,  we  should  find  not  ten  thousand 
units,  or  one  hundred  thousand  units,  we  should  find  one  hun- 
dred millions,  or  even  as  much  as  five  hundred  million  units  of 
resistance. 

Sine  Method. — In  such  a  case  we  must  resort  to  a  totally 
different  method,  which  we  call  the  sine  method.  Here  is  an 
instrument  which  is  used  for  that  purpose,  being  a  very  delicate 
sine  galvanometer.  If  a  current  flows  through  the  coils  of  this 
instrument,  deflection  of  the  needle  takes  place  ;  and  this  deflec- 
tion increases  with  the  current  in  the  ratio  of  the  sine  of  the 
angle,  provided  you  turn  the  instrument  upon  its  vertical  axis 
through  the  angle  of  deflection.  This  needle  being  suspended 
by  a  silk  thread,  and  being  made  very  astatic,  an  exceedingly 
small  amount  of  electricity  flowing  through,  will  produce  notable 
deflection.  I  have  to  connect  my  wire  in  this  way,  that  I  bring 
my  battery  to  one  end  of  the  copper  conductor  enclosed  in  the 
insulating  tube  of  gutta-percha  or  india-rubber,  the  other  end 
being  sealed,  and  the  external  covering,  or  the  water  in  which 
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the  conductor  is  immersed,  in  connection  with  the  other  pole 
of  the  battery,  including  the  galvanometer  coil  into  the  circuit. 
We  then  get  a  deflection,  and  from  this  deflection  we  calculate 
the  resistance  by  the  simple  formula  of  the  resistance  being 
equal  to  the  sine  of  the  angle,  divided  by  the  sine  of  the  angle 
of  deflection,  which  would  be  produced  by  an  unit  of  electro- 
motive force,  or  by  one  element  upon  the  same  needle,  multiplied 

a* 

by  the  number  of  elements  employed,  or  R  =  n^T — ^.     The 

deflection  which  is  produced  by  an  element  upon  the  needle  has 
to  be  determined  frequently  in  testing  by  this  method,  and  is 
called  the  constant  of  the  instrument. 

This  method  is  not  so  simple  as  the  Wheatstone  method,  where 
we  compare  simply  one  resistance  with  another  ;  it  has,  however, 
the  advantage  of  greater  sensitiveness,  being  much  improved  in 
this  respect  by  the  application  of  Professor  Thomson's  reflecting 
galvanometer,  which  with  its  mirror  attached  to  an  extremely 
delicate  needle,  reflects  a  ray  of  light  upon  a  large  scale,  and 
enables  us  to  read  with  clearness  very  small  angles.  For  very 
small  angles,  as  you  are  awai*e,  the  sine  may  be  taken  for  the 
angle  itself,  and  therefore,  in  measuring  with  this  instrument, 
instead  of  taking  the  sines  of  the  angle,  we  take  the  simple 
deflection,  and  thus  save  calculation. 

Differential  Method. — Within  the  last  twelvemonth,  we 
have  devised  and  introduced  into  practice  at  the  Chailton  works, 
another  method  of  measuring  resistances,  in  which  neither  artificial 
resistances  nor  a  sine  galvanometer  are  used,  and  which  recom- 
mends itself  by  its  extreme  facility  of  operation.  The  instrument 
employed  consists  of  a  very  delicate  galvanometer,  and  of  a  coil 
put  separately  upon  a  screw  carriage,  which  latter  acts  upon  the 
same  needle  under  the  influence  of  a  constant  current.  The 
resistance  to  be  measured  is  put  into  the  galvanometer  circuit  with 
a  battery  of  fifty  cells,  to  produce  the  current.  We  connect  a 
second  battery  to  the  balancing  coil,  which  is  mounted  on  a  slide, 
that  admits  of  being  moved  to  and  fro.  It  is  evident  that  if  I 
know  the  effect  that  would  be  produced  by  one  cell  on  the  move- 
able coil,  and  of  a  hundred  cells  on  the  stationary  or  galvanometer 
ooil  in  balancing  each  other  upon  the  instrument  itself,  I  shall  be 
able  to  judge  the  effect  also  of  a  larger  resistance  in  the  circuit  of 
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the  latter.  For  iiiBtaDce,  if  I  have  in  the  galvanometer  circnit  a 
resistance  of  one  million  units,  I  know  that  in  order  to  balance 
the  needle  on  the  galvanometer/ 1  must  screw  the  moveable  coil  to 
a  certain  point  on  the  scale  ;  then,  by  increasing  that  resistance,  I 
most  diminish  the  relative  effect  of  the  moveable  coil,  in  order  to 
maintain  the  needle  in  balance  by  moving  to  a  point  which  can  be 
fixed  beforehand  by  calculation,  or  which  may  easily  be  tabulated 
from  a  series  of  observations  in  dealing  with  known  resistances. 
In  working  with  this  instrument  the  unknown  resistance  is  put 
into  the  galvanometer  circuit,  and  the  screw  of  the  moveable 
resistance  is  worked  to  and  fro,  until  the  needle  has  assumed  its 
zero  position,  when  in  reading  upon  the  scale  the  divisions,  I  find 
at  once  in  my  table  the  amount  of  resistance  in  units  which  I  wish 
to  measure.  Such  an  instrument  is  particularly  useful  where  you 
want  to  operate  quickly,  as  you  do  on  board  ship.  In  paying  out 
cable,  it  is  of  the  utmost  importance  that,  when  a  fault  goes  over- 
board, you  should  at  once  be  able  to  determine  the  magnitude  of 
that  fault ;  and  this  can  be  accomplished  in  much  shorter  time 
with  this  instrument  than  with  the  instruments  we  have  formerly 
employed. 

DiscHABGE  Method. — Another  method  of  measuring  a  very 
high  resistance  is  by  natural  discharge.  If  we  have  only  a  short 
and  highly  insulated  wire,  and  charge  the  same  with  electricity, 
the  external  surface  being  connected  to  earth,  we  shall  find  that  a 
natural  discharge  takes  place  in  time,  which  latter  varies  according 
to  the  insulating  property  of  the  covering.  This  diminution  will 
go  on  at  a  very  uniform  rate.  If  I  employ  a  very  high  electro- 
motive force,  say  one  hundred  cells,  I  produce  a  high  state  of 
tension ;  this  tension  produces  a  comparatively  rapid  discharge, 
and  at  the  end  of  a  given  time — say  in  one  minute,  it  will  have 
descended  to  half  that  charge.  If,  on  the  other  hand,  we  employ 
a  weak  current  or  electro-motive  force,  we  shall  have  only  a  small 
quantity  of  electricity  to  discharge,  and  it  will  be  found  that  this 
charge  will  be  reduced  to  one-half  in  precisely  the  same  time.  In 
employing  this  method  we  are  perfectly  independent  of  the  amount 
of  battery  power  employed,  but  in  taking  the  charge  we  must  note 
the  time  ;  in  connecting  now  the  wire  with  an  electrometer,  we 
shall  have  to  watch  this  electrometer  in  order  to  note  when  this 
charge  has  dropped  down  to  half  charge.    The  time  of  discharge 
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gives  us  a  direct  comparison  between  insulators,  although  it  does 
not  ^yQ  us  their  resistance  in  units.  Therefore,  this  method  only 
serves  to  determine  the  general  quality  of  an  insulating  material, 
but  is  inapplicable  for  measuring  submarine  cables. 

Charge  in  Cables. — We  have  now  gone  through  the  different 
methods  of  testing,  and  of  determining  resistances.  We  come  to 
another  branch  of  the  subject — that  of  determining  the  charge  or 
lateral  induction.  If  a  current  flows  into  an  insulated  wire,  the 
current  does  not  pass  through  it  without  electrifying  the  insulating 
substance  surrounding  it.  Part  of  the  current  leaks  through  the 
insulating  material ;  but  a  larger  amount  of  it  is  found  there 
remaining,  as  it  is  in  a  Leyden  jar^  and  forms  what  is  called  static 
electricity.  It  is  evident  that  before  a  current  can  pass  through 
the  cable  from  one  end  to  another,  it  must  charge  the  whole  length 
of  its  insulating  covering  ;  in  fact,  the  gutta-percha  surrounding 
this  wire  acts  the  same  as  the  glass  of  a  Leyden  jar.  We  may 
consider  a  long  submarine  cable  like  an  infinite  succession  of  Ley- 
den jars,  which  have  to  be  charged  one  after  the  other  before  the 
electricity  can  flow  out  and  produce  its  effect  at  the  extreme  end. 
It  is  evident  that  this  retardation  or  this  absorption  of  current 
should  be  made  as  small  as  possible,  in  order  that  each  current 
may  as  soon  as  possible  arrive  at  the  other  end  ;  but  we  find  that 
different  substances  absorb  different  amounts  of  electricity  in 
charge.  Thus  india-rubber  absorbs  only  three-fourths  of  what 
gutta-percha  would  absorb,  and  is  in  this  respect  the  preferable 
material  to  use.  But,  independently  of  this  consideration,  we 
sometimes  want  to  know  the  amount  of  charge  which  a  cable  will 
take^  in  order  to  determine  by  it,  its  length.  If,  for  instance,  we 
know  our  insulating  material,  the  size  of  our  conductor,  and  of  the 
insulated  wire,  we  can  tell  beforehand  what  will  be  the  amount  of 
charge  in  a  given  length  of  cable.  We  measure  the  charge  by  the 
deflection  of  a  galvanometer,  and  in  this  way  by  reading  the  angle 
of  a  single  deflection,  in  putting  the  battery  to  the  cable,  we  find 
the  charge  E  to  be  equal  to  the  sine  of  half  the  angle  of  deflection 
divided  by  the  electro-motive  force,  or  the  number  of  cells  em- 

ployed,  or,  in  mathematical  language,  we  have  K=  — ^ which 

formula  represents  the  capacity  of  a  cable  for  the  unit  of  electro- 
motive force. 
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This  is  one  method  of  determining  the  charge,  or  rather  the 
capacity,  of  a  cable. 

Another  method  is  by  the  employment  of  an  instmment  which 
we  call  the  "  wippe^  It  being  very  difficult  to  read  the  sadden 
deflection  of  a  needle  when  connection  is  made  with  the  battery, 
we  substitute  by  this  improved  method  the  constant  deflection  of 
that  needle.  The  instrument  by  which  we  accomplish  this  object, 
and  which  is  placed  upon  the  table,  consists  of  an  electrical  appli- 
ance for  producing  uniform  rotation  of  a  spindle,  by  means  of 
which  connection  is  madej  at  rapid  intervals,  alternately  between 
the  cable  to  be  measured  and  the  battery,  on  the  one  hand,  and 
the  earth  on  the  other  hand,  producing  a  regulated  succession  of 
charges  and  discharges.  Suppose  I  make  one  hundred,  or  say 
twenty,  charges  in  a  second,  and  twenty  discharges.  All  these 
charges  go  through  my  instrument  in  rapid  succession,  and  the 
needle  has  not  time  between  impulse  and  impulse  to  return  to 
zero,  but  it  will  subside  into  a  medium  position,  which  we  can 
examine  at  our  leisure.  The  charge  in  this  case  is  not  proportionate 
to  the  sine  of  half  the  angle,  but  to  the  sine  of  the  angle  of 
deflection  itself.  In  like  manner  the  instrument  enables  us  to 
measure  the  discharges  of  the  cable  to  earth,  allowing  the  charges 
to  go  into  the  cable  direct.  We  have  thus  a  ready  means  of  care- 
fully examining  the  capacity  of  any  given  cable.  Though  I  could 
put  this  instrument  now  to  work,  it  could  only  be  seen  by  two  or 
three  gentlemen,  and  even  those  would  require  more  leisure  than 
we  could  aSbrd  them  at  present,  in  order  to  satisfy  themselves  of 
the  result ;  these  are,  indeed,  not  experiments  for  a  lecture-room, 
but  for  the  studv. 

Order  of  Tests. — I  think  I  have  passed  through  all  the 
principal  modes  of  measuring  resistance  and  charge.  I  should  say 
a  few  words  now  about  their  appUcation  in  practice.  We  have  to 
test  the  cable  in  all  its  stages  of  progress,  in  order  to  guard  against 
the  possibility  of  a  fault  Coiomencing  at  the  insulating  works, 
or  say  at  the  gutta-percha  works,  we  have  first  to  examine  the  wire 
which  is  proposed  to  be  covered.  As  I  have  shown  at  the  begin- 
ning of  the  lecture,  the  conductivity  of  copper  wire  varies  between 
wide  limits ;  and  unless  great  care  is  used,  unless  every  portion  of 
the  wire  is  careftdly  examined,  we  might  lose  enormously  in  con- 
ductivity.   It  will  be  seen  at  once  of  what  importance  conductivity 
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is,  if  we  consider  that  the  charge,  say  of  the  Atlantic  cable,  is  a 
fixed  quantity  which  has  to  be  famished  before  the  current  can 
make  its  appearance  at  the  farther  end  ;  and  that,  in  filling  this 
large  jar,  we  are  limited  only  by  the  conductivity  of  the  insulated 
wire,  which  allows  the  electric  current  to  flow  in.  If  the  conduc- 
tivity of  that  wire  could  be  doubled  from  what  it  is  at  present,  we 
should,  in  exactly  half  the  time,  accomplish  our  end,  or,  in  other 
words,  we  should  double  our  rate  of  speaking.  If,  on  the  other 
hand,  we  should  allow  ordinary  copper  of  commerce  to  be  employed 
which  had  a  conductivity  under  twenty-five  times  that  of  mercury, 
whereas  we  can  practically  obtain  wire  conducting  fifty  times 
better,  we  should  speak  with  only  half  the  velocity  which  we 
ought  to  have  attained  to.  Therefore,  as  the  conductivity  in- 
creases, so  the  velocity  of  transmission  will  also  increase,  hence 
the  importance  of  using  the  very  best  copper  for  the  purpose. 

Having  satisfied  ourselves  upon  that  point,  the  wire  is  handed 
over  to  the  manufacturer  to  be  covered.  It  is  thereupon  tested 
for  insulation.  But  the  electrical  resistance  of  gutta-percha  varies 
with  temperature,  and  in  order  to  get  proper  comparative  tests, 
we  must  know  the  exact  temperature  of  the  wire.  For  this  pur- 
pose cisterns  were  arranged,  at  my  suggestion,  in  testing  the 
Malta- Alexandria  core,  in  which  each  coil  of  wire,  as  it  is  covered, 
is  soaked  for  twenty-four  hours,  the  water  being  maintained  at  a 
standard  temperature  of  7b''.  The  resistance  of  the  insulator, 
which  we  obtain  at  the  standard  temperature,  may  be  directly 
compared  with  the  resistance  which  we  have  observed  in  another 
coil  to  determine  their  relative  perfection.  The  coil  is  next  put 
under  great  hydrostatic  pressm'e  in  Rcid's  pressure-tank.  Under 
this  pressure  a  curious  phenomenon  appears,  namely,  the  electrical 
resistance  of  gutta-percha  increases  in  a  fixed  ratio.  Experiments 
which  I  had  occasion  to  make,  and  which  went  up  to  a  pressure 
of  300  atmospheres,  showed  that  the  increase  due  to  that  amount 
of  pressure,  three-folds  the  electrical  resistance.  That  is  to  say, 
if  we  had  electrical  resistance  of  one  hundred  million  of  units  at 
atmospheric  pressure,  by  increasing  the  pressure  to  800  atmos- 
pheres, we  increase  the  resistance  to  three  hundred  millions  of 
units.  The  moment  the  pressure  is  released,  the  resistance  falls 
rapidly  to  its  original  amount.  At  the  bottom  of  the  Atlantic 
there  is  a  pressure  of  nearly  800  atmospheres ;  it  will  therefore  be 
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found  that  when  a  good  cable  is  submerged,  the  electrical  resistance 
or  its  insulator  must  increase  permanently  three-fold ;  it  must 
further  increase  on  account  of  the  lowness  of  the  temperature  at 
the  bottom.  For  this  double  reason  the  insulating  conductor  is 
under  the  most  favourable  circumstances  that  could  be  imagined, 
when  submerged  in  a  deep  ocean.  This  increase  of  insulation 
under  great  hydrostatic  pressure  does  not  affect  all  materials  alike. 
India-rubber-covered  wire,  when  subjected  to  the  same  pressure  of 
800  atmospheres,  decreased  in  insulation,  although  it  immediately 
resumed  its  original  high  degree  when  the  pressure  was  released. 
The  change  of  conductivity  by  pressure  is  therefore  not  reducible 
to  any  general  law,  but  applies  to  each  individual  substance 
differently,  but  it  is  very  important  to  know  in  dealing  with 
cables,  what  changes  we  may  have  to  expect  in  submerging 
them. 

Having  tested  the  conductor  at  the  insulating  works,  it  is 
transferred  to  the  sheathing  works,  where  it  is  again  tested,  both 
during  the  time  of  its  being  covered,  and  afterwards  when  it  is 
put  into  tanks.  The  usual  way  of  testing  it  while  it  is  being 
covered,  is  to  put  the  conductor  into  circuit  with  a  battery  and  an 
alarum,  which  latter  is  made  to  ring  the  moment  the  continuity 
is  broken.  Mr.  Schwendler,  an  electrician  connected  with  me, 
has  lately  devised  a  plan  by  which  a  continued  test  for  insulation 
may  be  applied,  and  by  which  an  alarum  is  made  to  sound  the 
moment  the  insulation  is  injured.  This  is  of  more  importance 
than  the  mere  continuity  test,  inasmuch  as  in  the  process  of  cover- 
ing a  cable  with  iron  the  soft  gutta-percha,  or  india-rubber,  is  fieur 
more  likely  to  be  injured  than  the  conductor  itself. 

I  may  also  mention  here  another  investigation  which  has  lately 
been  made  by  Mr.  Schwendler,  which  is  to  determine  the  best 
resistance,  or  the  resistance  producing  the  maximum  of  magnetic 
moment  in  the  galvanometer  employed  in  testing  with  the  Wheat- 
stone  diagram.  I  have  in  the  early  part  of  the  lecture  said  that 
in  order  to  weigh  accurately  with  Wheatstone's  diagram,  the 
branches  of  the  system  should  be  as  nearly  as  possible  equal.  But 
no  rule  has  as  yet  been  established  to  determine,  if  you  have  to 
deal  with  resistances  of  a  certain  average  value,  what  resistance 
on  the  galvanometer  would  produce  the  maximum  effect.  Mr. 
Schwendler  finds  that  the  resistance  of  the  galvanometer  should 
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be  the  same  as  that  of  each  of  the  branches  of  the  Wheatstonc 
diagram,  to  produce  the  most  delicate  reading. 

Testing  Joints. — ^We  next  come  to  a  branch  of  testing  which 
we  have  not  referred  to  as  yet ;  that  is,  testing  the  joints.  The 
insulated  conductor  is  sent  from  the  insulating  works  in  lengths 
of  one  knot ;  these  have  to  be  joined  together  before  the  cable  is 
sheathed,  and  in  making  these  joints,  extreme  care  has  to  be  used 
to  prevent  flaws.  The  old  way  of  testing  joints  was  to  put  the 
freshly  made  joint  into  water,  to  see  whether,  by  doing  so,  the 
general  insulation  of  the  cable  was  decreased.  But  if  the  cable  is 
very  long,  then  the  general  decrease  of  insulation  upon  it,  by  even 
a  defective  joint  is  but  small.  In  joining  two  ends  of  a  cable 
together,  of  one  mile  each,  presenting  each  the  enormous  resist- 
ance of  say  two  hundred  millions  of  units,  the  total  resistance 
would  be  seriously  affected  by  a  joint  which  was  slightly  defective, 
offering  a  resistance  of  say  four  hundred  millions  of  units ;  but  as 
the  length  of  the  cable  increases,  its  total  insulation-resistance 
must  go  down ;  when  its  length  reaches  one  hundred  miles,  the 
insulation  would  be  measured  by  two  millions  of  units,  in  which 
case  the  fault  of  four  hundred  millions  would  be  inappreciable  by 
the  instrument.  I  think  Mr.  Whitehouse  first  suggested  to 
measure  the  leakage  separately,  by  putting  the  joint  into  an  insu- 
lating trough  of  water,  which  was  connected  with  one  pole  of  a 
powerful  battery,  the  second  pole  of  which  was  connected  to  the 
cable  with  a  galvanometer  in  the  circuit  to  detect  leakage.  Mr. 
Latimer  Clark  has  very  much  improved  upon  that  method,  in 
connecting  the  insulated  bath  with  a  condenser,  which  condenser 
charges  itself  gradually  with  the  leakage  through  the  joint,  and  is 
discharged  at  a  certain  interval  through  the  measuring  instrument. 
There  is  only  one  objection  to  the  latter  method,  which  is,  that 
the  condenser  itself  leaks.  It  is  indeed  exceedingly  difficult  to  get 
a  condenser  which  is  as  perfectly  insulated  as  the  copper  wire 
within  a  cable.  Therefore  the  charge  you  get  in  the  condenser  is 
not  absolutely  the  expression  of  the  amount  of  electricity  that 
leaks  through  the  joint. 

It  is  true  that  the  charge  accumulating  in  even  an  imperfect 
condenser  must  always  be  proportionate  to  the  electricity  flowing 
into  it,  the  leakage  itself  being  proportionate  to  the  accumulation. 
Still,  this  would  be  supposing  that  the  condenser  itself  did  not 
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yaiy  in  its  condition  by  changes  of  temperature  or  by  moisture. 
Considering  the  difSculty  of  obtaining  a  permanent  condenser,  I 
prefer  to  employ  another  method,  which  is  represented  in  Fig.  4, 
Plate  2. 

Between  the  two  permanent  branches  of  a  Wheatstone  diagram  a 
delicate  galvanometer  is  placed,  and  the  cable  is  inserted  between 
the  open  end  of  these  resistances  or  branches.  The  cable,  being  in 
a  water-tank,  is  connected  on  its  outside  with  the  battery,  the 
second  pole  of  which  is  joined  to  the  resistance-coils.  Now,  if  the 
cable  is  mechanically  perfect,  the  insulation-resistance  must  be 
everywhere  the  same  along  its  whole  length,  and  this  being  the 
case,  there  must  be  as  much  electricity  flowing  from  the  battery 
through  the  two  resistances,  and  through  every  portion  of  the 
covering  of  the  cable  to  earth  ;  the  leakage  from  the  cable  would, 
in  fact,  produce  the  same  effect  as  one  collective  leakage  at  the 
exact  middle  of  that  cable.  If  there  should  not  be  that  perfect 
balance,  but  if  there  was  a  faulty  joint  at  a  point  near  one  end  of 
the  cable,  then  the  discharge  of  the  battery  current  to  earth  would 
gravitate  to  this  point,  and  that  branch  of  the  balanced  resistances 
near  at  hand  would  pass  more  current  than  the  other  branch. 
The  result  would  be  that  the  needle,  in  the  connecting  link  or 
bridge,  would  be  deflected.  Now,  if  an  artificial  resistance  were 
inserted  at  the  end  of  the  balanced  resistance,  nearest  the  fault, 
this  could  be  so  regulated  as  to  re-establish  the  balance  of  currents 
on  the  galvanometer,  and  we  should  get  an  indication  of  the 
importance  of  that  fault.  This  method  is  exceedingly  sensitive, 
and  a  simple  means  of  furnishing  a  continued  verification  of  the 
normal  condition  of  a  cable  in  course  of  manulacture.  The 
slightest  inequality  between  the  sides  will  tip  the  needle  over  to 
one  side  or  the  other,  as  may  be  illustrated  by  the  diagram  before 
us,  in  which  hydrostatic  pressure  is  again  substituted  for  electrical 
force.  If  we  take  a  flat  bar  of  wood,  accurately  balanced  upon 
pivots  in  the  middle,  and  bring  it  under  a  general  rain,  then  the 
rain  falling  down  equally  upon  it,  will  keep  it  perfectly  in 
balance,  because  it  will  fall  everywhere  alike.  But  if  at  a  point 
near  one  end  there  should  be  an  extra  amount  of  rain-fall,  this 
would  immediately  cause  the  bar  to  tip,  for  the  same  I'eason  that 
the  electrical  balance  tips  under  the  influence  of  the  extra  leakage 
of  a  faulty  joint. 
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Testing  on  board  Ship. — Having  tested  the  cable  at  the  in- 
sulating and  at  the  sheathing  works,  we  have  now  to  coil  it  on 
board  ship  into  tanks  filled  with  water,  where  it  is  again  subjected 
to  daily  electrical  tests  until  it  is  finally  submerged.    It  has 
occurred  frequently  that  the  cable  in  running  overboard  has 
suddenly  shown  a  fault,  and  it  is  the  duty  of  the  electrician 
instantly  to  arrest  the  operation.    The  paying  out  apparatus  used 
on  board  ship  must  be  so  arranged,  that  with  the  least  delay  of 
time,  the  cable  may  be  hauled  back  in  order  that  the  fault,  which 
in  the  meantime  should  be  accurately  determined  by  the  elec- 
trician, may  be  seen  to,  the  moment  it  comes  on  board,  and  the 
operation  continued  with  the  least  possible  delay.    Formerly,  no 
tanks  were  used  on  board  ship  ;  the  cable  was  dry  on  board,  and 
it  was  impossible  to  know  whether  it  was  defective  or  not,  until 
it  was  submerged.    Since  the  manufacture  of  the  Malta  and 
Alexandria  cable,  when  I  had  it  in  my  power  to  apply  water-tight 
tanks  for  the  first  time,  these  tanks  have  been  invariably  adopted, 
&nd  the  operation  of  paying  out  rendered  more  safe  in  conse- 
quence ;  the  chance  of  any  fault  going  overboard  should  indeed 
be  exceedingly  small.    Before  the  water-tight  tanks  were  used, 
the  method  of  testing  a  cable  during  submergence  consisted  of 
putting  on  the  land  station  a  clock,  which  made  certain  electric 
connection,  at  given  intervals  of  time,  in  the  course  of  an  hour ; 
it  made  connection  of  the  cable  with  the  earth,  with  the  I'eceiving 
instrument  and  for  insulation  at  preconcerted  intervals.     On 
board  ship,  the  electrician   would,  during   these   intervals,  be 
prepared  to  test  for  insulation  or  for  continuity,  or  to  give  the 
necessary  instructions  to  land.    It  is  desirable  to  test  during  the 
paying  out  as  much  as  possible  for  insulation,  because  the  im- 
portant point  is  to  have  insulation  perfect,  the  land  clock  was 
therefore  so  arranged,  that  about  three-fourths  of  the  whole  time 
was  reserved  for  insulation  tests.    At  present,  when  a  cable  passes 
from  the  water  in  the  tank  into  the  sea,  it  is  not  so  necessary  to 
introduce  these  various  tests.    A  method  has  lately  been  suggested 
by  Mr.  "Willoughby  Smith,  which  is  very  promising,  of  super- 
seding the  former  ship  tests.    This  consists  in  having  always 
insulation  tests  upon  the  cable  ;  and  to  connect  at  the  land  end  a 
length  of  insulated  wire  or  condenser  to  the  cable,  which  is  in 
connection  with  a  very  delicate  galvanometer,  such  as  a  Thom- 
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son's  galvanometer.  If  now  the  cable,  which  remains  always 
charged,  is  put  to  battery  on  board  ship,  an  extra  charge  will 
flow  in  at  the  condenser,  and  affect  the  galvanometer  at  the  land 
end,  enabling  him  to  speak  to  land  while  the  insulation  test  con- 
tinues— not  through  instruments,  it  is  true,  but  through  a  delicate 
galvanometer,  which  may,  however,  suffice  for  conveying  the 
necessary  instructions.  I  am  not  quite  satisfied  in  my  own  mind 
whether  this  method  would  work  with  sufficient  distinctness  to  be 
practicable  in  paying  out  a  very  long  cable  ;  but  for  a  short  cable 
I  am  quite  certain  that  it  would  work  well.  It  is  one  of  those 
methods  which,  although  not  yet  practically  tested,  I  have  thought 
right  to  mention. 

Testing  for  Faults. — If,  in  paying  out,  a  fault  appears 
within  a  short  distance  of  the  ship,  then  we  could  pull  back  and 
remedy  the  fault,  and  go  on.  But,  unfortunately,  it  happens 
sometimes  that  a  fault  appears  after  the  cable  is  laid.  If  it 
appears  immediately  after  the  cable  is  laid,  it  must  be  a  rupture, 
or  the  cable  has  been  very  badly  manufactured  ;  but  in  course  of 
time,  when  the  cable  has  been  exposed  to  chafing  near  shore,  or  to 
an  accident,  faults  will  appear,  and  we  must  be  prepared  with 
methods  to  determine  the  position  of  such  faults,  with  a  view  to 
their  repair.  This  is  one  of  the  most  important  and  most  beauti- 
ful branches  of  electrical  testing.  There  are  different  conditions 
and  circumstances  to  be  observed.  If  we  have,  first  of  all,  a  fault 
in  a  cable  of  which  both  ends  are  accessible,  as  would  be  the  case 
if  the  cable  contained  two  conductors,  and  in  uniting  the  two 
conductors  into  one  enabling  us  to  operate  upon  both  sides 
from  the  feult,  we  would  be  in  the  condition  represented  by 
diagram  Fig.  5,  Plate  2.  We  then  get  the  determination  of  the 
position  of  the  fault  by  finding  two  equations,  the  one  giving  the 
resistance  of  the  whole  conductor  I  =  x-\-  y  and  the  other  giving 
the  proportion  between  x  and  y,  namely  a  :b  =  x  ly,  and  in  de- 

a  I 
veloping   x   and  y  from  these,  we  have  x  =  ,  and  y  = 

— -—£'    This  method  is  the  best,  being  the  only  one  in  which  the 

resistance  of  the  fault  is  wholly  eliminated. 

Another  condition  is,  in  dealing  with  a  single  cable,  when  the 
fault  still  permits  us  to  speak  through  from  end  to  end.    In  tha*^^ 
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coso  we  shall  have  to  measure  the  insulation  resistance,  and  get 
our  correspondent  at  the  other  end  to  do  the  same,  and  communi- 
cate the  result  through  the  cable.  We  embody  these  results  in 
two  formulas  as  before,  from  which  we  eliminate  the  resistance  of 
the  fault,  and  establish  the  numerical  relation  between  x  and  y, 
representing  the  resistances  on  both  sides  of  the  fault,  for  which 
we  may  put  lengths  of  cable,  supposing  the  conductor  to  be 
uniform. 

Another  description  of  fault  where  it  is  more  difficult  to  operate 
is,  when  the  cable  is  ruptured  altogether,  and  you  can  conse- 
quently no  longer  speak  through  it.  In  that  case  we  have  to  deal 
with  the  resistance  of  the  cable  and  the  resistance  of  the  fault,  or 
place  of  contact  between  the  conductor  and  the  sea,  which  you 
cannot  eliminate.  We  can,  however,  approximately  determine  the 
resistance  due  to  the  fault  in  observing  the  amount  of  polarisa- 
tion produced  by  a  current  of  a  certain  duration.  If  there  is 
much  copper  exposed,  there  will  be  much  polarisation,  and,  there- 
fore, little  resistance  in  the  fault  itself,  and  vice  versd.  And  thus 
by  careful  comparison  and  analysis  we  can  approximately  deter- 
mine the  resistance  of  the  fault  and  of  the  remaining  resistance 
which  determines  the  position  of  the  fault. 

Another  case  arises  if  a  cable  is  ruptured,  but  the  gutta-percha 
completely  overlaps,  and  insulates  partially  the  end  of  the  broken 
wire.  In  that  case  we  operate  by  measuring  the  capacity  for 
charge  of  the  cable,  in  connecting  the  cable  with  a  powerful 
battery  for  a  moment,  and  suddenly  disconnecting  it  and  making 
connection  to  earth  through  a  galvanometer,  when  the  needle  is 
bent  over  to  a  certain  angle ;  and  from  that  angle  of  deflection 
we  can  calculate,  as  before  described,  the  importance  or  capacity 
of  the  Leyden  jar  formed  by  the  cable  to  the  point  of  dis- 
continuity. It  is  true  that  there  is  leakage ;  but  by  measuring 
the  charges,  and  also  the  discharges,  we  find,  in  the  difference,  an 
expression  for  this  leakage,  and  we  can,  by  taking  the  mean 
between  the  two,  determine  the  exact  capacity  of  the  cable 
remaining,  and,  therefore,  also  its  length,  having  determined  its 
specific  capacity  beforehand. 

Another  case,  an  analogous  one,  which  occurs  sometimes,  is 
that  the  copper  wire  alone  is  separated,  but  the  gutta-percha  or 
other  insulating  covering  remains  intact.    There  we  have  the  jar 
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withont  any  leakage  at  the  end,  and  we  can  by  onr  formula 
determine,  the  importance  of  this  jar  as  compared  with  the  jar 
of  unit  capacity.  Having  thus  determined  the  position  of  a  fault 
in  a  cable  under  different  circumstances,  the  vessel  proceeds  to  the 
spot,  takes  it  up,  repairs  it,  and  puts  the  cable  back  in  its  normal 
condition. 

Conclusion. — Having  now  conducted  you  somewhat  hurriedly 
over  the  field  of  electrical  tests,  I  hope  I  have  succeeded  in 
satisfying  yout*':  minds  that  the  application  of  a  well  arranged 
system  of  tests  is  not  only  most  desirable,  but  absolutely  essential 
for  the  success  of  submarine  cables.  I  would  go  further,  and 
assert  that  a  fault  should  never  occur  during  the  laying  of  a  cable, 
for,  however  microscopic  a  fault  may  be,  it  ought  to  be  detected 
before  it  goes  overboard,  and  a  good  sheathing  should  secure  the 
core  against  mechanical  injury.  When  I  addressed  you  before  on 
the  subject  of  deep-sea  telegraphs,  the  Orecd  Eastern  was  on 
the  point  of  leaving  these  shores.  I  then  expressed  my  confi- 
dence in  the  insulation  of  the  cable,  but  some  doubt  as  regards 
the  efiiciency  of  the  outer  covering.  The  failure  which  has  since 
unfortunately  occurred  has  not  diminished  my  confidence  in  the 
insulated  conductor,  and  in  the  eventual  success  of  the  under- 
taking, if  only  the  outer  covering  and  the  arrangements  for 
putting  the  cable  to  the  bottom  are  more  carefully  attended  to. 
It  is  to  be  hoped  that  those  interested  in  that  great  undertaking 
may  have  profited  by  the  experience  they  have  gained,  and  that 
we  may  next  summer  hear  of  a  complete  success  of  that  great 
undertaking,  which,  as  far  as  electrical  science  is  concerned,  ought 
certainly  to  be  a  success.* 

The  Chairman :  I  am  sure  you  will  all  join  me  in  returning  our 
best  thanks  to  Mr.  Siemens  for  the  able  manner  in  which  he  has 
brought  the  subject  before  us. 

*  Thia  paper  was  read  in  the  early  spring  of  1866.  Since  then  this  compltU 
tuccess  has  l>een  achieyed. — ^Editor  of  the  R.  U.  S.  L  Journal. 
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TELEGRAPH   TO    INDIA. 

To  THE  Editor  of  "  The  Times  "  {Saturday,  December  bthy 

1868). 

Sib, — In  The  Times  of  to-day  I  observe  a  letter  from  Sir  James 
Anderson,  in  which  he  makes  the  most  of  the  imperfections  of  land 
line  telegraphs,  and  inveighs  against  the  snpport  given  to  them  by 
the  Government.  Xo  doubt  he  would  be  better  pleased  if  the 
Government  were  to  embark  in  a  gigantic  enterprise  for  the  esta- 
blishment of  submarine  cables  over  the  coral  bottom  of  the  Red 
Sea  and  the  Indian  Ocean. 

I  agree  with  Sir  James  Anderson  respecting  the  bad  condition 
of  land  lines  as  they  exist  in  many  civilised  countries,  where  they 
have  been  erected  on  the  "  cheap  and  nasty  "  principle,  and  con- 
sist of  little  more  than  sticks  of  wood  and  of  pieces  of  pottery  ware 
(dignified  by  the  name  of  insulators)  carrying  flimsy  wire  ;  but  I 
maintain  that  a  land  line  properly  constructed  and  worked  is  most 
reliable,  even  when  carried  through  countries  like  Persia. 

When  Sir  James  Anderson  speaks  with  disparagement  of  the 
different  routes  for  messages  to  India  which  are  now  supposed  to 
exist,  according  to  the  list  of  tariflTs  published  by  Colonel  Gold- 
smid,  I  fully  agree  with  him  in  regarding  them  as  imperfect  and 
unsatisfactory  ;  but  he  omits  to  mention  the  substantial  through- 
line  which  is  now  in  course  of  construction  by  the  Indo-European 
Telegraph  Company,  and  which  will  be  opened  for  traffic  in  less 
than  a  twelvemonth,  under  the  guarantee  of  international  con- 
ventions, and  will,  I  am  confident,  give  every  satisfaction  to  the 
public. 

Sir  James  Anderson  also  complains  that  the  Government  are 
about  to  squander  public  money  in  erecting  a  third  wire  between 
Teheran  and  Bushire,  but  he  does  not  seem  to  be  aware  of  the 
fact  that  this  third  wire  will  be  paid  for  by  the  Indo-European 
Company  at  the  termination  of  the  Anglo-Persian  telegraph 
treaty,  and  that  the  company  in  question  is  prepared  to  extend 
their  lines  hereafter  from  Shiraz  to  Bunder  Abbass,  whereby,  with 
the  line  now  being  constracted  along  the  Mekran  coast,  a  double 

VOL,   III.  E 
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commnnication  by  sea  and  by  land  will  be  completed  between 
Europe  and  India. 

Requesting  the. favour  of  a  short  space  for  these  explanatory 
remarks, 

I  am,  Sir,  your  obedient  servant, 

C.  W.  Siemens. 

3,  Great  Qeoroe  Strset,  Westmihstkr,  S.W.,  Dec.  4. 


To  THE  Editor  of  "The  Times"  {Tuesday, Decwiber  Sih,  1868). 

SiE, — The  letters  in  The  Times  of  this  day  from  Sir  James 
Anderson  and  Mr.  Alfred  Seymour,  in  answer  to  my  letter  of  the 
4th  instant,  on  the  subject  of  telegraphs  to  India,  oblige  me  to 
again  intrude  myself  upon  your  space. 

Sir  James  Anderson  wishes  for  a  fair  investigation  of  the  merits 
of  the  case,  and  I  agree  with  him  thoroughly  in  this  respect ;  but 
his  intimate  connexion  with  submarine  enterprise  leads  him  in 
spite  of  himself  to  see  only  the  possible  disadvantages  of  land  lines 
and  the  possible  advantages  connected  with  the  laying  of  sub- 
marine lines.  His  remarks  imply  that  the  government  in  com- 
pleting the  extension  of  the  Indian  Telegraph  system  to  the 
Persian  Gulf  and  Teheran  bestows  special  advantages  upon  the 
Indo-European  Telegraph  Company,  which  is,  however,  not  the 
case,  inasmuch -as  these  lines  are  equally  necessary  for  the  three 
routes — vid  Teheran  and  Russia,  vid  Constantinople,  and  vid 
Alexandria,  through  the  Anglo-Mediterranean  Telegraph,  with 
which  Sir  James  Anderson  himself  is  so  prominently  connected. 
His  estimate  of  the  British  expenditure  upon  these  lines  is,  I 
believe,  greatly  exaggerated,  and,  so  far  from  their  being  a  dead 
charge  npon  the  government,  I  gather  from  official  statements 
that  they  are  a  source  of  considerable  annual  gain,  notwithstand- 
ing the  wretched  condition  of  the  lines  now  existing  between  the 
Persian  Gulf  and  this  country.  The  British  Government  is 
surely  bound  either  to  maintain  their  lines  in  good  working 
condition,  or  to  hand  them  over  to  others  who  may  be  willing  to 
do  so. 

I  have  to  thank  Sir  James  Anderson  for  his  good  opinion  of  my 
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ability  to  construct  a  good  land  line ;  but  in  accepting  the  position 
he  is  kind  enough  to  give  me,  I  wish  to  state  distinctly  that  I 
have  no  fear  of  serious  interruptions  to  land  lines  by  lightning, 
icicles,  or  cobwebs,  against  which  enemies  I  place  lightning  dis- 
chargers at  each  post,  good  insulators,  and  disciplined  super- 
intendents of  the  line,  who,  instead  of  passing  their  time  in 
idleness,  as  is  too  frequently  the  case  till  an  actual  stoppage  of 
messages  has  occurred,  are  made  to  inspect  the  line  at  regular 
intervals  and  wipe  out  the  insulators  with  a  simple  wet  brush  at 
the  end  of  a  long  handle,  and  thus  prevent  the  accumulation  of 
hurtful  matter. 

Mr.  Seymotir  charges  me  with  leaving  the  chief  argument  of 
Sir  James  Anderson  and  of  ''An  Englishman"  untouched,  viz., 
"  that,  do  what  you  will,  you  cannot  destroy  the  great  fact  that 
from  one  end  to  the  other  of  his  line  the  wires  must  always  be 
accessible  to  those  who  may  be  hostile,  are  barbarous  or  ignorant, 
and  would  be  on  the  first  appearance  of  cholera  either  frightened 
away  from  their  duties,  or  buried  at  the  foot  of  the  nearest  tele- 
graph post."    I  am  sorry  for  the  omission,  and  I  admit  the  first 
part  of  the  pi^oposition  thus  clearly  put,  but  maintain  that  neither 
submarine  nor  land  lines  are  safe  against  destruction  by  a  national 
enemy,  or  by  the  evilly  disposed ;  but  there  is  this  much  to  be 
said  in  favour  of  a  substantial  land  line, — that  an  interruption  is 
easily  traced  to  its  source  and  easily  set  right,  whereas  any  coral 
or  other  fisherman  might  be  hired  to  raise  and  cut  a  submarine 
line  (except  in  very  deep  water),  and  thereby  cause  a  lengthened 
interruption    of  through    communication.    I   protest,  however, 
against  the  second  part  of  Mr.  Seymour's  proposition,  and  against 
what  Sir  James  Anderson  says  respecting  the  social  and  topo- 
graphical condition  of  Persia.    My  experience  of  that  country 
extends  over  several  years,  and  I  know  for  certain  that  of  the  50 
English  telegraph  officials  who  have  resided   there  during  five 
years,  only  one  death,  and  that  from  natural  causes,  has  occmTed, 
and  no  case  of  personal  injury  from  violence.    These  facts  show 
more  strongly  than  anything  else  I  could  add  that  the  Parlia- 
mentary report  Mr.  Seymour  had  in  his  mind  liad  reference  to 
some  other  country. 
I  may  add  that  at  this  moment  a  large  staff  of  superintending 

engineers,  including  two  members  of  my  own  family,  are  engaged 
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in  Persia  on  the  erection  of  the  line  for  the  Indo-Earopean 
Telegraph  Company,  and  that  all  reports,  both  official  and  private, 
which  I  liave  received,  speak  of  a  willingness,  both  on  the  part  of 
the  Persian  government,  and  of  the  inhabitants,  to  facilitate  onr 
operations. 

In  the  districts  along  the  Mekran  coast  it  may  be  necessary  to 
subsidize  certain  chiefs,  but  British  experience  in  the  wild  country 
between  Bagdad  and  Fao  proves  that  the  demands  of  those  chiefe 
are  very  moderate,  and  that  they  discharge  their  obligations  as 
protectors  most  faithfully,  inasmuch  as  no  line  in  Asiatic  Turkey 
has  been  less  subject  to  interruption  than  that  betweeu  Bagdad 
and  Fao.  Moreover,  the  Mekran  coast  line  is  only  a  necessary 
alternative  to  the  submarine  line  from  the  Persian  Gulf  in  case  of 
the  latter  being  interrupted. 

In  conclusion,  I  wish  to  state  that  I  am  not  here  to  disparage 
the  construction  of  submarine  telegraphs  either  in  the  Bed  Sea  or 
elsewhere  ;  but  what  I  maintain  is  that  they  should  stand  on  their 
own  commercial  merits  in  the  same  manner  as  the  Atlantic  Cable 
or  the  lines  of  the  Indo-European  Telegraph  Company  do,  and  that 
it  would  certainly  be  unjustifiable  that  the  government  should  sub- 
sidize one  without  subsidizing  every  line  to  India. 

I  am,  Sir,  your  obedient  servant, 

C.  W.  Siemens. 

8,  Great  Gkorqb  Street,  WxsTHiHdTKR,  S.W.,  Dec.  7. 


ADDRESS 
Of  C.  William  Siemens,  F.R.S.* 

President  of  Section  0  {the  Mechanical  Section)  of  the  BriUah 
Assodaiion,  delivered  on  the  Idth  August^  1869. 

In  addressing  you  from  this  chair,  I  feel  that  I  have  accepted  a 
task,  which,  however  flattering,  I  should  have  hesitated  to  under- 
take, had  I  not  every  reason  to  rely  on  your  forbearance,  and  upon 

*  Excerpt  Journal  of  the  British  Association  for  the  Advancement  of  Science, 
1869,  pp.  200-206. 
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tlie  friendly  support  of  those  senior  members  of  our  profession  who 
by  their  attendance  at  these  annual  gatherings  give  weight  and 
importance  to  our  proceedings.  I  also  greatly  depend  on  the  co- 
operation of  those  members  of  the  British  Association  who,  although 
devoted  chiefly  to  the  cultivation  of  pm*e  science,  are  nevertheless 
ever  ready  to  assist  us  in  our  endeavours  to  apply  that  science  to 
practical  ends. 

It  is  by  submitting  such  subjects  as  will  be  brought  before  us  to 
the  double  touchstone  of  science  and  of  practical  experience  that 
we  shall  be  able  to  appreciate  real  merit,  and  at  the  same  time 
assist  the  authors  of  the  several  papers,  by  a  confirmation  or  recti 
fication  of  their  views  ;  thus  redeeming  our  proceedings  from  the 
adherent  disadvantage  of  lack  of  time  to  give  that  full  and  patient 
attention  which  the  authors  might  meet  with  in  bringing  their 
subjects  before  the  purely  professional  institutions  of  Civil 
Engineers,  Mechanical  Engineers,  or  Naval  Architects. 

In  prefacing  our  proceedings  with  a  few  remarks  on  the  leading 
subjects  of  the  day  of  special  interest  to  our  section,  I  can  scarcely 
pass  over  the  popular  question  of  technical  education. 

The  Great  International  Exhibitions  proved  that,  although 
England  still  holds  her  ground  as  the  leading  manufacturing 
country,  the  nations  of  the  Continent  have  made  great  strides  to 
dispute  her  pre-eminence  in  several  branches,  a  result  which  is 
generally  ascribed  to  their  superior  system  of  technical  education. 
Those  desirous  of  attaining  a  clear  insight  into  that  system,  and 
the  vast  scale  upon  which  it  is  being  carried  out  under  Government 
supervision,  cannot  do  better  than  read  Mr.  John  Scott  EusselFs 
very  able  volume  on  this  subject :  they  will  no  doubt  agree  with 
the  author  in  the  necessity  of  energetic  steps  being  taken  in  this 
country  to  promote  the  work  of  universal  education,  although  I 
for  one  think  that  objection  may  fairly  be  made  against  the  plan 
of  merely  imitating  the  example  of  our  neighbours. 

The  polytechnic  schools  of  the  Continent,  not  satisfied  to  impart 
to  the  technical  student  a  good  knowledge  of  mathematics  and  of 
natural  sciences,  pretend  also  to  superadd  the  practical  information 
necessary  to  constitute  them  engineers  or  manufacturers. 

This  practical  information  is  conveyed  to  them  by  professors 
themselves  lacking  practical  experience,  and  tends  to  engender  in 
the  students  a  dogmatical  conceit  which  is  likely  to  stand  in  the 
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way  of  originality  in  the  adaptation  of  new  means  to  new  ends  in 
their  f  atare  career.  On  this  account  I  should  prefer  to  see  a  sound 
''fundamental"  education,  comprising  mathematics,  dynamics, 
chemistry,  geology  and  physical  science,  with  a  sketch  only  of  the 
technical  arts,  followed  up  by  professional  training  such  as  can 
only  be  obtained  in  the  workshop,  the  office,  or  the  field. 

The  universal  interest  evinced  throughout  the  country  in  the 
work  of  education,  by  parliamentary  enquiries,  by  the  erection  of 
colleges  and  professorships,  and  by  the  munificence  of  a  leading 
member  of  our  section  in  endowing  a  hundred  scholarships,  are 
proofs  that  England  intends  to  hold  her  place  also  in  this  question 
of  education  amongst  the  civilised  nations  ;  and  I  am  confident 
that  she  will  accomplish  this  object  in  a  manner  in  unison  with  her 
practical  tendencies  and  independence  of  character. 

Closely  allied  to  the  question  of  education  is  that  of  the  system 
of  letters  patent.  A  patent  is,  according  to  modem  views,  a  con- 
tract between  the  commonwealth  and  an  individual  who  has  dis- 
covered a  method  peculiar  to  himself  of  accomplishing  a  result  of 
general  utility.  The  State,  being  interested  to  secure  the  informa- 
tion and  to  induce  the  inventor  to  put  his  discovery  into  execution, 
grants  him  the  exclusive  right  of  practising  it  or  of  authorising 
others  to  do  so  for  a  limited  number  of  years,  in  consideration  of 
his  making  a  full  and  sufficient  description  of  the  same.  Unfor- 
tunately this  simple  and  equitable  theory  of  the  patent  system  is 
very  imperfectly  carried  out,  and  is  beset  with  various  objectionable 
practices  which  render  a  patent  sometimes  an  impediment  to, 
rather  than  a  furtherance  of,  applied  science,  and  sometimes  involve 
the  author  of  an  invention  in  endless  legal  contentions  and  disaster, 
instead  of  procuring  for  him  the  intended  reward.  These  evils  are 
so  great  and  palpable  that  many  persons,  including  men  of  un- 
doubted sincerity  and  sound  judgment  on  most  subjects,  advocate 
the  entire  abolition  of  the  Patent  Laws.  They  argue  that  the 
desire  to  publish  the  results  of  our  mental  labour  suffices  to  ensure 
to  the  commonwealth  the  possession  of  all  new  discoveries  or  inven- 
tions, and  that  justice  might  be  done  to  meritorious  inventors  by 
giving  them  national  rewards. 

This  argument  may  hold  good  as  regards  a  scientific  discovery 
where  the  labour  bestowed  is  purely  mental,  and  carries  with  it  the 
pleasurable  excitement  peculiar  to  the  exercise  and  advancement 
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of  science  on  the  part  of  the  devotee  ;  but  a  practical  invention 
has  to  be  regarded  as  the  resalt  of  a  first  conception  elaborated  by 
experiments,  and  their  application  to  existing  processes  in  the  face 
of  practical  difficulties,  of  prejudice,  and  of  various  discourage- 
ments, involving  also  great  expenditure  of  time  and  money,  which 
no  man  can  well  afford  to  give  away ;  nor  can  men  of  merit  be 
expected  to  advocate  their  cause  before  the  national  tribunal  of 
rewards  where  at  best  only  very  narrow  and  imperfect  views  of  the 
ultimate  importance  of  a  new  invention  would  be  taken,  not  to 
speak  of  the  favouritism  to  which  the  doors  would  be  thrown  open. 
Practical  men  would  undoubtedly  prefer  either  to  exercise  their 
inventions  in  secret,  where  that  is  possible,  or  to  desist  from 
following  up  their  ideas  to  the  point  of  their  practical  realization. 
If  we  review  the  progress  of  the  technical  arts  of  our  time,  we 
may  trace  important  practical  inventions  almost  without  exception 
to  the  Patent  Office.  In  cases  where  the  inventor  of  a  machine, 
or  process,  happened  to  belong  to  a  nation  without  an  efficient 
patent  law,  we  find  that  he  readily  transferred  the  scene  of  his 
activity  to  the  country  offering  him  the  greatest  encouragement, 
there  to  swell  the  ranks  of  intelligent  workers.  Whether  we  look 
upon  the  powerful  appliances  that  fashion  shapeless  masses  of  iron 
and  steel  into  railway  wheels  or  axles,  or  into  the  more  delicate 
parts  of  machinery,  whether  we  look  upon  the  complex  machinery 
in  our  cotton  factories,  our  print  works,  and  paper  mills,  or  into  a 
Birmingham  manufactory,  where  steel  pens,  buttons,  pins,  buckles, 
screws,  pencil-cases,  and  other  objects  of  general  utility  are  pro- 
duced by  carefully  elaborated  machinery  at  an  extremely  low  cost, 
or  whether  we  look  upon  our  agricultural  machinery  by  which 
England  is  enabled  to  compete  without  protection  against  the 
Russian  or  Danubian  agriculturist,  with  cheap  labour  and  cheap 
land  to  back  him,  in  nearly  all  cases  we  find  that  the  machine  has 
been  designed  and  elaborated  in  its  details  by  a  patentee  who  did 
not  rest  satisfied  till  he  had  persuaded  the  manufacturers  to  adopt 
the  same,  and  had  removed  all  their  real  or  imaginary  objections 
to  the  innovation.  We  also  find  that  the  knowledge  of  its  con- 
struction reaches  the  public  directly  or  indirectly  through  the 
Patent  Office,  thus  enlarging  the  basis  for  further  inventive 
progress. 
The  greatest  illustration  of  the  beneficial  working  of  the  Patent 
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Laws  was  supplied  in  my  opinion  by  James  Watt  when,  just  100 
years  ago,  he  patented  his  inyention  of  a  hot  working  cylinder  and 
separate  steam-eugine  condenser.  After  years  of  contest  against 
those  adverse  circumstances  that  beset  every  important  innovation, 
James  Watt,  with  failing  health  and  scanty  means,  was  only 
upheld  in  his  struggle  by  the  deep  conviction  of  the  ultimate 
triumph  of  his  cause.  This  conviction  gave  him  confidence 
to  enlist  the  co-operation  ofi  a  second  capitalist  after  the  first 
had  failed  him,  and  of  asking  for  an  extension  of  his  declining 
patent. 

Without  this  opportune  help  Watt  could  not  have  succeeded  to 
mature  his  invention.  He  would  in  all  probabUity  have  relapsed 
ijdto  the  mere  instrument  maker,  with  broken  health  and  broken 
heart,  and  the  introduction  of  the  steam-engine  would  not  only 
have  been  retarded  for  a  generation  or  two,  but  its  final  progress 
would  have  been  based  probably  upon  the  coarser  conceptions  of 
Papin,  Savory,  and  Newcomen. 

It  can  easily  be  shown  that  the  perfect  conception  of  the  physi- 
cal nature  of  steam,  which  dwelt,  like  a  Heaven-bom  inspiration, 
in  Wattes  mind,  was  neither  understood  by  his  contemporaries  nor 
by  his  followers  up  to  very  recent  times,  nor  can  it  be  gathered 
from  Watt's  imperfect  specification.  James  Watt  was  not  satisfied 
to  exclude  the  condensing  water  from  his  working  cylinder,  and  to 
surround  the  same  by  non-conducting  substances,  but  he  placed 
between  the  cylinder  and  the  non-conducting  envelope  a  source  of 
heat  in  the  form  of  a  steam-jacket,  filled  with  steam  at  a  pressure 
somewhat  superior  to  that  of  the  working  steam.  His  immediate 
successors  not  only  discarded  the  steam-jacket,  and  even  condemned 
it  on  the  superficial  plea  that  the  jacket  presented  a  larger  and 
hotter  surfiM^  for  loss  by  radiation  than  the  cylinder,  but  expansive 
working  was  actually  rejected  by  some  of  them  on  the  ground  that 
no  practical  advantage  could  be  obtained  by  it. 

The  modem  engine,  notwithstanding  our  perfected  means  of 
constmction,  had  in  fact  degenerated  in  many  instances  into  a 
virtual  steam-meter,  constracted  apparently  with  a  view  of  emptying 
the  boiler  in  the  shortest  possible  space  of  time. 

It  is  only  during  the  last  twenty  or  thirty  years  that  the  subtile 
action  of  saturated  steam,  in  condensing  upon  the  sides  of  the 
cylinder  when  under  pressure,  and  of  evaporating  when   the 
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pressure  is  relieved  towards  the  end  of  each  stroke,  has  been  again 
recognised  and  insisted  upon  by  Le  Chatelier  and  others  who  have 
shown  the  necessity  of  a  slightly  superheated  cylinder,  in  order  to 
realise  the  expansive  force  of  steam. 

The  result  has  been  a  reduction  in  the  consumption  of  fuel  in 
our  best  marine  engines  from  6  or  8  to  below  3  lbs.  per  gross 
indicated  horse  power. 

It  is  a  hopeful  circumstance,  that  during  the  next  Session  of 
Parliament  the  whole  question  of  the  Patent  Laws  is  likely  to  be 
inquired  into  by  a  Special  Committee,  who,  it  is  to  be  hoped,  will 
act  decidedly  in  the  general  interest,  without  being  influenced  by 
special  or  professional  claims.  They  will  have  it  in  their  power 
to  render  the  Patent  Office  an  educational  institution  of  the 
highest  order. 

In  viewing  the  latest  achievements  of  engineering  science,  two 
works  strike  the  imagination  chiefly  by  their  exceeding  magnitude, 
and  by  the  influence  they  are  likely  to  exercise  upon  the  traffic  of 
the  world.  The  first  of  these  is  the  Great  Pacific  Railway,  which, 
in  passing  through  vast  regions  hitherto  inaccessible  to  civilized 
man,  and  over  formidable  mountain  chains,  joins  California  with 
the  Atlantic  States  of  the  Great  American  Republic.  The  second 
is  the  Suez  Shipping  Canal,  which,  notwithstanding  adverse 
prognostications  and  serious  difficulties,  will  be  opened  very 
shortly  to  the  commerce  of  the  world.  These  works  must  greatly 
extend  the  range  of  commercial  enterprise  in  the  North  Pacific 
and  Indian  Seas.  The  new  waterway  to  India  will,  owing  to  the 
difficult  navigation  of  the  Red  Sea,  be  in  effect  only  available  for 
ships  propelled  by  steam,  and  will  give  a  stimulus  to  that  branch 
of  engineering. 

Telegraph  communication  with  America  has  been  rendered 
more  secure  against  interruption  by  the  suocessf ul  submersion  of 
the  French  Transatlantic  Cable.  On  the  other  hand,  telegraphic 
communication  with  India  still  remains  in  a  very  unsatisfactory 
condition,  owing  to  imperfect  lines  and  divided  administration. 
To  supply  a  remedy  for  this  public  evil,  the  Indo-European 
Telegraph  Company  will  shortly  open  its  special  lines  for  Indian 
correspondence.  In  Northern  Russia  the  construction  of  a  land 
line  is  far  advanced  to  connect  St.  Petersborgh  with  the  mouth  of 
the  Amour  River,  on  completion  of  which  only  a  submarine  link 
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between  the  Amour  and  San  Francisco  will  be  wanting,  to  complete 
the  telegraphic  girdle  round  the  earth. 

With  these  great  highways  of  speech  once  established,  a  network 
of  submarine  and  aerial  wires  will  soon  follow  to  bind  all  inhabited 
portions  of  our  globe  together  into  a  closer  community  of  interests, 
which,  if  followed  up  by  steam  communication  by  land  and  by  sea, 
will  open  out  a  great  and  meritorious  field  for  the  activity  of  the 
civil  and  the  mechanical  engineer. 

But  while  great  works  have  to  be  carried  out  in  distant  parts, 
still  more  remains  to  be  accomplished  nearer  home.  The  Railway, 
of  to-day  has  not  only  taken  the  place  of  high  roads  and  canals, 
for  the  transmission  of  goods  and  passengers  between  our  great 
centres  of  industry  and  population,  but  is  already  superseding 
by-roads  leading  to  places  of  inferior  importance ;  it  competes 
with  the  mule  in  carrying  minerals  over  mountain  passes,  and 
with  the  omnibus  in  our  great  cities.  If  a  river  cannot  be 
spanned  by  a  bridge  without  hindering  navigation,  a  tunnel  is 
forthwith  in  contemplation  ;  or,  if  that  should  not  be  practicable, 
the  transit  of  trains  is  yet  accomplished  by  the  estabUshment  of  a 
large  steam  ferry. 

It  is  one  of  the  questions  of  the  day  to  decide  by  which  plan 
the  British  Channel  should  be  crossed,  to  relieve  the  unfortunate 
traveller  to  the  Continent  of  the  exceeding  discomfort  and  delay 
inseparable  from  the  existing  most  imperfect  arrangements. 
Considering  that  this  question  has  now  been  taken  up  by  some  of 
our  leading  engineers  and  is  also  entertained  by  the  two  interested 
Governments,  we  may  look  forward  to  its  speedy  and  satisfactory 
solution. 

So  long  as  the  attention  of  railway  engineers  was  confined  to 
the  construction  of  main  lines,  it  was  necessary  for  them  to  provide 
for  a  heavy  traffic  and  high  speeds,  and  these  desiderata  are  best 
met  by  a  level  permanent  way,  by  easy  curves  and  heavy  rails  of 
the  strongest  possible  materials,  namely,  cast  steel ;  but  in 
extending  the  system  to  the  comers  of  the  earth,  cheapness  of 
construction  and  maintenance,  for  a  moderate  speed  and  a  moderate 
amount  of  traffic,  became  a  matter  of  necessity. 

Instead  of  plunging  through  hill  and  mountain,  and  of  crossing 
and  re-crossing  rivers  by  a  series  of  monumental  works,  the 
modem  railway  passes  in  zigzag  up  the  steep  incline  and  conforms 
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to  the  windings  of  the  narrow  gorge ;  it  can  only  be  worked  by 
light  rolling  stock  of  flexible  constmction,  furnished  with  increased 
power  of  adhesion  and  great  brake-power.  Nevertheless,  by  the 
aid  of  the  electric  telegraph,  in  regulating  the  progress  of  each 
train,  the  number  of  trains  may  be  so  increased  as  to  produce  a 
large  aggregate  of  traffic,  and  it  is  held  by  some  that  even  our 
trunk  lines  would  be  worked  more  advantageously  by  light  rolling 
stock. 

The  brake-power  on  several  of  the  French  and  Spanish  railways 
has  been  greatly  increased  by  an  ingenious  arrangement  conceived 
by  Monsieur  Le  Cbatelier,  of  applying  what  has  been  termed 
**  Centre  vapeur  "  to  the  engine,  converting  it  for  the  time  being 
into  a  pump  forcing  steam  and  water  into  its  own  boiler. 

While  the  extension  of  communication  occupies  the  attention  of 
perhaps  the  greater  number  of  our  engineers,  others  are  engaged 
upon  weapons  of  offensive  and  defensive  warfare.  We  have 
scarcely  recovered  our  wonder  at  the  terrific  destruction  dealt  by 
the  Annstrong  gun,  the  Whitworth  bolt  or  the  steel  barrel  con- 
solidated under  Krupp's  gigantic  steam  hammer,  when  we  hear  of 
a  shield  of  such  solidity  and  toughness  as  to  bid  defiance  to  them 
all.  A  larger  gun  or  a  harder  bolt  by  Palliser  or  Griison  is  the 
successful  answer  to  this  challenge,  when  again  defensive  plating, 
or  greater  tenacity  to  absorb  the  power  residing  in  the  shot,  or  of 
such  imposing  weight  and  hardness  combined  as  to  resist  the 
projectile  absolutely  (causing  it  to  be  broken  up  by  the  force 
residing  within  itself)  is  brought  forward. 

The  ram  of  war  with  heavy  iron  sides,  which  a  few  years  since 
was  thought  the  most  formidable,  as  it  certainly  was  the  most 
costly  weapon  ever  devised,  is  already  being  superseded  by  vessels 
of  the  "  Captain  type  "  as  designed  by  Captain  Coles,  and  ably 
carried  out  by  Messrs.  Laird  Brothers,  with  turrets  (armed  with 
guns  by  Armstrong  of  gigantic  power)  that  resist  the  heaviest 
firing,  both  on  account  of  their  extraordinary  thickness,  and  of  the 
angular  direction  in  which  the  shot  is  likely  to  strike. 

By  an  ingenious  device  Captain  Moncrieff  lowers  his  gun  upon 
ita  rocking  carriage  after  firing,  and  thereby  does  away  with 
embrasures  (the  weak  places  in  protecting  works)  while  at  the 
same  time  he  gains  the  advantage  of  re-loading  his  gun  in 
comparative  safety. 


6o    THE   ADDRESSES,   LECTURES,    ETC,    OF 

It  is  presumed  that  in  thus  raising  formidable  engines  of 
offensive  and  defensive  warfare  the  civilised  nations  of  the  earth 
will  pause  before  putting  them  into  earnest  operation ;  but,  if 
they  should  do  so,  it  is  consolatory  to  think  that  they  could  not 
work  them  for  long  without  effecting  the  total  exhaustion  of  their 
treasuries,  already  drained  to  the  utmost  in  their  construction. 

While  science  and  mechauical  skill  combine  to  produce  these 
wondrous  results,  the  germs  of  further  and  still  greater  achieve- 
ments are  matured  in  our  mechanical  workshops,  in  our  forges, 
and  in  our  metallurgical  smelting  works ;  it  is  there  that  the 
materials  of  construction  are  prepared,  refined,  and  put  into  such 
forms  as  to  render  greater  and  still  greater  ends  attainable.  Here 
a  great  revolution  of  our  constructive  art  has  been  prepared  by 
the  production,  in  large  quantities  and  at  moderate  cost,  of  a 
material  of  more  than  twice  the  strength  of  iron,  which,  instead 
of  being  fibrous,  has  its  full  strength  in  every  direction,  and  which 
can  be  modulated  to  every  degree  of  ductility,  approaching  the 
hardness  of  the  diamond  on  the  one  hand,  and  the  proverbial 
toughness  of  leather  on  the  other.  To  call  this  material  cast 
steel  seems  to  attribute  to  it  brittleness  and  uncertainty  of  temper, 
which,  however,  are  by  no  means  its  necessary  characteristics. 
This  new  material,  as  prepared  for  constructive  purposes,  may 
indeed  be  both  hard  and  tough,  as  is  illustrated  by  the  hard  steel 
rope  that  has  so  materially  contributed  to  the  practical  success  of 
steam  ploughing. 

Machinery  steel  has  gradually  come  into  use  since  about  1850, 
when  Kjupp  of  Essen  commenced  to  supply  large  ingots  that  were 
shaped  into  railway  tyres,  axles,  cannon,  &c.,  by  melting  steel  in 
halls  containing  hundreds  of  melting  crucibles. 

The  Bessemer  process,  in  dispensing  with  the  process  of 
puddling,  and  in  utilising  the  carbon  contained  in  the  pig  iron  to 
effect  the  fusion  of  the  final  metal,  has  given  a  vast  extension  to 
the  application  of  cast  steel  for  railway  bars,  &c. 

This  process  is  limited  however  in  its  application  to  superior 
brands  of  pig  iron,  containing  much  carbon  and  no  sulphur  or 
phosphorus,  which  latter  impurities  are  so  destructive  to  the 
quality  of  steel.  The  puddling  process  will  still  have  to  be 
resorted  to,  unless  the  process  of  decarburisation  proposed  by  Mr. 
Heaton  should  be  able  to  compete  with  it,  to  purify  these  inferior 
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pig  irons  which  constitute  the  bulk  of  our  productions,  and  the 
puddled  iron  cannot  be  brought  to  the  condition  of  cast  steel 
except  through  the  process  of  fusion.  This  fusion  is  accomplished 
successfully  in  masses  of  from  three  to  five  tons  on  the  open  bed 
of  a  regenerative  gas  furnace  at  the  Landore  Siemens-Steel 
Works  and  at  other  places.  At  the  same  works  cast  steel  is  also 
produced,  to  a  limited  extent  as  yet,  from  iron  ore  which,  being 
operated  upon  in  large  masses,  is  reduced  to  the  metallic  state  and 
liquified  by  the  aid  of  a  certain  proportion  of  pig  metal.  The 
regenerative  gas  furnace,  the  application  of  which  to  glass  houses, 
to  forges,  &c.,  has  made  considerable  progress,  is  unquestionably 
well  suited  for  these  operations,  because  it  combines  an  intensity 
of  heat  limited  only  by  the  point  of  fusion  of  the  most  refi^actory 
material,  with  extreme  mildness  of  draught  and  chemical  neutrality 
of  flame. 

These  and  other  processes  of  recent  origin  tend  towards  the 
production  at  a  comparatively  cheap  rate  of  a  very  high  class 
material  that  must  shortly  supersede  iron  for  almost  all  structural 
purposes.  As  yet  engineers  hesitate,  and  very  properly  so,  to  con- 
struct their  bridges,  their  vessels,  and  their  rolling  stock  of  the 
material  produced  by  these  processes,  because  no  exhaustive  ex- 
periments have  been  published  as  yet  fixing  the  limit  to  which  they 
may  safely  be  loaded  in  extension,  in  compression,  and  in  torsion,  and 
because  no  sufficient  information  has  been  obtained  regarding  the 
tests  by  which  their  quality  can  best  be  ascertained. 

This  gi*eat  want  is  in  a  fair  way  of  being  supplied  by  the  experi- 
mental researches  that  have  been  carried  on  for  some  time  at  Her 
Majesty's  Dockyard  at  Woolwich  under  a  committee  appointed  for 
that  purpose  by  the  Institution  of  Civil  Engineers.  In  the  meantime 
excellent  service  has  been  rendered  by  Mr.  Kirkaldy  in  giving  us, 
in  a  perfectly  reliable  manner,  the  resisting  power  and  ductility  of 
any  sample  of  material  which  we  wish  to  submit  to  his  tests. 

The  results  of  Mr.  Whitworth's  experiments,  tending  to  render 
the  hammer  and  the  rolls  partly  unnecessary,  by  consolidating 
cast  steel  while  in  a  semi-fluid  state,  in  strong  iron  moulds,  by 
hydraulic  pressure,  are  looked  upon  with  general  interest. 

But,  assuming  that  the  new  material  has  been  reduced  to  the 
utmost  degree  of  uniformity  and  cheapness,  and  that  its  limits  of 
strength  are  fully  ascertained,  there  remains  still  the  task  for  the 
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civil  and  mechanical  engineer  to  prepare  designs  suitable  for  the 
development  of  its  peculiar  qualities.  If,  in  constructing  a  girder 
for  example^  a  design  were  to  be  adopted  that  had  been  worked 
out  for  iron,  and  if  all  the  scantlings  were  simplj  reduced  in  the 
inverse  proportion  of  the  absolute  and  relative  strength  of 
the  new  material  as  compared  with  iron,  such  a  girder  would 
assuredly  collapse  when  the  test-weight  was  applied,  for  the  simple 
reason  that  the  reduced  sectional  area  of  each  part,  in  proportion 
to  its  length,  would  be  insufficient  to  give  stiffness.  You  might  as 
well  almost  take  a  design  for  a  wooden  structure  and  cany  it  out 
in  iron  by  simply  reducing  the  section  of  each  part.  The  ad- 
vantages of  using  the  stronger  material  become  most  apparent  if 
applied  for  instance  to  large  bridges  where  the  principal  strain 
upon  each  part  is  produced  by  the  weight  of  the  structure  itself» 
for,  sui^)06ing  that  the  new  material  can  be  safely  weighted  to 
double  the  bearing  strain  of  iron,  and  that  the  weight  of  the 
structure  were  reduced  by  one-half  accordingly,  there  would 
still  remain  a  large  excess  of  available  strength,  in  consequence  of 
the  reduced  total  weight,  and  this  would  justify  a  further  re- 
duction of  the  amount  of  the  material  employed.  In  constructing 
works  in  foreign  parts,  the  reduced  cost  of  carriage  furnishes  also 
a  powerful  argument  in  favour  of  the  stronger  material,  although 
its  first  cost  per  ton  might  largely  exceed  that  of  iron. 

The  inquiries  of  the  Boyal  Coal  Commission  into  the  extent  and 
management  of  our  coal  fields  appear  to  be  re-assuring  as  r^ards 
the  danger  of  their  becoming  soon  exhausted  ;  nevertheless,  the 
importance  of  eoonomising  these  precious  deposits  in  the  production 
of  steam  power  in  metallurgical  operations  and  in  domestic  use  can 
hardly  be  over-estimated.  The  calorific  power  residing  in  a  pound 
of  coal  of  a  given  analysis  can  now  be  accurately  expressed  in  units 
of  heat,  which  again  are  represented  by  equivalent  units  of  force 
or  of  chemical  action  ;  therefore,  if  we  ascertain  the  consumption 
of  coal  of  a  steam  engine  or  of  a  furnace  employed  in  metallurgical 
operations,  we  are  able  to  tell,  by  the  light  of  physical  science, 
what  proportion  of  the  heat  of  combustion  is  utilised  and  what 
proportion  is  lost.  Having  arrived  at  this  point  we  can  also  trace 
the  channels  through  which  loss  takes  place,  and  in  diminishing 
these,  by  judicious  improvement,  we  shall  more  and  more  approach 
those  standards  of  ultimate  perfection  which  we  can  never  reach, 
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but  which  we  should  nevertheless  keep  steadfastly  before  our  eyes* 
Thus  a  pound  of  ordinary  coal  is  capable  of  producing  12,000  Fahr, 
units  of  heat,  which  equal  9,240,000  foot  lbs.  or  units  of  force, 
whereas  the  very  best  performances  of  our  pumping  engines  do 
not  exceed  the  limit  of  1,000,000  foot  lbs.  of  force  per  pound  of 
coal  condensed.  In  like  manner  one  pound  of  coal  should  be 
capable  of  heating  83  pounds  of  iron  to  the  welding  point  (of 
say  8000**  Fahr.),  whereas,  in  an  ordinary  furnace,  not  two 
pounds  of  iron  are  so  heated  with  one  pound  of  coal.  These 
figures  serve  to  show  the  great  field  for  further  improvement  that 
lies  yet  before  us. 

Although  heat  may  be  said  to  be  the  moving  principle  by  which 
all  things  in  nature  are  accomplished,  an  excess  of  it  is  not  only 
hurtful  to  some  of  our  processes,  such  as  brewing,  and  destructive 
to  our  nutriments,  but  to  those  living  in  hot  climates,  or  sitting 
in  crowded  rooms,  an  excess  of  temperature  is  fully  as  great  a 
source  of  discomfort  as  excessive  cold  can  be.  Why  then,  may  I 
ask,  should  we  not  resort  to  refrigeration  in  summer  as  well 
as  to  calorification  in  winter,  if  it  can  be  shown  that  the  one  can 
be  done  at  nearly  the  same  cost  as  the  other  ?  So  long  as  we  rely 
for  refrigeration  upon  our  ice-cellers,  or  upon  importation  of  ice 
from  distant  parts,  we  shall  have  to  look  upon  it  as  a  costly  luxury 
only  ;  but  by  the  use  of  properly  constructed  machines,  it  wiU  be 
possible,  I  believe,  to  produce  refrigeration  at  an  extremely 
moderate  expenditure  of  fuel  and  labour.  A  machine  has  already 
been  constructed  capable  of  producing  9  lbs.  of  ice  (or  its 
equivalent)  for  1  lb.  of  coal,  whereas  the  equivalent  values  of 
positive  heat  developed  in  the  combustion  of  1  lb.  of  coal  and  of 
negative  heat  residing  in  1  lb.  of  ice  is  about  as  12,000  to  170,  or  as 
1  to  70.  This  result  already  justifies  the  employment  of  re- 
frigerating machines  upon  a  large  scale  ;  but  it  is  hard  to  say  what 
practical  results  may  yet  be  reached  with  an  improved  machine 
on  strictly  dynamical  principles,  because  such  a  machine  seems  not 
to  be  tied  in  its  results  to  any  definite  theoretical  limits.  In 
changing,  for  example,  a  pound  of  water  from  the  liquid  into  the 
gaseous  state,  a  given  number  of  units  of  heat  are  required,  that 
may  be  produced  by  combustion  of  coal  or  by  the  expenditure  of 
force,  but  in  changing  the  same  pound  of  water  into  ice, 
heat  is  not  lost  but  gained  in  the  operation,  which  heat  must 
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be  traceable  to  another  part  of  the  machine,  either  as  sensible 
heat  or  as  developed  force.  It  would  lead  me  too  far  to  enter 
here  into  particulars  on  this  question,  which  is  one  not  without 
interest  for  the  physicist  and  the  mechanical  engineer. 

There  are  several  other  subjects  I  should  have  gladlj  mentioned 
were  I  not  afraid  of  encroaching  undulj  upon  our  time  ;  some  of 
these  will,  however,  be  brought  before  the  section  in  the  form  of 
distinct  papers,  and  will,  I  trust,  lead  to  interesting  discussions. 


INAUGURAL    ADDRESS 

Of  C.  WiLLUM  Siemens,  D.C.L.,  F.R.S.,* 

President  of  the  Society  of  Telegraph  Engineers^ 

Delivered  on  February  28,  1872, 

Gentlemen, — In  addressing  you  at  this,  the  first  General 
Meeting  of  the  Society  of  Telegraph  Engineers,  I  have,  above  all 
things,  to  express  to  you  my  sincere  thanks  for  the  great  honour 
you  have  bestowed  upon  me  in  electing  me  your  President.  It  is 
not  for  me  to  question  the  wisdom  of  your  choice,  although  I  must 
confess  that  it  took  me  completely  by  surprise  ;  I  must  rather 
endeavour  to  justify  your  confidence  by  doing  my  best  to  promote 
the  interests  of  the  infant  society.  Some  years  must  necessarily 
elapse  before  our  Society  can  have  given  substantial  proof  of  its 
useful  action,  and  by  that  time  this  chair  will  have  been  filled  by 
other  members  of  your  body,  but  our  future  prosperity  will  be 
influenced  in  a  great  measure  by  the  direction  in  which  we  shall 
start  upon  our  pilgrimage.  Let  us  hope,  therefore,  that  our  joint 
efforts  may  lead  us  in  the  direction  of  true  scientific  and  practical 
advancement. 

But  before  wc  set  oat  upon  our  labours  it  behoves  us  fairly  to 
consider  whether  there  is  need  or  scope  for  a  Society  of  Telegraph 

*  Excerpt  Journal  of  the  Society  of  Telej^ph  EogiDeers,  Vol.  I.  1872,  pp.  19 
-31. 
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Engineers  ?  Is  telegraph  engineering  not  a  branch  of  civil 
engineering,  and  do  not  all  onr  proceedings  therefore  fall  within 
the  legitimate  sphere  of  action  of  the  Institution  of  Civil  Engi- 
neers? Or  if  we  meet  with  difScnlt  questions  in  physical  or 
mathematical  science,  is  not  the  Royal  Society  or  Section  A  of 
the  British  Association  open  for  as  to  discuss  them,  or  may  we 
not  go  before  the  Institution  of  Mechanical  Engineers  with  any 
purely  mechanical  question  ?  Is  it  desirable,  indeed,  it  may  be 
urged,  to  take  a  branch  from  the  parent  stem  and  to  cultivate  it 
separately ;  shall  we  not  degenerate  thereby  into  ''  specialists,"  or 
what  may  be  called  '^  fractional  quantities  of  scientific  men,"  and 
this  in  the  face  of  the  patent  fact  that  the  further  we  advance 
in  scientific  knowledge  (whether  pure  or  applied)  the  more  clearly 
we  perceive  the  intimate  connection  between  its  different  branches, 
and  the  impossibility  of  cultivating  one  without  constantly  re- 
verting to  the  others. 

In  answer  to  such  allegations  we  may  fairly  assert  that  we  do 
not  intend  to  become  *^  specialists  "  in  the  narrow  sense  of  wishing 
to  confine  the  range  of  our  knowledge  to  the  phenomena  and 
appliances  which  have  an  immediate  application  to  our  professional 
objects.  We  are,  on  the  contrary,  sensible  to  the  fact  that  in 
order  to  master  those  special  branches  of  knowledge  thoroughly 
we  shall  have  to  travel  into  adjacent  fields  and  build  our  practice 
upon  the  wildest  possible  scientific  foundation.  But  our  time  is 
limited,  and,  although  the  great  principles  of  nature  may  be 
understood  generally  by  one  person,  their  applications  are  infinite, 
and  all  we  may  hope  to  do  is  to  attain  to  a  general  scientific  basis, 
and  with  it  to  devote  our  energies  vigorously  to  the  details  of  one 
or  two  branches  of  applied  science. 

If  it  is  impossible  for  one  man  to  master  the  special  knowledge 
accumulated  in  different  branches  of  engineering  science,  it  would 
be  equally  impossible  for  one  society  to  cultivate  all  those  branches 
in  detail;  thus  the  Royal  Society  can  only  entertain  questions 
involving  general  principles  of  science,  and  is  obliged  to  leave 
questions  of  exhaustive  research  to  special  societies  ;  questions  of 
minute  chemical  investigation  are  assigned  to  the  Chemical 
Society  ;  questions  regarding  the  orbits  of  celestial  bodies  to  the 
Astronomical  Society ;  and  by  the  same  rule  of  limitation  tha 
Royal  Society  would  refuse  to  receive  for  instance  a  paper  on 
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testing  the  joints  of  insulated  wire,  which  would  be  a  subject 
peculiarly  suited  for  our  society.  The  Institution  of  Civil 
Engineers  has,  on  the  other  hand,  received,  at  certain  intervals  of 
time  (varying  from  two  to  three  years)  a  general  paper  on  the 
progress  of  telegraph  engineering ;  but  it  is  self-evident  that 
such  an  occasional  paper  must  be  quite  inadequate  to  constitute  a 
record  of  the  progress  of  a  branch  of  engineering  which  gives 
daily  proof  of  its  public  importance,  which  is  distinguished  for  its 
rapid  development,  and  which  comprises  within  itself  a  wide 
range  of  scientific  inquiry.  Nor  would  there  be  time,  on  such 
rare  occasions,  to  discuss  questions  of  detail  which  are  of  special 
interest  to  the  telegraph  engineer. 

We  may,  therefore,  safely  conclude  that  a  Society  of  Telegraph 
Engineers  is  necessary  for  the  more  rapid  development  of  a  new 
and  important  branch  of  applied  science  ;  I  fhrther  maintain  that 
such  an  institution  is  desirable  in  order  to  afford  telegraph 
engineers  frequent  opportunities  of  meeting  each  other  in  friendly 
intercourse,  and  of  impressing  them  with  the  conviction  that 
their  united  action  will  be  advantageous  to  the  material  intei'ests 
of  all. 

The  measttre  of  usefulness  of  the  new  society  must  depend, 
however,  in  the  first  place,  upon  its  constitution  and  upon  the 
amount  of  support  which  it  is  likely  to  receive,  and  in  the  second 
place  upon  the  well-directed  and  continued  exertions  of  its  mem- 
bers, particularly  of  those  members  and  associates  who  have 
accepted  posts  of  trust  in  the  council,  or  as  members  of  the  pub- 
lishing committee.  As  regards  the  constitution  of  the  society,  a 
code  of  rules  has  been  prepared  by  the  committee  appointed  by  the 
preliminary  meeting  of  the  original  members,  which  have  been 
placed  in  your  hands.  These  rules  do  not  differ  materially  from 
those  of  other  societies  having  similar  objects  in  view.  The 
election  of  the  President  and  members  of  council  of  the  society 
takes  place  annually  according  to  certain  rules  which  have  beeD 
framed  with  a  view  of  combining  efScicncy  of  action  with  a 
gradual  renewal  from  year  to  year  of  the  governing  body.  The 
society  is  open  to  all  persons  above  23  years  of  age,  who  are  inter- 
ested in  telegraphy  without  being  necessarily  telegraph  engineers 
by  profession — they  may  be  physicists,  engineers,  administrators, 
or  operators  in  the  telegraphic  service.    They  have  to  be  proposed 
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by  several  members  or  associates^  and  if  the  conncil  sees  no 
grounds  for  disqualification  the  candidates  so  proposed  will  be 
balloted  for  at  the  first  ordinary  meeting  of  the  society.  It  is 
the  duty  of  the  council  to  transfer  those  associates  who  are  duly 
qualified,  according  to  the  provisions  of  paragraph  2,  into  the 
class  of  members. 

As  regards  accession  of  members,  we  have  every  reason  to  be 
satisfied  with  the  first  fruits  of  our  labour.    Our  actual  list  of 
members  contains  aheady  110  names,  without  counting  the  class  of 
foreign  members,  regarding  which  I  shall  have  to  make  a  special 
communication,  and  without  counting  the  candidates  for  election, 
which  you  will  be  asked  to  admit  by  ballot  this  evening.    I  am 
happy  to  be  able  to  point  in  our  list  of  members  to  the  historic 
names  of  Wheatstone,  Cooke,  and  Morse,  to  the  distinguished 
names  of  Thomson,  Tyndall,  and  others  scarcely  less  renowned  for 
their  important  contributions  to  electrical  science.     Other  well- 
known  names  will  shortly  appear  in  our  next  list  of  foreign  and 
resident  members.    The  support  of  the  two  great  telegraph  ad- 
ministrations of  Great  Britain  and  India  is  secure  to  us  through 
the  accession  of  the  directors-general  and  the  chief  engineers 
connected  with  those  systems.    The  military  branch  of  telegraph 
engineering  is  very  fully  represented  by  the  distinguished  chemist 
and  engineer  officers  charged  with  those  departments.    As  regards 
professional  telegraph  engineers  the  list  includes  an  array  of  names 
many  of  which  will  ever  remain  associated  with  important  im- 
provements and  generally  with  early  telegraphic  enterprise  by  sea 
and  by  land.    The  Ust  of  associate  members  includes  names  of 
promise  and  administrative  ability,  but  it  is  as  yet  far  too  short  for 
the  wellbeing  and  the  useful  action  of  the  society.    The  aspirant 
telegraph  engineer,  the  superintendent  of  a  station,  and  others 
employed  in  the  service,  will  find  the  Society  of   Telegraph 
Engineers,  with  its  transactions,  a  useful  source  of  technical 
information,  and  productive  of  excellent  opportunities  of  meeting 
those   who  through  personal  acquaintance  may  forward  their 
interests  as  well  as  extend  their  knowledge. 

The  council  have  refrained  from  conferring  honorary  member- 
ships, because  they  feel  that  the  young  society  has  to  establish  its 
own  worth  before  it  can  pretend  to  bestow  such  honorary  distinc- 

F  2 
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tions  which  at  a  later  period  it  is  to  be  hoped  men  of  high  position 
will  have  pleasure  in  accepting. 

On  the  other  hand  it  is  most  desirable  to  secure  for  the  yonng 
society  the  support  and  cooperation  of  men  occupying  influential 
positions  as  directors  and  engineers  of  the  great  telegraphic  systems 
of  the  world.  The  great  network  of  international  telegraphy 
extends  already  to  every  portion  of  the  civilised  and  semi-civilised 
world  ;  it  traverses  deserts  and  mountain  chains,  it  passes  over  the 
deep  plateau  of  the  Atlantic  and  over  the  more  dangerous  bottom 
of  tropical  seas  :  what  would  be  good  practice  in  one  country  or 
nnder  one  order  of  climatic  influences  would  be  objectionable, 
insufScienty  or  wholly  impracticable  under  another ;  but  all  these 
systems  are  intimately  linked  together,  and  the  knowledge  of  the 
telegraph  engineer  must  apply  equally  to  all.  In  order,  however, 
to  combine  the  knowledge  of  these  diverse  circmnstances,  and  of 
the  diverse  practice  resulting  therefrom,  it  is  necessary  for  a 
Society  of  Telegraph  Engineers  to  be  a  cosmopolitan  institution, 
to  be  a  focus  into  which  the  thoughts  and  observations  of  all 
countries  flow,  in  order  to  be  again  radiated  in  every  direction 
for  the  general  advancement  of  this  important  branch  of  applied 
science. 

In  order  to  bring  about  such  a  result,  the  council  have  agreed 
to  the  creation  of  another  class  of  members, — *'  the  foreign  mem- 
bers,"— who,  while  receiving  the  transactions  of  the  society,  and 
enjoying  other  privileges  of  membership,  so  &r  as  distance  will 
permit  them  to  do  so,  will  be  called  upon  to  pay  only  an  annual 
subscription  of  25  francs,  or  £1,  instead  of  the  £2  2s.  payable  by 
members  residing  in  England.  The  council  authorised  me  to 
invite  the  representatives  of  the  telegraphic  administrations  of  th« 
world  lately  assembled  in  Congress  at  Rome  to  join  our  society 
nnder  this  special  title,  and  I  am  happy  to  state  that  my  appeal 
has  been  most  cordially  responded  to  by  the  directors-general  and 
repi*esentatives  of  several  of  the  most  important  telegraphic  sys- 
tems of  the  continent. 

My  application  was  conceived  in  the  following  terms  .• — 

"  Monsieur, — J'ai  Thonneur  de  vous  adresser  par  la  pr^ntd 
les  Statuts  de  la  *  Society  of  Telegraph  Engineers,'  de  laquelle  pour 
Tannee  courante  j*ai  ^\k  ^lu  le  Pr^ident,  et  qui  s'est  constitute 
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dernierement  &  Londres  pour  discuter  ct  pour  publier  r^gulierement 
les  progrte  th^riques  et  pratiques  qui  seront'effectu^  de  tempB  ea 
temps  dans  le  materiel  t^l^graphique.  II  est  TintentioQ  du  Comity 
de  cette  Soci^t^  de  donner  un  caract^re  international  k  ses  transac- 
tions, et  de  les  publier  avec  tons  les  soins  possibles.  Elle  chercbe 
done  de  s^associer  aux  Directeurs  aussi  bien  qu*aux  Ing^nieurs  des 
syst^mes  t^l^graphiques  continentales,  et  je  suis  charg^  de  vous 
prier  de  vouloir  bien  vous  associer  k  notre  Soci^t^  k  titre  de 
Membre  etranger. 

''  Les  Membres  strangers  auront  lesmemes  droits  que  les  Membres 
ordinairesde  la  Soci^t^ ;  ils  recevront en  outre  toutes les  Transactions, 
et  dans  le  cas  d'une  participation  suffisante  il  a  ^t^  sugg^r6  mMe  de 
publier  les  transactions  en  plusieurs  langues.  Le  Comity  de  Publica- 
tion sera  heureux  de  recevoir  les  communications  que  vous  voudrez 
bien  lui  adresser  pour  Stre  incorpor^es  dans  les  Transactions.  La 
Bouscription  annuelle  pour  les  Membres  strangers  a  6t^  fix^e  k  une 
livre  sterling,  an  lieu  de  deux  livres  sterlings  et  deux  shillings,  la 
Bouscription  des  Membres  ordinaires. 

''  Les  noms  distingu^  qui  se  trouvent  dans  la  liste  de  nos  membres 
sera  une  garantie  suffisante,  j^esp^re,  pour  vous  satisfaire  du 
cai:act^re  s6rieux  de  cette  entreprise,  dont  le  besoin  s'est  fait  sentir 
vivement, 

^*  En  attendant  votre  consideration  favorable,  j'ai  Thonneur  d'etre. 
Monsieur,  etc." 


From  His  Excbllbnoy  General  von  LtoERS,  Director- 
General  of  the  Imperial  Russian  Tel^apha, 

Eoxi,  U  21  Dkembre,  1871. 

Monsieur, — En  vous  accusant  reception  des  Statuts  de  la 
"  Society  of  Telegraph  Engineers,"  que  vous  avez  eu  Tobligeance 
de  me  feire  parvenir,  je  crois  devoir  vous  exprimer  ma  vive  recon- 
naissance pour  I'invitation  d'entrer  k  titre  de  Membre  Stranger 
dans  la  Soci^t^  dont  vous  6tes  le  Pr^ident,  et  je  m^empresse  de 
vous  annoncer  que  j'accepte  avec  plaisir  votre  proposition. 

Par&itement  convaincu  du  caract^re  s^rieux  et  eminemment 
utile  de  Tentreprise  organist  sous  votre  direction,  je  tacherai 
autant  qu'il  mc  sera  possible  de  communiquer  a  la  Soci^t^  les 
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renseignements  qui  poorronfc  servir  de  materiel  pour  6tre  incorporis 
dans  les  Transactions  que  vous  avez  Tintention  de  publier. 

Je  vous  prie^  Monsieur,  d^agrder  Tassurance  de  ma  considtoition 
tr^  distingude. 

y.  Lt}D£BS. 
Mb.  Wiluak  SxExsirs, 

Prteident  de  la  "  Society  of  Telegraph  Bngineen." 


Frcm  SiG.  D'Amico,  Direcior-Oeneral  of  Telegraphs  w  Italy. 

Rons,  U  25  Dicembre^  1871. 

Monsieur, — Je  suis  trfes  flatty  de  Thonneur  d'appartenir  comme 
Membre  Stranger  k  la  Soci6b6  des  Ing^nieurs  T616graphiques,  et  je 
vous  remercie  de  la  communication  que  vous  m'en  avez  faite  par 
votre  lettre  de  Rome  r6cemment  re9ue, 

J*ai  pourtant  dispos6  pour  le  paiement  au  Tr^orier  de  la 
Soci^t^  k  Londres,  du  montant  en  fcs.  25  de  ma  premiere  souscrip- 
tion  annuelle. 

Agr^Zy  Monsieur,  les  expressions  de  ma  parfaite  estime. 

Le  Directeur  G^n^raly 

D'Ahioo. 

MoNsnuR  Ob.  William  SnxiHSy 
Prudent  de  la  "  Soci^t^  des  Ing^nieuis  T^lfigraphiqaee,'* 
Hotel  Ooetanii,  Rome. 


From  SiGk  Salvatori,  Inspecior-Oeneral  of  Telegraphs  in  Italy. 

RoMB,  28  IMcmbn,  1871. 

Monsieur, — C'est  avec  plaisir  que  j'accepte  Tinvitation  que 
vous  m'avez  fait  Thonneur  de  m'adresser,  par  votre  lettre  du  15 
du  mois  courant,  de  me  joindre,  k  titre  de  Membre  Stranger,  a  la 
"  Society  of  Telegraph  Engineers,"  dont  vous  avez  bien  voulu  me 
communiquer  les  Statuts.  Je  vous  prie,  par  cons^uent,  de  me 
faire  connaitre  k  qui  je  devrai  adresser  le  montant  de  la  souscrip- 
tion  annuelle  et  T^poque  du  versement. 

J'ai  rhonneur  d'etre.  Monsieur, 

Votre  trfes  devout, 

F.  Salvatori. 

Ma.  W.  SisvBHs,  Hotel  Costanii,  Rome. 
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From  M.  Ailhaud,  the  Representative  of  France, 

RoKB,  25  D^nibre,  1871. 

Monsieur, — Je  yous  remercie  de  la  communication  que  vous 
avez  bien  voulu  m'adresser. 

J'accepte  avec  reconnaissance  la  proposition  que  vous  me  faites, 
et  j'ai  rhonneur  de  vous  prier  de  me  compter  au  nombre  des 
Membres  strangers  de  la  "  Society  of  Telegraph  Engineers." 

Je  tiens  k  la  disposition  de  la  Soci^t^  la  sonmie  de  25f.  pour  ma 
Bouscription  annuelle. 

Yeuillez  agr^er.  Monsieur,  I'assurance  de  mes  sentiments  les 
plus  distingu&. 

AlLHAUD, 

Inspecteur-Gdn^ral  des  Lignes 

T^ldgraphiqueSy  France. 
MoHsnuB  William  Sibmbfs, 

Flr^dent  de  la  "  Society  of  Telegraph  Bngmeers/' 

Hotel  CoBtaozL 

From  M.  Vinchant,  tJie  Representative  of  Belgium, 

Bomb,  H6tbl  db  la  Minbryb,  17  D^eembre,  1871. 

MoNSiEUB  LE  Pb^ibent, — En  reference  &  la  communication 
que  vous  avez  bien  voulu  m'adresser  au  sujet  de  la  "  Society  of 
Telegraph  Engineers  "  j'ai  Thonneur  de  vous  informer  que  j'accepte 
avec  empressement  votre  proposition  de  me  joindre  k  cette  Soci^t^, 
k  titre  de  Membre  Granger. 

Yeuillez  agr&r,  Monsieur  le  President,  Tassurance  de  mes 
sentiments  les  plus  distingu^s. 

J.  Vinchant, 

Iiiipecteiir-Gf^ii6ial  au  I>6parteinent  dei 
Tiayauz  PabUcs  de  la  Belgiqae. 

MOKSIBUR  WiLLiAM  SlBMBBS, 

President  de  la  **  Society  of  Telegraph 
Engineers,"  Home. 

From  the  General  Secretary  op  the  International 

Bureau. 

RoxB,  le  20  Dkembre,  1871. 

Monsieur  lb  PRfeiDBNT, — J'accepte  avec  empressement  Toffre 
que  vous  avez  bien  voulu  me  faire  d^^tre  Membre  stranger  de  la 
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Soci6t6  des  Ing^nieors  ^lectriciens  qui  s'est  con8tita6e  k  Londres, 
et  je  Yons  serai  reconnaissant  de  me  faire  connaitre  &  qui  je  dois 
m^adresser  poor  faire  parvenir  le  montant  de  ma  ooatribution 
annnelle. 

Yenillez  agr6er,  Monsieur  le  President,  Thommage  de  mes  senti- 
ments respectneox. 

B.  DE  St.  Mabtial. 


Rom,  17  Diotmbre,  1871. 

MoNSiEUB  LE  President, — J'ai  pris  oonnaissance  avec  int^r^t 
de  votre  communication  au  sujet  de  la  '^  Societj  of  Telegraph 
Engineers ''  qui  a  6t6  constitu^  demidrement  k  Londres,  et  j^aocepte 
volontiers  Toflfre  que  vous  avez  bien  voulu  avoir  Tobligeance  de  me 
faire,  d'etre  admis  dans  la  Society  a  titrc  de  Membre  stranger. 

Yeuillez  agr^r,  Monsieur  le  President,  Texpression  de  mes 
sentiments  distingu^. 

Staring, 

Chef  de  la  DiviBion  des  T^l^graphes  aa  Miuiiitto 
des  Finances  des  Pays  Bas. 

A  MoNsuBOR  le  Dr.  C.  Wiluam  Sixmbrb, 

^  Rome. 

RoMi,  11  Janvier,  1872. 

Monsieur, — tin  r^ponse  &  votre  bien  obligeante  lettre  m'invi- 
tant  k  me  faire  inscrire  a  titre  de  Membre  stranger  dans  la 
Society  d'Ing6nieurs  Tflegraphiques  que  vous  si  dignement  dirigez, 
je  m'empresse  de  vous  faire  connaitre  que  j'accepte  avec  recon- 
naissance votre  invitation,  craignant  seulement  de  n'^tre  pas  digne 
de  Phonneur  d'appartenir  k  une  si  illustre  Corporation. 

J'ai  rhonneur  d'etre,  Monsieur, 
Votre  ties  d^vou^ 

HippoLYTB  Aranjo  (Espague). 

MoRSiBVR  le  Dr.  C  Willum  Sniciirs. 


Bb&uf,  20/2/72. 

Auf  Ihre  fireundliche  Einladung  znm  Beitritt  zu  der  neugebil- 
deten  Society  of  Tel.  Engineers,  d.  d.  Rom,  den  81  Dec.  1871, 
erwiedere  ich  ergebenst,  dass  ich  Ihrer  Einladung  mit  Vergniigea 
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Folge  leiste  and  bitte  mich  als  answartiges  Mitglied  der  Gesell- 
Bchaft  anfzunehmen. 

Hochachtnngsvoll  und  ergebensb, 

Db.  Werner  Siemens. 

An  den  Prasidenten  der  Society  of  Telegraph 

Engineers. 
HiBBH  Db.  C.  W.  S11KIK8,  London. 

Other  members  of  the  conference  have  given  their  adhesion  to 
our  Society  verbally.  Professor  Capanema,  the  Director-General 
of  Brazilian  Telegraphs,  has  also  signified  his  intention  to  join  as 
Foreign  member.  M.  Lendi,  the  Director-General  of  the  Swiss 
Telegraphs  and  chief  of  the  Bureau  International^  and  Professor 
Morse^  our  only  but  worthy  representative  of  the  United  States  of 
America,  had  idready  joined  the  Society,  but  will  have  to  be  trans- 
ferred to  the  list  of  Foreign  members,  a  privilege  which  may  be 
claimed  by  all  members  (English  or  Foreign)  residing  permanently 
abroad. 

Our  list  of  Foreign  members  will,  it  is  to  be  hoped,  include 
before  long  the  names  of  many  of  the  Inspectors-General  and 
engineers  of  the  Telegraphic  Government  administrations  of  the 
Continent,  several  of  the  Directors-General  having  promised,  if 
requested  to  do  so,  to  exert  their  influence  with  the  gentlemen  of 
their  sta£Es. 

The  idea  of  an  International  Society,  or  indeed  of  a  practically 
useful  Society  of  Telegraph  Engineers,  could  not  be  realised  with- 
out the  publication  of  carefully  edited  transactions  comprising  not 
only  the  subject-matter  of  papers  that  may  be  brought  before  us 
from  time  to  time,  but  of  all  matters  of  scientific  or  technical 
•interest  relative  to  Telegraphy  that  can  be  brought  together. 

Such  transactions  will  be  of  great  practical  value  to  eveiy 
Telegraph  Engineer  or  Administrator,  wherever  he  may  be  placed, 
being  a  reliable  source  of  information  for  his  guidance  regarding 
authenticated  progress  in  telegraphic  science.  Hereafter,  they 
will  form  a  valuable  historic  record.  There  is  no  lack  of  talent 
amongst  our  members  for  the  accomplishment  of  so  important  an 
object,  and  it  is  to  be  hoped  that  the  interest  taken  in  the  Society 
by  its  members  will  be  sufficient  for  its  accomplishment. 

London  is  unquestionably  the  proper  seat  for  such  a  Society^ 


74    THE   ADDRESSES,   LECTURES,    ETC.,    OF 

because  it  is  the  principal  centre  of  the  telegraphic  enterprise  of 
the  worlds  and  musters  consequently  the  greatest  number  of 
Telegraph  Engineers.  It  is  a  remarkable  fact  that  the  manu- 
facture of  insulated  wire»  and  of  submarme  cables,  is  almost 
entirely  confined  to  the  banks  of  the  Thames.  London  also  is 
very  accessible,  and  is  actually  visited  more  than  any  other  capital 
by  the  engineers  and  the  enterprising  of  all  nations. 

A  serious  difficulty  in  the  way  of  giving  to  our  proceedings  an 
international  character,  will  arise,  no  doubt,  through  the  diversity 
of  languages  dividing  different  nations.  Many  foreign  engineers 
understand  the  English  language,  but  others  do  not,  and  we  could 
hardly  expect  their  accession  to  our  number  unless  we  offered  them 
our  proceedings  either  in  their  own  language,  or  at  least  in  another 
language  besides  English,  which  they  may  understand.  It  may 
safely  be  assumed  that  every  educated  person  throughout  the 
civilised  world  speaks  either  French,  Oerman,  or  English,  and  it 
does  not  appear  to  me  improbable  that  the  time  may  come  when 
we  shall  publish  our  proceedings  in  those  three  languages.  The 
only  condition  necessary  for  such  a  course  would  be  a  sufficient 
accession  of  foreign  members  to  warrant  the  expense  of  translation 
and  printing. 

The  expense  of  publishing  a  complete  record  of  Telegraphic 
progress  will  certainly  exceed  the  limits  of  our  subscriptions,  and 
it  is  proposed  to  establish  a  publishing  fund,  by  voluntary 
donations  and  subscriptions,  which  it  is  hoped  will  be  favourably 
received.  We  shall  in  this  respect  only  follow  the  example  set  us 
by  the  Chemical  Society,  who  have  thus  succeeded  in  producing 
the  most  valuable  record  of  chemical  progress. 

History  teaches  us  how  to  read  the  events  of  the  present  day 
and  what  we  may  reasonably  look  forward  to  even  in  the  fiiture ; 
let  us  therefore  review  shortly  in  our  minds  the  remarkable  history 
of  the  Electric  Telegraph,  in  order  that  we  may  be  better  prepared 
to  deal  with  questions  of  immediate  interest. 

A  generation  has  hardly  passed  away  since  the  remarkable  dis* 
coveries  of  Oersted,  Ampere,  Faraday,  and  Weber,  which  laid  the 
foundation  of  the  electro-magnetic  telegraph.  The  names  of 
Bteinheil,  Schilling,  Ronalds,  Wheatstone,  Cooke,  and  Morse, 
furnish  us  with  striking  illustrations  of  the  readiness  with  which 
the  thinking  men  of  dififerent  nations  turn  scientific  discovery  to 


SIR    WILLIAM   SIEMENS,    F.R.S.  75 

practical  use.  While  these  pioneers  in  the  field  of  telegraphic 
progress  were  still  contending  against  practical  difficulties,  other 
earnest  labourers  entered  the  same  field,  amongst  whom  Werner. 
Siemens,  Bain,  and  Breguet  should  not  pass  nnmentioned  here. 
But  so  rapid  has  been  the  progress  of  our  branch  of  science,  that« 
while  I  am  obliged  to  speak  of  these  men  as  belonging  to  our 
early  history,  they  are  still,  almost  without  exception,  living^ 
amongst  us  in  full  enjoyment  of  their  faculties,  and,  I  am  happy 
to  add,  members  of  our  new  Society.  They  have  the  rare  satis« 
faction  to  see  their  early  day-dreams  carried  out  upon  so  vast  a 
scale  that  there  is  to-day  hardly  a  country,  however  remote,  that 
is  not  within  a  few  minutes',  or  at  all  events  a  few  hours'  call  from 
every  central  point  of  the  civilised  world,  that  diplomatic  con- 
ferences have  to  be  held  to  regulate  intem'ational  telegraphy,  and 
that  a  proposal  is  seriously  entertained  by  the  leading  powers  of 
the  earth  to  place  telegraphic  property  upon  the  highest,  I  may 
almost  say  a  sacred  basis,  by  declaring  it  inviolable  in  case  of  war. 
The  electric  telegraph  has  indeed  attained  to  the  dignity  of  a 
commercial,  a  social,  and  an  international  institution  of  the 
highest  importance  ;  it  is  a  civiliser  of  the  first  magnitude,  and 
we  may  well  be  proud  to  meet  here  together  in  furtherance  of  such 
a  cause. 

You  will  pardon  me  if  I  abstain  from  making  special  reference 
to  the  numerous  claims  to  recognition  of  the  fellow-labourers  of 
the  present  day  whom  I  am  now  addressing ;  they  are  well  known 
within  our  own  circle  and  to  the  public  at  large,  but  neither  my 
ability  nor  the  time  at  my  command  would  suffice  for  such  a  task. 
I  will  only  endeavour,  before  concluding  this  Address,  to  summarize 
the  subject-matters  which,  judging  from  my  experience,  should 
engage  our  principal  attention. 

Problems  of  pure  electrical  science  meet  the  telegraph  engineer 
at  every  turn,  the  methods  of  testing  insulated  wire,  of  deter- 
mining the  position  of  a  fault  in  a  submarine  cable  under  various 
circumstances,  or  of  combining  instruments  so  as  to  produce  re- 
corded messages  by  the  mere  fluctuation  of  electrical  tension  in  a 
long  submarine  conductor,  are  problems  worthy  of  the  most  profound 
physicist  and  mathematician.  On  the  other  hand,  there  is  hardly 
a  problem  in  electrical  science  that  is  not  of  practical  interest  to 
the  Telegraph  Engineer  ;  and,  considering  that  electricity  is  not 
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represented  at  present  by  a  separate  learned  society,  ranking  with 
the  Chemical  or  Astronomical  Societies,  I  am  of  opinion  that  we 
should  not  exclude  from  oar  subjects  questions  of  purely  electrical 
science.  The  phenomena  of  electrification  and  polarisation,  of 
specific  induction  and  conduction,  the  laws  regulating  the  electrical 
wave,  the  influences  of  rise  of  temperature  on  conduction  or  the 
potential  force  residing  in  a  coil  of  wire  of  a  given  form,  when 
traversed  by  a  current,  involve  questions  belonging  just  as  much 
to  pure  physical  science  as  to  the  daily  practice  of  the  Tel^raph 
Engineer,  and  would  at  any  rate  be  inseparable  ii'om  oar  proceed- 
ings. Next  in  order  come  questions  of  selection  of  materials  for 
conduction  or  insulation,  of  apparatus  for  the  best  utilisation  of 
feeble  currents,  of  apparatus  for  producing,  alternating,  and  direct- 
ing electrical  currents, 'which,  although  still  intimately  connected 
with  physical  science,  call  into  play  considerations  of  mechanical 
combinations.  This  brings  us  to  questions  of  purely  mechanical 
import,  such  as  the  mechanical  construction  of  instruments  for 
recording  or  printing  messages,  of  protecting  and  supporting  in- 
sulated conductors  by  sea  or  land,  or  of  constructing  machinery 
for  the  manufiM)ture,  the  laying,  and  the  repairing  of  submarine 
cables. 

These  questions  again  lead  up  to  the  more  general  cues  of 
transport  of  materials  through  difficult  and  inhospitable  countries, 
of  navigation,  of  investigations  into  the  depth  and  the  nature  of  the 
bottom  of  seas,  into  the  nature  and  efifect  of  sea  currents,  and  so 
forth,  all  of  which  belong,  under  certain  aspects  at  least,  to  the 
province  of  the  Telegraph  Engineer. 

I  would  go  further,  and  include  even  statistical  information 
respecting  the  nature  and  growth  of  telegraphic  correspondence, 
without  which  it  is  impossible  to  adapt  the  construction  of  lines 
and  of  working  instruments  to  the  requirements  of  particular  cases. 
The  invention  of  a  telegraphic  instrument,  for  instance,  is  only  of 
practical  value  if  it  is  suited  to  the  circumstances  of  the  particular 
traffic  for  which  it  is  intended,  and  to  the  electrical  condition  of 
the  lines  which  it  is  proposed  to  work,  and  when  the  early  pioneers 
of  telegraphic  progress  elaborated  ingenious  instruments  for  send- 
ing and  recording  messages  automatically  or  for  printing  them  in 
Eoman  type,  they  invariably  failed,  because  the  then  existing  lines 
were  insufficient  in  every  way  for  such  refinement,  and  the  simple 
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needle  instrument  seemed  to  suffice  for  all  practical  purposes.  It 
was  only  when  the  exigencies  of  the  traffic  demanded  a  change, 
that  instruments  of  this  nature  proved  to  be  valuable  inventions. 

In  like  manner  the  long  underground  lines  that  were  established 
on  the  Continent  at  an  early  date  had  to  give  way  to  suspended 
line-wire,  whereas  the  present  practice  and  necessities  undoubtedly 
tend  toward  a  reversion  to  the  former,  as  being  less  liable  to  in- 
terruption by  accident  or  by  atmospheric  influences,  and  because 
an  unlimited  number  of  underground  wires  may  be  established 
between  any  two  stations  without  encumbering  the  public  thorough- 
fares. The  best  mode  of  insulating  and  protecting  these  under- 
ground wires  with  a  view  to  reducing  the  inductive  influence  of 
the  one  upon  the  other,  and  of  facilitating  access  to  the  one, 
for  the  purposes  of  repairs,  without  disturbing  the  others,  are 
questions^of  practical  interest  for  the  present  day. 

The  £lectric  Telegraph  is  applicable  with  the  greatest  positive 
advantage  for  the  intercommunication  between  two  points  a  great 
distance  apart ;  through  its  agency  New  York  and  Calcutta  are  as 
near  to  us  in  point  of  time  as  are  the  suburbs  of  our  metropolis 
ftom  one  another.  It  is  probable  indeed  that  in  telegraphing  from 
one  suburb  to  another  the  message  has  to  be  oftener  retransmitted 
than  in  going  from  the  City  of  London  to  India  or  America, 
because  a  direct  transmission  from  any  one  part  of  London  to 
another  would  involve  almost  an  infinite  number  of  line-wires  in 
all  directions.  Por  this  reason  there  must  be  a  limit  to  the  ap- 
plicability of  the  Electric  Telegraph  in  populous  districts,  and  it 
behoves  us  to  examine  whether  another  agent  may  not  be  preferable 
in  dealing  with  a  traffic  of  this  description.  The  pneumatic  tube 
seems  to  be  well  adapted  to  these  circumstances,  and  having  been 
first  applied  for  short  distances  by  Latimer  Clark,  and  subsequently 
modified  and  extended  by  others,  it  will  fall  within  the  province 
of  our  Society  to  examine  fully  into  this  and  kindred  methods  that 
may  be  devised  for  effecting  rapid  interchange  of  intelligence  in 
towns. 

The  questions  of  field  telegraphs  and  torpedo  connections  are 
other  branches  of  inquiry  to  which  we  shall  have  to  give  our  at- 
tention, and  to  these  may  be  added  the  art  of  combining  secret 
codes  and  semaphore  signals. 

These  remarks  may  suffice  to  show  how  great  is  the  field  for  our 
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activity^  and  how  much  remains  to  be  accomplished  notwithstand- 
ing the  extraordinary  progress  of  which  we  are  apt  to  boast 

.  I  am  happy  to  state  that  papers  on  several  of  these  subjects  have 
akeady  been  promised  by  leading  members  of  our  body. 

Before  concluding  I  have  to  ask  you  in  the  name  of  your 
Council  to  give  your  'posi-faotum  approval  to  several  of  our  acts 
which  sbrictly  speaking  should  have  been  submitted  to  you  for 
approval  beforehand.  We  have  taken  upon  ourselves  to  elect, 
without  ballot,  several  distinguished  men  who  had  not  joined  our 
Society  on  the  outset ;  we  have  admitted  Foreign  members  upon 
terms  different  from  those  originally  laid  down  for  general  member- 
ship ;  and  we  have  postponed  this  opening  meeting  from  the  month 
of  November,  which  was  the  time  originally  fixed  upon,  till  the  end 
of  February.  We  may  plead  in  excuse  that  we  have  been  guided 
in  these  matters  iK)lely  by  the  desire  to  give  stability  to  our  enter- 
prise, by  collecting  in  the  first  place  the  elements  necessary  for  its 
success. 

I  consider  it  a  most  fortunate  circumstance  for  our  Society  that 
through  the  liberality  of  the  Council  of  the  Institution  of  Civil 
Engineers  we  are  enabled  to  hold  our  first  meetings  in  these  com- 
modious rooms,  under  the  roof  of  the  parent  Institution  of 
Engineers,  and  with  their  good  wishes  to  cheer  us  on  our  way. 
May  our  success  justify  their  liberality,  and  may  we  all  have  reason 
hereafter  to  feel  that  we  have  accomplished  a  useful  task  in  con- 
tributing towards  the  formation  of  the  Society  of  Telegraph 
Engineers. 


SIR    WILLIAM  SIEMENS,    F.R.S,  79 


ADDRESS 

Of  C.  William  Siemens,  Esq.,  D.C.L.,  P.R.S., 
President   of  the   Institution   of  Mechanical   Engineers, 

Delivered  at  Liverjpool,  on  Tuesday,  ZOth  July^  1872. 

The  President,*  in  opening  the  proceedings,  said  there  were 
two  important  snbjects  that  had  occupied  the  consideration  of  the 
Council  for  some  time  past,  to  which  he  had  now  to  draw  the 
attention  of  the  members. 

The  first  was  the  question  of  holding  one  of  the  meetings  of  the 
Institution  annually  in  London.  The  wish  having  been  expressed 
by  several  of  the  members  that  a  meeting  should  be  held  in  London 
once  a  year,  the  Council  had  considered  the  question  carefully,  and 
had  come  to  the  conclusion  that  it  was  desirable  for  a  trial  of  such 
a  meeting  to  be  held  next  year,  and  the  time  most  suitable  for  the 
convenience  and  advantage  of  the  members  was  considered  to  be 
in  the  spring.  As,  however,  the  present  rules  contained  no  pro- 
vision for  holding  such  a  meeting,  it  would  be  necessary  for  them 
to  be  altered  for  the  purpose ;  and  notice  would  accordingly  be 
given  at  the  next  meeting  for  enabling  the  requisite  alteration  to 
be  made  at  the  anniversary  meeting  in  January,  that  being 
the  only  meeting  at  which  an  alteration  of  the  rules  could  be 
effected. 

The  second  question  had  regard  to  the  house  of  the  Institution. 
The  present  accommodation  had  now  become  very  insufScient, 
and  the  ordinary  meetings  of  the  Institution  had  to  be  held  in  a 
room  kindly  lent  for  the  purpose.  It  had  long  been  felt  a  matter 
of  considerable  importance  and  desirability  to  have  a  suitable 
house  for  the  Institution,  as  soon  as  the  funds  were  sufficient  to 
warrant  such  a  step ;  and  the  financial  position  was  now  very 
flourishing,  the  funds  of  the  Institution  amounting  already  to 
about  £8,000,  while  the  annual  income  exceeded  the  present  ex- 

*  Sxoeipt  Minates  of  Prooeedings  of  the  Institution  of  Mechanical  Engineera, 
1872,  pp.  120-124. 
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penditure  by  more  than  £700.  The  Council  considered  therefore 
that  the  time  had  arrived  when^  if  approved  by  the  members,  steps 
might  be  taken  for  erecting  a  suitable  building.  Preliminary 
inquiries  had  been  made  respecting  a  site  in  the  neighbourhood  of 
the  present  house  of  the  Institution,  and  one  which  appeared 
eligible  having  been  offered,  an  approximate  plan  and  estimate  had 
been  prepared  by  the  officers  for  a  building  sufficient  for  the  present 
requirements,  the  amount  arrived  at  being  about  £12,000.  This 
expenditure  would  exceed  the  actual  balance  in  hand  by  about 
£4,000,  but  it  was  thought  that  to  this  limited  extent  the  surplus 
income  might  be  anticipated.  It  had  been  considered  desirable 
to  take  this  early  opportunity  of  giving  the  members  information 
regarding  this  important  question  ;  but  formal  notice  was  proposed 
to  be  given  at  the  next  meeting  of  its  being  brought  forwaid  for 
discussion  at  the  anniversary  meeting  in  January  next 

The  President  further  announced  that  a  cordial  invitation  had 
been  received  from  the  Royal  Cornwall  Polytechnic  Society  to 
hold  the  annual  meeting  of  the  Institution  next  smnmer  in 
Cornwall ;  and  the  Council  of  the  Institution  had  accepted  the 
invitation,  considering  it  a  very  desirable  one,  as  Cornwall  was  a 
district  which  had  not  been  visited  before,  and  presented  so  many 
objects  of  interest  for  the  members  of  the  Institution. 

He  stated  also  that  a  letter  had  been  received  from  the  Royal 
Commission  of  the  International  Exhibition  to  be  held  in  Vienna 
next  year,  inviting  the  members  of  the  Institution  to  aid  in  pro- 
jmoting  a  complete  representation  of  British  machinery  on  that 
occasion  ;  and  he  had  much  pleasure  in  commending  the  subject 
to  their  attention,  and  hoped  all  the  members  who  were  able  would 
^assist  in  furthering  this  object. 

The  President  continued  as  follows : — 

In  consequence  of  the  very  courteous  invitation  which  our  In-: 
stitution  received  last  year,  we  are  now  assembled  in  this  great 
town  of  Liverpool,  to  discuss  with  our  Lancashire  brethren  ques- 
tions of  considerable  scientific  and  practical  interest.  Considering 
that  only  two  years  have  elapsed  since  Liverpool  opened  its 
spacious  halls  to  the  British  Association,  the  invitation  given  to 
our  Institution  to  hold  here  our  general  meeting  for  the  current 
year  speaks  well  for  the  scientific  interest  astir  in  this  community. 


5//?    WILLIAM  SIEMENS,    F.R,S.  8 1 

which  is  remarkable  alike  for  its  commercial  and  engineering 
interests. 

It  behoves  me  also  to  congratulate  the  Institution  on  the  very 
able  and  appropriate  papers  which  have  been  prepared  for  this  oc- 
casion,  and  to  call  attention  to  the  importance  attaching  to  them, 
in  order  that  we  may  be  prepared  for  their  discussion.  Foremost 
on  the  list  we  find  a  paper  "  On  the  progress  effected  in  Economy 
of  Fuel  in  Steam  Navigation  "  by  a  member  of  our  body  well 
known  to  us  for  his  power  of  grasping  a  subject  with  a  view  to 
bringing  out  in  relief  its  salient  points.  This  forms  an  important 
branch  of  the  general  subject  of  saving  fuel,  which  in  the  presence 
of  ever-increasing  demand  and  of  failing  supply  is  rapidly  rising 
into  a  question  of  the  utmost  national  importance.  The  annual  coal 
production  in  Great  Britain  amounts  at  present  to  120  millions  of 
tons,  which,  if  taken  at  10s.  per  ton  of  coal  delivered,  represents  a 
money  value  of  £60,000,000.  It  would  not  be  difficult  to  prove 
that  in  almost  all  the  uses  of  fuel,  whether  for  the  production  of  force, 
for  the  smelting  and  re-heating  of  iron,  steel,  copper,  and  other 
metals,  or  for  domestic  purposes,  fully  one-half  of  the  enormous 
consumption  might  be  saved  by  the  general  adoption  of  improved 
appliances,  which  are  within  the  range  of  our  actual  knowledge, 
without  entering  the  domain  of  purely  theoretical  speculation ; 
the  latter,  indeed,  would  lead  to  the  expectation  of  accomplishing 
our  ends  with  only  one-eighth  or  one-tenth  part  of  the  actual  ex- 
penditure, as  may  readily  be  seen  from  the  following  figures.  One 
pound  of  ordinary  coal  develops  in  its  combustion  12,000  (Fahr.) 
units  of  heat,  which  in  their  turn  represent  12,000  x  772  = 
9,264,000  ft.  lbs.  or  units  of  force,  and  these  represent  a  con- 
sumption of  barely  \  lb.  of  coal  per  indicated  horse-power  per 
hour;  whereas  few  engines  produced  an  indicated  horse-power 
with  less  than  ten  times  that  expenditure,  or  say  2^  lbs.  of  coal. 
Again,  the  heat  required  to  raise  a  ton  of  iron  to  the  welding 
point  of  say  2,800**  Fahr.  requires  2240  x  2800  x  0-13   (specific 

heat)  =  815,360  units  of  heat,  which  are  producible  by    ^~J^ 

=  68  lbs.  of  coal ;  whereas  the  ordinary  heating  furnace  consumes 

more  than  ten  times  that  amount. 

Taking  account,  however,  of  a  saving  of  only  50  per  cent,  in  the 

actual  average  expenditure,  we  arrive  at  an  annual  money  saving 
VOL.  III.  a 
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of  £30,000,000  per  annum,  a  sum  equal  to  nearly  one-half  the 
national  income.  Nor  does  this  enormous  amount  of  waste  indicate 
all  the  advantages  that  might  be  realised  by  strict  attention  to 
appliances  for  saving  fuel,  which  are,  generally  speaking,  also 
appliances  for  improving  the  quality  of  the  work  produced  ;  in  a 
national  point  of  view  it  is  of  great  importance  that  our  coal 
deposits  should  be  made  to  last  as  long  as  possible  ;  and  regarding 
public  health  and  comfort,  the  smoke  nuisance  is  the  bane  of  our 
towns  and  the  chief  source  of  our  discomfort  in  travelling  by 
steamboat  or  railway,  yet  smoke  emission  is  only  another  name  for 
waste  of  fuel,  smoke  being  nothing  more  or  less  than  unconsumed 
coal.  I  am  ready  to  admit,  however,  that  the  introduction  of  all 
coal-saving  appliances  involves  a  considerable  expenditure,  an  ex- 
penditure which  has  to  be  conducted  carefully,  under  the  guidance 
of  the  mechanical  engineer,  but  which,  if  properly  directed,  yields 
immediate  and  very  ample  returns. 

In  reverting  to  the  important  branch  of  the  general  subject 
which  will  be  prominently  brought  before  us,  we  shall  find  tha( 
our  best  marine  engines  consume  to-day  rather  less  than  one-half 
the  amount  of  fuel  which  was  thought  practically  indispensable 
nine  years  ago,  when  our  former  meeting  was  held  in  Liverpool, 
showing  that  one  section  of  our  fraternity  have  at  any  rate  not 
been  idle  in  the  interim.  If  nine  years  hence  my  successor  in  this 
chair  be  able  to  announce  a  similar  step  in  advance,  which  may 
be  looked  for,  I  rather  think,  in  the  mode  of  producing  the  steam 
than  in  extending  its  expansive  action  to  a  still  greater  degree,  we 
shall  have  the  satisfaction  of  knowing  that  our  further  discussions 
of  the  subject  have  not  resulted  in  "  lost  energy." 

Another  kindred  paper  on  our  list  deals  with  the  economic 
getting  of  coal  and  recommends  the  substitution  of  a  well- 
ponsidered  mechanical  process  instead  of  human  labour  with  the 
pick,  which  latter  constitutes  in  my  opinion  a  reproach  to  our  age 
of  professed  humanity  and  mechanical  resource,  forming  as  it  does 
part  of  a  system  of  coal-getting  that  is  susceptible  of  great  im- 
provements  which  will  tend  to  cheapen  production  and  to  ensure 
increased  safety  and  comfort  to  the  men. 

Another  paper  deals  with  interesting  applications  of  hydraulic 
force  to  the  working  of  shop  tools,  being  a  branch  of  the  same  im- 
portant question  of  the  subetitntion  of  machine  for  hand  labour, 
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which  Commands  onr  special  interest  at  the  present  time  when  the 
available  labour  of  the  country  does  not  nearly  suffice  for  its 
requirements. 

In  addition  to  these  we  shall  have  a  paper  on  Buchholz's  system 
of  decorticating  grain,  which  is  interesting  as  involving  a  new 
process  of  separating  the  flour  from  the  grain  ;  of  this  process  we 
shall  have  an  opportunity  of  judging  by  seeing  it  in  actual  opera- 
tion. On  a  late  occasion  a  plan  was  brought  before  us  for  break- 
ing up  the  grain  by  dashing  it  against  the  rapidly  revolving 
beaters  of  Carres  disintegrator ;  whereas  according  to  Buchholz's 
plan  it  is  ripped  open,  and  the  flour  scraped  off  the  bran  by  a 
succession  of  pairs  of  fluted  steel  cylinders  driven  at  differential 
speeds.  Without  wishing  to  express  an  opinion  in  favour  of  the 
one  method  or  the  other,  it  appears  to  me  likely  that  the  rational 
principles  of  action  involved  in  each  must  ultimately  triumph,  and 
that  the  millstone — a  contrivance  represented  on  Egyptian  monu- 
ments and  mentioned  in  the  earliest  historical  records,  which  has 
continued  to  prepare  for  us  our  staff  of  life  up  to  the  present  day — 
may  be  arrested  in  its  meritorious  course  in  obedience  to  the  just 
but  harsh  decrees  of  the  most  uncompromising  of  beings,  the 
mechanical  engineer  of  the  present  day. 

It  is  not  my  intention  to  take  up  the  time  of  the  meeting  by  a 
lengthy  address  ;  enough  has  been  said  to  illustrate  the  importance 
and  variety  of  the  subjects  brought  before  us  for  our  information 
and  discussion. 


EEMAEKS   ON   PROPBSSOE   W.   J.   M.    RANKINE. 

The  Presidbnt*  (Mr.  C.  W.  Siemens)  said,  amongst  the 
names  of  members  deceased  which  had  been  announced  in  the 
Beport  of  the  Council  just  read,  occurs  one  of  such  importance 
that  I  cannot  proceed  to  the  further  business  of  this  meeting 
without  giving  expression  to  my  own  appreciation,  and  I  am 
sure  yours  also,  of  the  high  merit  attaching  to  that  name,  and  of 
the  loss  we  have  sustained ;  I  allude  to  Professor  Bankine. 

*  Excerpt  Minutes  of  Frooeedings  of  the  Institution  of  Mechanical  Bngineers, 
1378,  p.  22. 

02        .. 
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Althoagh  a  man  of  scienoe  of  the  highest  order,  Rankine  was 
professedly  and  essentially  a  mechanical  engineer.  His  deep 
researches  into  the  constitution  of  matter  in  the  three  aggregate 
conditions  of  solids,  fluids,  and  gases,  are  of  a  strictly  mechanical 
nature,  involving  as  they  do  the  mechanical  laws  according  to 
which  the  particles  are  moved  by  heat,  which  is  the  greatest 
potential  force  in  nature,  essential  alike  to  the  constitution  and  to 
the  outward  motion  of  matter.  The  very  numerous  published 
investigations  by  Professor  Rankine  prove,  more  than  words  can 
convey,  the  breadth,  energy,  and  profundity  of  his  mind ;  his 
manuals  on  engineering  science  will  ever  be  regarded  as  standard 
works,  teeming  wibh  sound  information  for  the  student  who  is  not 
deterred  by  the  rather  formidable  array  of  mathematical  expressions 
with  which  they  are  somewhat  overcharged.  As  a  consulting 
engineer,  Bankine's  advice  was  sought  on  many  important  ques- 
tions where  exact  appreciation  of  mechanical  principles  was  in- 
volved. He  leaves  no  great  actual  works  executed  by  himself, 
because  his  mind  was  less  remarkable  for  inventive  faculty  or 
practical  resource  than  for  power  of  working  out  the  true  balance 
between  cause  and  effect  when  presented  to  him  in  the  form  of  a 
problem.  All  who  knew  Professor  Rankine  intimately  will  bear 
testimony  to  his  moral  rectitude,  his  genial  nature,  his  kind- 
heartedness,  and  the  filial  affection  with  which  he  clung  to  his 
aged  parents,  whom  he  survived  only  a  few  years.  His  profound 
knowledge  of  the  mechanical  nature  of  things  did  not  prevent  him 
from  appreciating  also  the  poetry  of  nature  ;  he  was  a  thorough 
musician,  and  could  compose  a  humorous  song,  including  the 
words,  and  sing  it  himself  in  a  genial  and  unaffected  manner. 
Whoever  heard  him  sing  his  "three-foot  rule  "  or  his  railway  song 
will  not  easily  forget  the  pleasing  effect  produced.  Having  been 
on  terms  of  intimacy  with  the  deceased,  I  may  be  excused  for 
speaking  of  his  personal  as  well  as  his  scientific  merits,  the  com- 
biiiation  of  both  being  necessary  in  order  to  produce  the  truly  great 
man  that  he  undoubtedly  was.  His  death  is  keenly  felt  by  his 
friends,  by  the  University  in  which  he,  the  worthy  successor  of 
Professor  Lewis  Gordon,  had  filled  the  chair  of  civil  engineering 
for  seventeen  years,  and  by  the  world  of  science  at  large.  We, 
the  members  of  the  Institution  of  Mechanical  Engineers,  deplore 
the  loss  in  him  of  one  of  our  most  enlightened  and  important 
members. 
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ON    FUEL. 

A  Lecture  delivered  to  the  Operative  Classes  at  Bradford  on  hehalfof 
(he  British  Associatioriy  20th  September^  1878. 

By  C.  William  Siemens,  D.C.L.,  P.R.8.,  C.E. 

In  accepting  the  invitation  of  the  Conncil  of  the  British 
Association  to  deliver  an  address  to  the  operative  classes  of  this 
great  industrial  district,  I  felt  that  I  was  undertaking  no  easy 
task.  Having  to  speak  on  behalf  of  the  Association,  and  in  the 
presence  of  many  of  its  most  distinguished  members,  I  am  bound 
to  treat  my  subject  scientifically,  but  I  have  to  bear  in  mind  at 
the  same  time  that  I  am  addressing  myself  to  men  unquestionably 
of  good  intelligence,  but  without  that  scientific  training  which  has 
almost  created  a  language  of  its  own. 

It  is  no  consolation  for  me  to  think,  that  those  who  have  taken 
a  similar  task  upon  themselves  in  former  years,  have  admirably 
succeeded  in  divesting  highly  scientific  subjects  of  the  formalism 
in  which  they  are  habitually  clothed.  The  very  names  of  these 
men — Tyndall,  Huxley,  Miller,  Lubbock,  and  Spottiswoode — are 
such  as  to  preclude  in  me  all  idea  of  rivalry,  but  I  hope  to  profit 
by  their  example,  and  to  remember  that  truth  must  always  be 
simple,  and  that  it  is  only  where  knowledge  is  imperfect  that 
scientific  formulae  must  take  the  place  of  plain  statements. 

The  subject  matter  of  my  discourse  is  "  Fuel ; "  a  matter  with 
which  every  one  of  us  has  become  familiarised  from  his  infancy, 
but  which  nevertheless  is  but  little  understood  even  by  those  who 
are  most  largely  interested  in  its  applications;  it  involves  con- 
siderations of  the  highest  i  priori  interest,  both  from  a  scientific 
and  a  practical  point  of  view. 

I  purpose  to  arrange  my  subject  under  five  principal  heads  :— 

1.  What  is  fuel? 

2.  Whence  is  fuel  derived  ? 
8.  How  should  fuel  be  used  ? 

4.  The  coal  question  of  the  day. 

0.  Wherein  consists  the  fuel  of  the  sun  ? 
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What  is  Fuel  ? 

Some  of  yon  may  have  already  said  within  yonrselveB  that  it  is 
bnt  wasted  time  to  enlarge  npon  such  a  theme,  since  all  know  that 
fuel  is  coal  drawn  from  the  earth,  from  deposits,  with  which  this 
country  especially  has  been  bountifully  supplied ;  why  disturb  our 
plain  understanding  by  scientific  definitions  which  will  neither 
reduce  the  cost  of  coal,  nor  make  it  last  longer  on  our  domestic 
hearth? 

Yet  I  must  claim  your  patience  for  a  little,  lest,  if  we  do  not 
first  agree  upon  the  essential  nature  of  fuel,  we  may  afterwards  be 
at  variance  in  discussing  its  origin  and  its  uses,  the  latter  at  any 
rate  being  of  practical  interest,  and  a  subject  worthy  of  your  most 
attentive  consideration. 

Fuel,  then,  in  the  ordinary  acceptation  of  the  term  is  carbona- 
ceous matter,  which  may  be  in  the  solid,  the  liquid,  or  in  the 
gaseous  condition,  and  which,  in  combining  with  oxygen,  gives 
rise  to  the  phenomenon  of  heat.  Commonly  speaking,  this 
development  of  heat  is  accompanied  by  flame,  because  the  sub- 
stance produced  in  combustion  is  gaseous.  In  burning  coal,  for 
instance,  on  a  fire-grate,  the  oxygen  of  the  atmosphere  enters  into 
combination  wibh  the  solid  carbon  of  the  coal  and  produces  car- 
bonic acid,  a  gas  which  enters  the  atmosphere,  of  which  it  forms  a 
necessary  constituent,  since  without  it,  the  growth  of  trees  and 
other  plants  would  be  impossible.  But  combustion  is  not  neces- 
sarily accompanied  by  flame,  or  even  by  a  display  of  intense  heat. 
The  metal  magnesium  bums  with  a  great  display  of  light  and 
heat,  but  without  flame,  because  the  product  of  combustion  is  not 
a  gas  but  a  solid,  viz.  oxide  of  magnesium.  Again,  metallic  iron, 
if  in  a  finely  divided  state,  ignites  when  exposed  to  the  atmos- 
phere, giving  rise  to  the  phenomena  of  heat  and  light  without 
flame,  because  the  result  of  combustion  is  iron  oxide  or  rust ;  but 
the  same  iron,  if  presented  to  the  atmosphere — more  especially  to 
a  damp  atmosphere — in  a  solid  condition,  does  not  ignite,  but  is 
nevertheless  gradually  converted  into  metallic  oxide  or  rust  as 
before. 

Here,  then,  we  have  combination  without  the  phenomena  either 
of  flame  or  light ;  bnt  by  careful  experiment  we  should  find  that 
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heat  is  Devertheless  prodaced,  and  that  the  amount  of  heat  so 
prodaced  precisely  equals  that  obtained  more  rapidly  in  exposing 
pulverulent  iron  to  the  action  of  oxygen.  Only,  in  the  latter  case 
the  heat  is  developed  by  slow  degrees,  and  is  dispersed  as  soon  as 
produced,  whereas  in  the  former  the  rate  of  production  exceeds 
the  rate,  of  dispersion,  and  heat,  therefore,  accumulates  to  the 
extent  of  raising  the  mass  to  redness.  It  is  evident  from  these 
experiments  that  we  have  to  widen  our  conception,  and  call  fuel 
''  any  substance  which  is  capable  of  entering  into  combination  with 
another  substance,  and  in  so  doing  gives  rise  to  the  p?ienamenon  of 
heatr 

In  thus  defining  fuel,  it  might  appear  at  first  sight  that  we 
should  find  upon  our  earth  a  great  variety,  and  an  inexhaustible 
supply  of  substances  that  might  be  ranged  under  this  head ;  but  a 
closer  investigation  will  soon  reveal  the  fact,  that  its  supply  is, 
comparatively  speaking,  extremely  limited. 

Constituents  of  the  Earth. — In  looking  at  the  solid  crust  of  the 
earth,  we  find  it  to  be  composed  for  the  most  part  of  siliceous, 
calcareous,  and  magnesious  rock  ;  the  former,  sihca,  consisting  of 
the  metal  silicon  combined  with  oxygen,  is  not  ^el,  but  rather  a 
burnt  substance  which  has  parted  with  its  heat  of  combustion  ages 
ago  ;  the  second,  limestone,  being  carbonate  of  lime,  or  the  com- 
bination of  two  substances,  viz.,  calcic  oxide  and  carbonic  acid,  both 
of  which  are  essentially  products  of  combustion,  the  one  of  the 
metal  calcium,  and  the  other  of  carbon  ;  and  the  third,  magnesia, 
a  combination  of  oxygen  with  the  metal  magn^ium  (which  I  have 
just  burnt  before  you,)  and  which,  further  combined  with  lime, 
constitutes  dolomite  rock,  of  which  the  Alps  are  mainly  composed. 
All  the  commoner  metals,  such  as  iron,  zinc,  tin,  aluminium, 
sodium,  &c.,  we  find  in  nature  in  an  oxidized  or  burnt  condition  ; 
and  the  only  metallic  substances  that  have  resisted  the  intense 
oxidizing  action  that  must  have  prevailed  at  one  period  of  the 
earth's  creation  are  the  so-called  precious  metals,  gold,  platinum, 
iridium,  and  to  some  extent  also  silver  and  copper.  Excepting 
these,  coal  alone  presents  itself  as  carbon  and  hydrogen  in  an  un- 
oxidized  condition.  But  what  about  the  oceans  of  water,  which 
have  occasionally  been  cited  as  representing  a  vast  store  of  heat- 
producing  power  ready  for  our  use  when  coal  shall  be  exhausted  ? 
Not  many  months  ago,  indeed,  on  the  occasion  of  a  water  gas 
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company  being  f ormed^  statements  to  this  effect  could  be  seen  in 
some  of  our  leading  papers.  Nothing,  however,  could  be  more 
fallacious.  When  hydrogen  bums,  doubtless  a  great  development 
of  heat  ensues,  but  water  is  abready  the  result  of  this  combustion 
(which  took  place  upon  our  globe  before  the  ocean  was  formed), 
and  the  separation  of  these  two  substances  would  take  precisely 
the  same  amount  of  heat  as  was  originally  produced  in  their  com- 
bustion. It  will  thus  be  seen  that  both  the  solid  and  fluid  con- 
stituents of  our  earth,  with  the  exception  of  coal,  of  naphtha 
(which  is  a  mere  modification  of  coal),  and  the  precious  metals, 
are  products  of  combustion,  and  therefore  the  very  reverse  of  fuel. 
Our  earth  may  indeed  be  looked  upon  as  *'  a  hall  of  cinder y  rolling 
unceasingly  through  space,^^  but  happily  in  company  with  another 
celestial  body — the  sun, — ^whose  glorious  beams  are  the  physical 
cause  of  everything  that  moves  and  lives,  or  that  has  the  power 
within  itself  of  imparting  life,  or  motion  on  our  earth.  This 
invigorating  influence  is  made  perceptible  to  our  senses  in  the 
form  of  heat,  but  it  is  fair  to  ask,  what  is  heat,  that  it  should  be 
capable  of  coming  to  us  from  the  sun,  and  of  being  treasured  up 
in  our  fuel  deposits  both  below  and  on  the  surface  of  the  earth  ? 

Definition  of  Heat — If  this  inquiry  had  been  put  to  me  thirty 
years  ago,  I  should  have  been  much  perplexed.  By  reference  to 
books  on  Physical  Science,  I  should  have  learnt  that  heat  was  a 
subtle  fluid,  which  somehow  or  other,  had  taken  up  its  residence 
in  the  fuel,  and  which,  upon  the  ignition  of  the  latter,  was  sallying 
forth  either  to  vanish  or  to  abide  elsewhere ;  but  I  should  not 
have  been  able  to  associate  the  two  ideas  of  combustion  and 
development  of  heat  by  any  intelligible  principle  in  nature,  or  to 
suggest  any  process  by  which  it  could  have  been  derived  from  the 
8un  and  petrified,  or,  as  the  empty  phrase  ran,  rendered  latent  in 
the  f  ueL 

It  is  by  the  labours  of  Mayer,  Joule,  and  other  modern  physicists, 
that  we  are  enabled  to  give  to  heat  its  true  significance. 

Heat,  according  to  the  '^  dynamical  theory,^'  is  neither  more 
nor  less  than  motion  amongst  the  particles  of  the  substance 
heated,  which  motion,  when  once  produced,  may  be  changed  in 
its  direction  and  its  nature,  and  thus  be  converted  into  mechanic 
cal  effect,  expressible  in  foot  pounds,  or  horse  power.  By  intensi- 
fying this  motion  among  the  particles,  it  is  made  evident  to  our 
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Tisual  organ  by  the  emanation  of  light,  which  again  is  neither 
more  nor  less  than  vibratory  motion  Imparted  by  the  ignited 
substance  to  the  medium  separating  us  f^om  the  same.  According 
to  this  theory,  which  constitutes  one  of  the  most  important 
advances  in  science  of  the  present  century,  heat,  light,  electricity 
and  chemical  action  are  only  different  manifestations  of  "energy 
of  matter,"  mutually  convertible,  but  as  indestructible  as  matter 
itself. 

Forms  of  Energy. — Energy  exists  in  two  forms,  ^^  dynamic  "  or 
**  kinetic  energy, ^^  or  force  manifesting  itself  to  our  senses  as  weight 
in  motion,  as  sensible  heat  or  as  an  active  electrical  current ;  and 
^* potential  energy, ^'^  or  force  in  a  dormant  condition.  In  illustration 
of  these  two  forms  of  energy,  I  will  take  the  case  of  lifting  a  weight, 
say  one  pound  one  foot  high.  In  lifting  this  weight  kinetic,  mus- 
cular energy  has  to  be  exercised  in  overcoming  the  force  of  gravita- 
tion of  the  earth.  The  pound  weight  when  supported  at  the  higher 
level  to  which  it  has  been  raised,  represents  "  potential  energy  "  to 
the  amount  of  one  unit  or  "  foot  pound."  This  potential  energy 
may  be  utihsed,  in  imparting  motion  to  mechanism,  during  its 
descent,  whereby  a  unit  amount  of  "  "Work  "  is  accomplished.  A 
pound  of  carbon  then,  when  raised  through  the  space  of  one  foot 
from  the  earth,  represents,  mechanically  speaking,  a  unit  quantity 
of  energy,  but  the  same  pound  of  carbon  when  separated  or,  so  to 
speak,  lifted  away  from  oxygen,  to  which  it  has  a  very  powerful 
attraction,  is  capable  of  developing  no  less  than  11,000,000  foot 
pounds  or  unit  quantities  of  energy  whenever  the  bar  to  their 
combination,,  namely,  excessive  depression  of  temperature,  is  re- 
moved ;  in  other  words,  the  mechanical  energy  set  free  in  the 
combustion  of  one  pound  of  pure  carbon  is  the  same  as  would  be 
required  to  raise  11,000,000  *  pounds  weight  one  foot  high,  or  as 
would  sustain  the  work  which. we  call  a  horse  power  during 
5  hours  88  minutes.  We  thus  arrive  at  once  at  the  utmost  limit 
of  work  which  we  can  ever  hope  to  accomplish  by  the  combustion 
of  one  pound  of  carbonaceous  matter,  and  we  shall  presently  see 

*  In  burning  1  lb.  of  carbon  in  tbe  presence  of  free  oxygen,  carbonic  acid  ia 
produced  and  14,500  units  of  heat  (a  unit  of  heat  is  1  lb.  of  water  raised  through 
1**  Fahr.)  are  liberated.  Each  unit  of  heat  is  convertible  (as  proved  by  the  de- 
ductions of  Mayer  and  the  actual  measurements  of  Joule)  into  774  units  of  force 
or  mechanical  energy ;  hence  1  lb.  of  carbon  represents  really  14,500  x  774  = 
11,223,000  units  of  potential  energy. 
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how  far  we  are  still  removed  in  our  practice  from  this  limit  of 
perfection. 

The  following  illostrations  will  show  the  convertibility  of  the 
different  forms  of  energy.  If  I  let  the  weight  of  a  hammer 
descend  in  rapid  succession  npon  a  piece  of  iron  it  becomes  hot, 
and  on  beating  a  nail  thus  vigorously  and  skilfully  for  a  minute  it 
will  be  red  hot.  In  this  case  the  mechanical  force  developed  in 
the  arm  (by  the  expenditure  of  muscular  fibre)  is  converted  into 
heat.  Again,  in  rapidly  compressing  the  air  in  a  fire  syringe, 
ignition  of  a  piece  of  tinder  is  obtained.  Again,  in  passing  an 
electrical  current  through  the  platinum  wire  it  is  directly  converted 
into  heat,  which  is  manifested  by  ignition  of  the  wire,  whereas  the 
thermopile  gives  an  illustration  of  the  conversion  of  heat  into 
electricity  ;  to  which  illustrations  many  others  might  be  added. 
The  heat  of  combustion  being  the  result  of  the  chemical  com- 
bination of  two  substances,  does  it  not  follow  that  oxygen  is  a 
combustible  as  well  as  a  carbonaceous  substance  which  goes  by  the 
name  of  fuel  ?  This  is,  unquesbionably,  the  case,  and  if  our 
atmosphere  was  composed  of  a  carbonaceous  gas  we  should  have 
to  conduct  our  oxygi^n  through  tubes  and  send  it  out  through 
burners  to  supply  us  with  light  and  heat,  as  will  be  seen  by  the 
experiment  in  which  I  bum  a  jet  of  atmospheric  air  in  a  trans- 
parent globe  filled  with  common  lighting  gas  ;  but  we  could  not 
exist  under  such  inverted  conditions,  and  may  safely  strike  out 
oxygen  and  analogous  substances  such  as  chlorine  from  the  list  of 
fuels. 

We  now  approach  the  second  part  of  our  inquiry — 

Whence  is  Fuel  derived  ? 

The  rays  of  the  sun  represent  energy  in  the  form  of  heat  and 
light,  which  is  communicated  to  our  earth  through  the  transparent 
medium  which  must  necessarily  fill  the  space  between  us  and  our 
great  luminary.  If  these  rays  fall  upon  the  growing  plant,  their 
effect  disappears  from  direct  recognition  by  our  senses,  inasmuch 
as  the  leaf  does  not  become  heated  as  it  would  if  it  were  made  of 
iron  or  dead  wood,  but  we  find  a  chemical  result  aocompUshed, 
viz.,  carbonic  acid  gas,  which  has  been  absorbed  by  the  leaf  of  the 
tree  from  the  atmosphere,  is  there  ''dissociated,''  or  separated 
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into  its  elements  carbon  and  oxygen,  the  oxygen  being  returned  to 
the  atmosphere,  and  the  carbon  retained  to  form  the  solid  sabstance 
of  the  tree. 

Solur  Energy  in  Fml.-^ThQ  sun  thus  imparts  11,000,000  units 
of  energy  to  the  tree  for  the  formation  of  one  pound  of  carbon  in 
the  shape  of  woody  fibre,  and  these  11,000,000  units  of  energy 
will  be  simply  resuscitated  when  the  wood  is  burnt,  or  again 
combined  with  oxygen  to  form  carbonic  acid. 

Fuel,  then,  is  derived  through  solar  energy  acting  on  the  surface 
of  our  earth. 

But  what  about  the  stores  of  mineral  fuel,  of  coal,  which  we 
find  within  its  folds  ?  How  did  they  escape  the  general  combus- 
tion which,  as  we  have  seen,  has  consumed  all  other  elementary 
substances  ?  The  answer  is  a  simple  one.  These  deposits  of 
mineral  fuel  are  the  results  of  primeval  forests,  formed  in  the 
manner  of  to-day  through  the  agency  of  solar  rays,  and  covered 
over  with  earthy  matter  in  the  many  inundations  and  convulsions 
of  the  globe's  surface,  which  must  have  followed  the  early  solidifi- 
cation of  its  surface.  Thus  our  deposits  of  coal  may  be  looked 
upon  as  the  accumulation  of  potential  energy  derived  directly 
from  the  sun  in  former  ages,  or  as  George  Stephenson,  with  a 
sagacity  of  mind  in  advance  of  the  science  of  his  day,  answered, 
when  asked  what  was  the  ultimate  cause  of  motion  of  his  loco- 
motive engine,  "  that  it  went  by  the  bottled-up  rays  of  the  sun." 

It  follows  from  these  considerations  that  the  amount  of  potential 
energy  available  for  our  use  is  confined  to  our  deposits  of  coal, 
which,  as  appears  from  the  exhaustive  enquiries  lately  made  by 
the  Royal  Coal  Commission  are  still  large  indeed,  but  by  no  means 
inexhaustible,  if  we  bear  in  mind  that  our  requirements  will  be 
ever  on  the  increase  and  that  the  getting  of  coal  will  become  from 
year  to  year  more  difficult  as  we  descend  to  greater  depths.  To 
these  stores  must  be  reckoned  lignite  and  peat,  which,  although 
not  coal,  are  nevertheless  the  result  of  solar  energy,  attributable  to 
a  period  of  the  earth's  creation  subsequent  to  the  formation  of  the 
coal  beds,  but  anterior  to  our  own  days.  These  fuels  may  be  made 
as  efficient  as  coal  if  properly  treated. 

In  discussing  the  necessity  of  using  our  stores  of  fuel  more 
economicdly,  I  have  been  met  by  the  observation  that  we  need' 
not  be  anxious  about  leaving  fuel  for  our  descendants — that  the 
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huaian  mind  would  sorelj  invent  some  otber  source  of  power 
when  coal  should  be  exhausted,  and  that  such  a  source  would 
probably  be  discovered  in  electricity.  I  heard  such  a  suggestion 
publicly  made  only  a  few  weeks  back  at  a  meeting  of  the  Inter- 
national Jury  at  Vienna,  and  could  not  refrain  from  calling 
attention  to  the  fact  that  electricity  is  only  another  form  of 
energy,  that  could  no  more  be  created  by  man  than  heat  could, 
and  involved  the  same  recourse  to  our  accumulated  stores. 

If  our  stores  of  coal  were  to  ebb,  we  should  have  recourse,  no 
doubt,  to  the  force  radiating  from  the  sun  from  year  to  year,  and 
from  day  to  day  ;  and  it  may  be  as  well  for  us  to  consider  what 
is  the  extent  of  that  force,  and  what  are  our  means  of  gathering 
and  applying  it. 

Grawth  of  Plants, — We  have,  then,  in  the  first  place  the 
accumulation  of  solar  energy  upon  our  earth's  sur&ce  by  the 
decomposition  of  carbonic  acid  in  plants,  a  source  which  we  know 
by  experience  suffices  for  the  human  requirements  in  thinly 
populated  countries,  where  industry  has  taken  only  a  slight 
development.  Wherever  population  accumulates,  however,  the 
wood  of  the  forest  no  longer  suffices  even  for  domestic  require- 
ments, and  mineral  fuel  has  to  be  transported  from  great  distances. 

Water  Power. — The  sun's  rays  produce,  however,  other  effects 
besides  vegetation,  and  amongst  these,  that  of  evaporation  is  the 
most  important  as  a  source  of  available  power.  By  the  solar 
rays,  an  amount  of  heat  is  imparted  to  our  earth  that  would 
evaporate  yearly  a  layer  of  water  fourteen  feet  deep.  A  con* 
siderable  proportion  of  this  heat  is  actually  expended  in  evapo- 
rating sea  water,  producing  steam  or  vapour,  which  falls  back 
upon  the  entire  surface  of  both  land  and  sea  in  the  form  of  rain. 
The  portion  which  falls  upon  the  elevated  land  flows  back  towards 
the  sea  in  the  form  of  rivers,  and  in  its  descent  its  weight  may  be 
utilised  to  give  motion  to  machinery.  Water  power,  therefore,  is 
also  the  result  of  solar  energy,  and  an  elevated  lake  may  indeed 
be  looked  upon  as  fuel,  in  the  sense  of  its  being  a  weight  lifted 
above  the  sea  level  through  its  prior  expansion  into  steam. 

This  source  of  power  has  also  been  largely  resorted  to,  and 
might  be  utilised  to  a  still  greater  extent  in  mountainous 
countries ;  but  it  naturally  so  happens  that  the  great  centres  of, 
industry  are  in  the  plains,  where  the  means  of  transport  arc  easy. 
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and  the  total  amount  of  available  water-power  in  sach  districts  is 
extremely  limited. 

Wind  Power. — Another  result  of  solar  energy  are  the  winds, 
which  have  been  utilised  for  the  production  of  power.  This 
source  of  power  is^  indeed,  very  great  in  the  aggregate,  but  its 
application  is  attended  with  very  great  inconvenience.  It  is 
proverbial  that  there  is  noching  more  uncertain  than  the  wind, 
and  when  we  were  dependent  upon  windmills  for  the  production 
of  flour,  it  often  happened  that  whole  districts  were  without  that 
necessary  element  to  our  daily  existence.  Ships  also,  relying  upon 
the  wind  for  their  propulsion  through  the  sea,  are  often  becalmed 
for  weeks,  and  so  gradually  give  place  to  steam-power  on  account 
of  its  greater  certainty. 

Heat  by  Radiation, — ^It  has  been  suggested  of  late  years  to  utilise 
the  heat  of  th«  sun  by  the  accumulation  of  its  rays  into  a  focus  by 
means  of  gigantic  lenses,  and  to  establish  steam-boilers  in  such 
foci.  This  would  be  a  most  direct  utilisation  of  solar  energy,  but 
it  is  a  plan  which  would  hardly  recommend  itself  in  this  country, 
where  the  sun  is  but  rarely  seen,  and  which  even  in  a  country  like 
Spain  would  hardly  be  productive  of  useful,  practical  results. 

Tidal  Power. — There  is  one  more  natural  source  of  energy 
available  for  our  uses,  which  is  rather  cosmical  than  solar — ^viz., 
the  tidal  wave.  This  might  also  be  utilised  to  a  very  considerable 
extent  in  an  island  country,  facing  the  Atlantic  ocean,  like  this, 
but  its  utilisation  on  a  large  scale  is  connected  with  great  practical 
diiBculty  and  expenditure,  on  account  of  the  enormous  area  of 
tidal  basin  that  would  have  to  be  constructed. 

In  passing  in  review  these  various  sources  of  energy  which  are 
still  available  to  us,  after  we  have  run  through  our  accumulated 
capital  of  potential  energy  in  the  shape  of  coal,  it  will  have  struck 
you  that  none  of  them  would  at  all  supply  the  place  of  our 
willing  and  ever-ready  slave — the  steam  engine  ;  nor  would  they 
be  applicable  to  our  purposes  of  locomotion,  although  means  might 
possibly  be  invented  of  storing  and  carrying  potential  energy  in 
other  forms.  But  it  is  not  force  alone  that  we  require,  but  heat 
for  smelting  our  iron  and  other  metals,  and  the  accomplishment 
of  other  chemical  processes.  We  also  need  a  large  supply  for  our 
domestic  purposes.  It  is  true  that  with  an  abundant  supply  of 
mechanical  force  we  could  manufacture  heat,  and  thus  actually 
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accomplish  all  oar  parposes  of  smelting,  cooking,  and  heating, 
without  the  use  of  any  combustible  matter ;  bat  such  conversion 
would  be  attended  with  so  much  difficulty  and  expenditure  that 
one  cannot  conceive  human  prosperity  under  such  laborious  and 
artificial  conditions. 
We  come  now  to  the  question — 

How  SHOULD  Fuel  be  used  ? 

■   r 

I  propose  to  illustrate  this  by  three  examples  which  are  typica 
of  the  three  great  branches  of  consumption. 

a.  The  production  of  steam  power. 

b.  The  domestic  hearth. 

c.  The  metallurgical  furnace. 

Steam  Engine  Consumpiton. — I  have  represented  on  a 
diagram  two  steam  cylinders  of  the  same  interna]  dimensions,  the 
one  being  what  is  called  a  high  pressure  steam  cylinder,  provided 
with  the  ordinary  slide  valve  for  the  admission  of  steam  and  its 
subsequent  discharge  into  the  atmosphere,  and  the  other  so 
arranged  as  to  use  the  steam  expansively  (being  provided  with  the 
Corliss  variable  expansion  gear)  and  working  in  connection  with 
a  condenser.  I  have  also  shown  two  diagrams  of  the  steam 
pressures  at  each  part  of  the  stroke,  assuming  in  both  cases  the 
same  initial  steam  pressure  of  60  lbs.  per  square  inch  above  the 
atmospheric  pressure,  and  the  same  load  upon  the  engine.  They 
show  that  in  the  latter  case  the  same  amount  of  work  is  accom- 
plished by  filling  the  cylinder  roughly  speaking  up  to  one-third 
part  of  the  length  as  in  the  other  by  filling  it  entirely.  Here  we 
have  then  an  easy  and  feasible  plan  of  saving  two-thirds  of  the 
fuel  used  in  working  an  ordinary  high-pressure  engine,  and  yet 
probably  the  greater  number  of  the  engines  now  actually  at  work 
are  of  the  wasteful  type.  Nor  are  the  indications  of  theory  in 
this  case  (or  in  any  other  when  properly  interpreted)  disproved  by 
practice ;  on  the  contrary,  an  ordinary  non-expansive  non-con- 
densing engine  requires  conmionly  a  consumption  of  fi*om  10  to 
12  lbs.  per  horse-power  per  hour,  whereas  a  good  expansive  and 
condensing  engine  accomplishes  the.  same  amount  of  work  with 
2  lbs.  of  coal  per  hour,  the  reason  for  the  still  greater  economy 
being,  that  the  cylinder  of  the  good  engine  is  properly  protected 
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by  means  of  a  steam  jacket;  and  la<2^ging  against  loss  by  condensa- 
tion within  the  working  cylinaer,  and  that  more  care  is  generally 
bestowed  upon  the  boiler  and  the  parts  of  the  engine,  to  ensure 
their  proper  working  condition. 

A  striking  illustration  of  what  can  be  accomplished  in  a  short 
space  of  time  was  brought  to  light  by  the  Institute  of  Mechanical 
Engineers,  over  which  I  have  at  present  the  honour  to  preside. 
In  holding  their  annual  general  meeting  in  Liverpool  in  1868, 
they  instituted  a  careful  inquiry  into  the  consumption  of  coal  by 
the  best  engines  in  the  Atlantic  Steam  Service,  and  the  result 
showed  that  it  fell  in  no  case  below  4^  lbs.  per  indicated  horse- 
power per  hour.  Last  year  they  again  assembled  with  the  same 
object  in  view  in  Liverpool,  and  Mr.  Bramwell  produced  a  table 
showing  that  the  average  consumption  by  17  good  examples  of 
compound  expansive  engines  did  not  exceed  2\  lbs.  per  indicated 
horse-power  per  hour.  Mr.  E.  A.  Cowper  has  proved  a  consump- 
tion as  low  as  1^  lbs.  per  indicated  horse-power  per  hour  in  a 
compound  marine  engine,  constructed  by  him  with  an  intermediate 
superheating  vessel.  Nor  are  we  likely  to  stop  long  at  this  point 
of  comparative  perf^tion,  for  in  the  early  portion  of  my  address  I 
have  endeavoured  to  prove  that  theoretical  perfection  would  only 
be  attained  if  an  indicated  horse-power  were  produced  with  4-  lb, 
of  pure  carbon,  or  say  \  lb.  of  ordinary  steam  coal  per  hour. 

Here  then  we  have  two  distinct  margins  to  work  upon,  the  one 
up  to  the  limit  of  say  2  lbs.  of  coal  per  horse-power  per  hour, 
which  has  been  practically  reached  in  some  and  may  be  reached  in 
most  cases,  and  the  other  up  to  the  theoretical  limit  of  \  lb.  per 
horse-power  per  hour  which  can  never  be  absolutely  reached,  but 
which  inventive  power  may  and  will  enable  us  to  approach  I 

Domestic  Constunption, — The  wastefulness  of  the  domestic 
hearth  and  kitchen  fire  is  self-evident.  Here  only  the  heat 
radiated  from  the  fire  itself  is  utilised,  and  the  combustion  is 
generally  extremely  imperfect,  because  the  iron  back  and  excessive 
supply  of  cold  air,  check  combustion  before  it  is  half  completed 
We  know  that  we  can  heat  a  room  much  more  economically  by 
means  of  a  German  stove,  but  to  this  it  may  be  very  properly 
objected  that  it  is  cheerless,  because  we  do  not  see  the  fire  or  feel 
its  drying  efiFect  upon  our  damp  clothing ;  moreover,  it  does  not 
provide  in  a  sufficient  degree  for  ventilation,  and  makes  the  room 
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feel  stufly.  These  are,  in  my  opinion,  very  weighty  objections, 
and  economy  wonid  not  be  worth  haying  if  it  conid  only  be 
obtained  at  the  expense  of  health  and  comfort.  Bnt  there  is  at 
least  one  grate  that  combines  an  increased  amount  of  comfort 
with  reasonable  economy,  and  which,  although  accessible  to  all, 
is  yet  very  little  used,  I  refer  to  Captain  Gkdton*s  "  Ventilating 
Fireplace,"  of  which  you  observe  a  diagram  upon  the  wall.  This 
fireplace  does  not  differ  in  external  appearance  from  an  ordinary 
grate,  except  that  it  has  a  higher  brick  back,  which  is  perforated 
at  about  midheight  to  admit  warmed  air  into  the  fire  so  as  to  bum 
a  large  proportion  of  the  smoke  which  is  usually  sent  up  the 
chimney  unbumt,  for  no  better  purpose  than  to  poison  the  atmo- 
sphere which  we  have  to  breathe. 

The  chief  novelty  and  merit  of  Captain  Gralton^s  fireplace  con- 
sists, however;  in  providing  a  chamber  at  the  back  of  the  grate, 
into  which  air  passes  directly  from  without,  becomes  mpderately 
heated  (to  84^  Fahr.),  and,  rising  in  a  separate  flue,  is  injected 
into  the  room  under  the  ceiling  with  a  force  due  to  the  heated 
ascending  flue.  A  plenum  of  pressure  is  thus  established  within 
the  room  whereby  indraughts  through  doors  and  windows  are 
avoided,  and  the  air  is  continuaUy  renewed  by  passing  away 
through  the  fireplace  chimney  as  usual  Thus  the  cheerfulness  of 
an  open  fire,  the  comfort  of  a  room  filled  with  fresh  but  moderately 
warmed  air,  and  great  economy  of  fuel,  are  happily  combined  with 
unquestionable  efficiency  and  simplicity;  and  yet  this  grate,  is 
little  used,  although  it  has  been  ftiUy  described  in  papers  com- 
municated by  Captain  Galton,  and  in  an  elaborate  report  made  by 
General  Morin,  le  Directeur  du  Conservatoire  des  Arts  et  Metiers 
of  Paris,  which  has  also  appeared  in  the  English  language. 

The  slowness  with  which  this  unquestionable  improvement  finds 
practical  application  is  due,  in  my  opinion,  to  two  circumstances, 
— the  one  is,  that  Captain  Galton  did  not  patent  his  improvement, 
which  makes  it  nobody's  business  to  force  it  into  use,  and  the  other 
may  be  found  in  the  circumstance  that  houses  are,  to  a  great 
extent,  luili  only  to  he  sold  and  not  to  b$  lived  m.  A  builder 
thinks  it  a  good  speculation  to  construct  a  score  of  houses  after  a 
cheap  design,  in  order  to  sell  them,  if  possible,  before  completion, 
and  the  purchaser  immediately  puts  up  the  standard,  bill  of 
*.*  Desirable  Residences  to  Let."    You  naturally  would  think  that 
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in  taking  snch  a  honBO  yon  had  only  to  fnmish  it  to  yonr  own 
mind,  and  be  in  the  enjoyment  of  all  reasonable  creature  comfort 
from  the  moment  you  enter  the  same.    This  fond  hope  is  destined, 
however,  to  cruel  disappointment ;  the  first  evening  you  turn  on 
the  gas,  you  find  that  although  the  pipes  are  there,  the  gas  prefers 
to  pass  out  by  the  joints  into  the  room  instead  of  by  the  burners  ; 
the  water  in  like  manner  takes  its  road  through  the  ceiling,  bring- 
ing down  with  it  a  patch  of  plaster  on  to  your  carpet.    But  worst 
of  all,  the  products  of  combustion  from  the  firegrates  (made 
probably  to  dimensions  irrespective  of  the  size  of  the  room), 
stoutly  refuse  to  avail  themselves  of  the  chimney  flues,  preferring 
to  disperse  themselves  in  volumes  of  smoke  into    the   room. 
Plumbers  and   chimney  doctors  are  now  put  into  requisition, 
pulling  up  floors,  dirtying  carpets,  and  putting  up  gaunt-looking 
chimney-pots  ;  the  grates  themselves  have  to  be  altered  again  and 
again,  until  by  slow  degrees  the  house  becomes  habitable  in  a 
d^ree,  although  you  now  only  become  fully  aware  of  the  in- 
numerable drawbacks  of  the  arrangements  adopted.    Nevertheless, 
the  house  has  been  an  excellent  one  "  to  sell,"  and  the  builder 
adopts  the  same  pattern  for  another  block  or  two  in  an  increasing 
neighbourhood.    Why  should  this  builder  adopt  Captain  Galton^s 
fireplace  ?    It  will  not  cost  him  much,  it  is  true,  and  it  will  save 
the  tenant  a  great  deal  in  his  annual  coal  bill,  not  to  speak  of  the 
comfort  it  would  give  him  and  his  family  ;  but  nobody  demands  it 
of  him,  it  would  give  him  some  trouble  to  arrange  his  details  and 
subcontracts,  which  are  all  settled  beforehand,  and  so  he  goes  on 
building  and  selling  houses  in  the  usual  routine  way.    Nor  will 
this  state  of  things  be  altered  until  the  dwellers  in  houses  will 
take  the  matter  in  hand,  and  absolutely  refuse  to  put  up  with 
builders'  ways,  or,  what  is  still  better,  get  builders  who  will  put  up 
houses  in  their  way.    This  is  done  to  some  extent  by  building 
societies,  but  there  is  as  yet  too  much  of  the  old  leaven  left  in  the 
trade,  and  the  question  itself  is  too  little  understood. 

Consumption  in  Smelling  Operations. — We  now  come  to  the 
third  branch  of  consumption,  the  smelting  or  metallurgical 
furnace,  which  consumes  about  40,000,000  of  the  120  million 
tons  of  the  coal  produced.  Here  also  is  great  room  for  improve- 
ment, the  actual  quantity  of  fuel  consumed  in  heating  a  ton  of 
iron  up  to  the  welding  point,  or  in  melting  a  ton  of  steel  is  more 
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in  exoesB  of  the  theoretical  quantity  required  for  these  purposes 
than  is  the  case  with  regard  to  the  production  of  steam  power  and 
to  domestic  consumption.    Taking  the  specific  heat  of  iroii  at  '114 
and  the  welding  heat  at  2,900**  Fahrenheit  it  would  require  *114 
X  2900  =  331  heat  units  to  heat  1  lb.  of  iron.     A  pound  of  pure 
carbon  develops  14,500  heat  units,  a  pound  of  common  coal  say 
12,000,  and  therefore  one  ton  of  coal  should  bring  86  tons  of  iron 
up  to  the  welding  point.    In  an  ordinary  re-heating  furnace  a  ton 
of  coal  heats  only  If  ton  of  iron,  and  therefore  produces  only  ^V 
part  of  the  maximum  theoretical  efflct.    In  melting  one  ton  of 
steel  in  pots  2^  tons  of  coke  are  consumed,  and  taking  the  melting 
point  of   steel  at  3600**  Fahrenheit  the  specific  heat  at '119  it 
takes  '119  x  3600  =  428  heat  units  to  melt  a  pound  of  steel,  and 
taking  the  heat  producing  power  of  common  coke  also  at  12,000 
units,  one  ton  of  coke  ought  to  be  able  to  melt  28  tons  of  steel. 
The  Sheffield  pot  steel  melting  furnace  therefore  only  utilises  ^th 
part  of  the  theoretical  heat  developed  in  the  combustion.    Here 
therefore  is  a  very  wide  margin  for  improvement,  to  which  I  have 
specially  devoted  my  attention  for  many  years,  and  not  without 
the  attainment  of  useful  results.    Since  the  year  1846,  or  very 
shortly  after  the  first  announcement  of  the  dynamical  theory,  I 
have  devoted  my  attention  to  a  realisation  of  some  of  the  economic 
results  which    that    theory  rendered    feasible,  fixing   upon  the 
regenerator  as  the  appliance  which,  without  being  capable  of  re- 
producing heat  when  once  really  consumed,  is  extremely  useful  for 
temporarily  storing  such  heat  as  cannot  be  immediately  utilised,  in 
order  to  impart  it  to  the  fluid  or  other  substance  which  is  employed 
in  continuation  of  the  operation  of  heating,  or  of  generating 
force. 

Without  troubling  you  with  an  account  of  the  gradual  progress 
of  these  improvements,  in  which  my  brother  Frederick  has  taken 
an  important  part,  I  will  describe  to  you  shortly  the  furnace  which 
I  now  employ  for  melting  steel.  It  consists  of  a  bed  made  of  very 
refiractory  material,  such  as  pure  silica  sand  and  silica  or  Dinas 
brick  under  which  four  regenerators  (or  chambers  filled  with 
checkerwork  of  brick)  are  arranged  in  such  a  manner,  that  a 
current  of  combustible  gas  passes  upward  through  one  of  these  re- 
generators, while  a  current  of  air  passes  upwards  through  the  ad- 
joining regenerator,  in  order  to  meet  in  combustion  at  the  entrance 
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into  the  furnace  chamber.  The  prodacts  of  combustion,  instead  of 
passing  directly  to  the  chimney  as  in  an  ordinary  furnace,  are 
directed  downwards  through  the  two  other  regenerators  on  their 
way  towards  the  chimney,  where  they  part  with  their  heat  to  the 
checkerwork  in  such  manner  that  the  highest  degree  of  heat  is 
imparted  to  the  upper  layers,  and  that  the  gaseous  products  reach 
the  chimney  comparatively  cool  (about  800°  Fahr.).  After  going 
on  in  this  way  for  half-an-hour,  the  currents  are  reversed  by  means 
of  suitable  reversing  valves,  and  the  cold  air  and  combustible  gas 
now  enter  the  furnace  chamber,  after  having  taken  up  heat  from 
the  regenerators  in  the  reverse  order  in  which  it  was  deposited, 
reaching  the  f  amace  therefore  nearly  at  the  temperature  at  which 
the  gases  of  combustion  left  the  same.  A  great  accumulation  of 
temperature  within  the  regenerators  is  the  result,  one  pair  being 
heated  while  the  other  pair  is  being  cooled  ;  it  is  easy  to  conceive 
that,  in  this  way,  heat  may  be  produced  within  the  furnace 
chamber  up  to  an  apparently  unlimited  degree,  and  with  a 
minimum  amount  of  chimney  draught. 

Practically  the  limit  is  reached  at  the  point  where  the  mate- 
rials composing  the  furnace  chamber  begin  to  melt ;  whilst  a 
theoretical  limit  also  exists  in  the  fact  that  combustion  ceases  at  a 
point  which  has  been  laid  down  by  St.  Claire  Deville  at  4500''  Fahr., 
and  which  has  been  called  by  him  the  point  of  "  dissociation.'*  At 
this  point  hydrogen  might  be  mixed  with  oxygen  and  yet  the  two 
would  not  combine,  showing  that  combustion  really  only  takes  place 
between  the  limits  of  temperature  of  about  G00°  and  4500°  Fahr. 

To  return  to  the  regenerative  gas-furnace.  It  is  evident  that 
there  must  be  economy  where,  within  ordinary  limits,  any  degree 
of  heat  can  be  obtained,  while  the  products  of  combustion  pass  into 
the  chinmey  only  300°  hot.  Practically  a  ton  of  steel  is  melted 
in  this  furnace  with  12  cwt.  of  small  coal  consumed  in  the  gas- 
producer,  which  latter  may  be  placed  at  any  reasonable  distance 
from  the  furnace,  and  consists  of  a  brick  chamber  containing 
several  tons  of  fuel  in  a  state  of  slow  disintegration.  In  large 
works,  a  considerable  number  of  these  gas-producers  are  connected 
by  tubes  or  flues  with  a  number  of  furnaces.  Collateral  advan- 
tages in  this  system  of  heating  are,  that  no  smoke  is  produced, 
and  that  the  works  are  not  encumbered  with  solid  fuel  and  ashes. 

Oas  Producers  at  Bottom  of  Coal-pii. — It  is  a  favourite  project 
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of  mine,  which  I  have  not  had  on  opportanitj  yet  of  carrying 
practically  into  effect,  to  place  thlBse  gas  producers  at  the  bottom 
of  coal-pits.  A  gas  shaft  would  have  to  be  provided  to  conduct 
the  gas  to  the  surface,  the  lifting  of  coal  would  be  saved,  and  the 
gas  in  its  ascent  would  accumulate  such  an  amount  of  forward 
pressure  that  it  might  be  conducted  for  a  distance  of  several 
miles  to  the  works  or  places  of  consumption.  This  plan,  so  &r 
from  being  dangerous,  would  insure  a  very  perfect  ventilation  of 
the  mine,  and  would  enable  us  to  utilise  those  waste  deposits  of 
small  coal  (amounting  on  the  average  to  20  per  cent.)  which  are 
now  left  unutilised  within  the  pit. 

Heating  Oas  Supply. — ^Another  plan  of  the  future  which  has 
occupied  my  attention  is  the  supply  of  towns  with  heating  gas  for 
domestic  and  manufacturing  purposes.  In  the  year  1863  a 
company  was  formed,  with  the  concurrence  of  the  Corporation 
of  Birmingham,  to  provide  such  a  supply  in  that  town  at  the  rate 
of  ^d.  per  1000  cubic  feet ;  but  the  bill  necessary  for  that  purpose 
was  thrown  out  in  Committee  of  the  House  of  Lords  because 
their  Lordships  thought  that  if  this  was  as  good  a  plan  as  it  was 
represented  to  be,  the  existing  gas  companies  would  be  sure  to 
carry  it  into  effect.  I  need  hardly  say  that  the  existing  companies 
have  not  carried  it  into  effect,  having  been  constituted  for  another 
object,  and  that  the  realisation  of  the  plan  itself  has  been  in- 
definitely postponed.  It  has,  however,  lately  been  taken  up  and 
partly  carried  into  effect  at  Berlin. 

Coal  Question. 

Having  now  passed  in  review  the  principal  applications  of  fuel, 
with  a  view  chiefly  to  draw  the  distinction  between  our  actual 
consumption  and  the  consumption  that  would  result  if  our  most 
improved  practice  were  made  general ;  and  having,  moreover, 
endeavoured  to  prove  to  you  what  are  the  ultimate  limits  of  con- 
sumption which  are  absolutely  fixed  by  theory,  but  which  we  shall 
never  be  able  to  realise  completely,  I  will  now  apply  my  reasoning 
to  the  coal  question  of  the  day. 

In  looking  into  the  "  Report  of  the  Select  Committee  appointed 
to  Inquire  into  the  Causes  of  the  present  Deamess  of  Coal,"  we 
find  that  in  1872  no  less  than  123,000,000  tons  of  coal  were  got 
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up  from  the  miacs  of  England  and  Wales,  notwithstanding  famine 
prices  and  the  colliers'  strikes.  In  1862  the  total  getting  of  coal 
amounted  to  only  83,500,000,  showing  a  yeariy  average  increase  of 
production  of  4,000,000  tons.  If  this  progressive  increase  con- 
tinues, our  production  will  have  reached,  thirty  years  hence,  the 
startling  figure  of  250^000,000  tons  per  annum  ;  which  would 
probably  result  in  an  increase  of  price  very  much  in  excess  of  the 
limits  yet  reached.  In  estimating  last  year's  increase  of  price, 
which  has  every  appearance  of  being  permanent,  at  8^.  per  ton  all 
round,  and  after  deducting  the  13,000,000  tons  which  were  ex- 
ported abroad,  we  find  that  the  British  consumer  had  to  pay 
£44,000,000  more  than  the  market  value  of  former  years  for  his 
supply  of  coal, — a  sufficient  sum,  one  would  think,  to  make  him 
look  earnestly  into  the  question  of  "  waste  of  fuel,''  which,  as  I 
have  been  endeavouring  to  show,  is  very  great  indeed.  The  Select 
Committee  just  quoted  sums  up  its  report  by  the  following  ex- 
pression : — "  The  general  conclusion  to  be  drawn  from  the  whole 
evidence  is,  that  though  the  production  of  coal  increased  in  1872 
in  a  smaller  ratio  than  it  had  increased  in  the  years  immediately 
pi*eceding,  yet  if  an  adequate  supply  of  labour  can  be  obtained,  the 
increase  of  production  will  shortly  keep  pace  with  that  of  the  last 
few  years." 

This  is  surely  a  very  insufficient  conclusion  to  be  arrived  at  by 
a  Select  Parliamentary  Committee  after  a  long  and  expensive 
inquiry,  and  the  worst  of  it  is,  that  it  stands  in  direct  contradiction 
with  the  corrected  table  given  in  the  same  report,  which  shows 
that  the  progressive  increase  of  production  has  been  fully  main- 
tained during  the  last  two  years,  having  amounted  to  5,826,000 
for  1871,  and  5,717,000  for  1872  ;  whereas  the  average  increase 
during  the  last  ten  years  has  only  been  4,000,000  tons  !  It  is 
to  be  hoped  that  Parliament  will  not  rest  satisfied  with  such 
a  negative  result,  but  will  insist  upon  knowing  whether  a  proper 
balance  between  the  demand  and  supply  of  coal  cannot  be  re- 
established, also  what  can  be  done  to  prevent  the  wholesale  con- 
version of  fuel  into  useless  or  positively  hurtful  i>roducts. 

In  taking  the  105,000,000  tons  of  coal  consumed  in  this 
country  last  year  for  our  basis,  I  estimate  that,  if  we  could  make 
up  our  minds  to  consume  our  coal  in  a  careful  and  judicious 
manner,  according  to  our  present  lights,  we  should  be  able  to 
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reduce  that  consumption  by  60,000,000  tons.  The  realisation 
of  such  an  economy  would  certainly  involve  a  very  considerable 
expenditure  of  capital  and  must  be  a  work  of  time ;  but  what 
I  contend  is,  that  our  progress  in  efiFecting  economy  ought  to  be 
accelerated,  in  order  to  establish  a  balance  between  the  present 
production  and  the  ever  increasing  demand  for  the  effects  of 
heat. 

In  looking  through  the  statistical  returns  of  the  progressive 
increase  of  population,  of  steam  power  employed,  and  of  produc- 
tion of  iron  and  steel,  &c.,  I  find  that  our  necessities  increase 
at  a  rate  of  not  less  than  8  per  cent  per  annum,  whereas  our 
coal  consumption  increases  only  at  the  rate  of  4  per  cent., 
showing  that  the  balance  of  4  per  cent,  is  met  by  what  may 
be  called  our  "intellectual  progress."  Now,  considering  the 
enormous  margin  for  improvement  before  us,  I  contend  that  we 
should  not  be  satisfied  with  this  rate  of  intellectual  progress 
involving,  as  it  does,  an  annual  deficit  of  4,000,000  tons  to  be 
met  by  increased  coal  production,  but  that  we  should  bring  our 
intellectual  progress  up  to  the  rate  of  our  industrial  progress, 
by  which  means  we  should  make  the  coal  production  nearly  a 
constant  quantity  for  several  generations  to  come.  By  that 
time  our  successors  may  be  expected  to  have  effected  another 
great  step  in  advance  towards  the  theoretical  limit  of  effect, 
which,  as  we  have  seen,  lies  so  far  above  any  actual  result  we 
have  as  yet  attained,  that  an  annual  consumption  of  10,000,000 
tons  would  give  more  than  the  equivalent  of  the  heat  energy 
which  we  actually  require. 

SoLAB  Hbat. 

I  have  endeavoured  to  show,  in  the  early  part  of  this  lecture, 
that  all  available  energy  upon  the  earth,  excepting  the  tidal 
wave,  is  derived  from  the  sun,  and  that  the  amount  of  heat 
radiated  year  by  year  upon  our  earth,  could  be  measured  by 
the  evaporation  of  a  layer  of  water  14  feet  deep,  spread  over 
the  entire  surface,  which  again  would  be  represented  by  the 
combustion  of  a  layer  of  coal  8  inches  in  thickness,  covering 
our  entire  globe.  It  must,  however,  be  taken  into  account  that 
three-fourths  of  this  heat  is  intercepted  by  our  atmosphere,  and 
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only  one-foarth  reaches  the  earth  itself.  The  amonnt  of  heat 
radiated  away  from  the  sun  woald  be  represented  by  the  animal 
combustion  of  a  thickness  of  coal  17  miles  thick,  covering  its 
entire  surface,  and  it  has  been  a  scarce  of  wonderment  with 
natural  philosophers  how  so  prodigious  an  amount  of  heat  could 
be  given  off  year  after  year  without  any  appreciable  diminution 
of  the  sun^s  heat  having  become  observable. 

Recent  researches  with  the  spectroscope,  chiefly  by  Mr.  Norman 
Lockyer,  have  thrown  much  light  upon  this  question.  It  is 
now  clearly  made  out  that  the  sun  consists  near  the  surface,  if 
not  throughout  its  mass,  of  gaseous  elementary  bodies,  and  in  a 
great  measure  of  hydrogen  gas,  which  cannot  combine  with  the 
oxygen  present,  owing  to  an  excessive  elevation  of  temperature 
(due  to  the  original  great  compression),  which  has  been  estimated 
at  from  20,000°  to  22,000°  Fahr.  This  chemically  inert  and 
comparatively  dark  mass  of  the  sun  is  surrounded  by  the  photo- 
sphere, where  its  gaseous  constituents  rush  into  combustion,  owing 
to  reduction  of  temperature  in  consequence  of  their  expansion  and 
of  radiation  of  heat  into  space.  This  photosphere  is  surrounded 
in  its  turn  by  the  chromosphere,  consisting  of  the  products  of 
combustion,  which,  after  being  cooled  down  through  loss  of  heat 
by  radiation,  sink  back,  owing  to  their  acquired  density,  towards 
the  centre  of  the  sun  where  they  become  again  intensely  heated 
through  compression  and  are  ''dissociated*'  or  split  up  again  into 
their  elements  at  the  expense  of  internal  solar  heat.  Great  convul- 
sions are  thus  continually  produced  upon  the  solar  surface,  resulting 
frequently  in  explosive  actions  of  extraordinary  magnitude,  when 
masses  of  living  fire  are  projected  a  thousand  miles  or  more 
upward,  giving  rise  to  the  phenomena  of  sun  spots  and  of  the 
corona  which  is  visible  during  the  total  eclipses  of  the  sun.  The 
sun  may  therefore  be  looked  upon  in  the  light  of  a  gigantic 
gas-furnace,  in  which  the  same  materials  of  combustion  are  used 
over  and  over  again. 

It  would  be  impossible  for  me  at  this  late  hour  to  enter 
further  upon  speculations  regarding  the  ''regeneration  of  the  sun's 
heat  upon  its  surface,''  which  is  a  question  replete  with  scientific 
and  also  practical  interest.  We  should  always  remember  that 
nature  is  our  safest  teacher,  and  that  in  trying  to  comprehend 
the  great  works  of  our  Creator  we  shall  learn  how  to  utilise  to 
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the  best  advantage  those  stores  of  potential  energy  in  the  shape 
of  fuel  which  have  providentiallj  been  placed  at  onr  disposal. 


AIR-ENGINES. 
To  THE  Editor  of  "  Engineering." 

Sir, — In  yonr  article  of  last  week  on  "  Air-Engines "  you 
inadvertently  do  scanty  justice  to  the  Institution  of  Civil 
Engineers,  in  alluding  to  their  state  of  ignorance  regarding  the 
theory  of  air-engines  and  the  dynamical  theory  of  heat  prior 
to  the  year  1854,  when  the  late  Professor  Rankine  read  his 
Paper  on  "  Air-Engines  "  before  the  British  Association.  When 
in  1845  the  merits  of  Dr.  Stirling's  eoonomiser  were  discussed 
before  the  Institution,  the  dynamical  theory  of  heat  was  not 
known,  and  in  consideration  of  this  circumstance  it  was  only 
natural  that  no  just  appreciation  could  be  formed  of  the  scope 
and  utility  of  that  most  interesting  appliance,  the  economiser,  the 
mere  physical  conception  of  which  may  be  traced  back  almost  to 
antiquity. 

Dr.  Stirling  introduced  his  air-engine  under  the  title  of  the 
Paradox  Engine,  because,  with  many  others,  he  believed  that  it 
involved  the  realisation  of  perpetual  motion,  allowance  being 
made  for  the  incidental  losses  of  heat. 

When  however  in  1852,  Captain  Ericsson  appeared  upon  the 
stage  with  his  regenerative  air-engine,  and  re-asserted  the  same 
fallacy  under  which  Stirling  had  been  labouring,  the  Council  of 
the  Institution  determined  to  sift  the  question  to  the  bottom,  and 
knowing  that  I  had  paid  much  attention  to  kindred  subjects 
requested  me  to  prepare  a  critical  paper  on  air-engines,  which  was 
read  accordingly  during  the  session  1852-58.  At  that  time  the 
believers  in  the  dynamical  theory  of  heat,  might  be  counted  on 
your  fingers,  and  I  could  hardly  have  selected  a  more  unpopular 
title  for  my  paper  than  "On  the  Conversion  of  Heat  into 
Mechanical  Effect."*    Being  convinced,  however,  that  the  new 

*  Pabllshed  in  the  Scientific  Papen  of  Sir  Wiiliam  Siemens,  VoL  I.,  p.  29. 
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tbeory  of  heat  was  the  true  one,  I  adopted  it  boldly,  and  by  its 
means  arrived  at  sound  conclusions  regarding  the  relative  merits 
of  the  various  steam  and  air-engines  of  known  construction,  by 
showing  what  proportion  of  the  heat  employed  was  actually 
converted  in  each  case  into  mechanical  effect,  and  what  other 
proportion  must  necessarily  go  to  waste,  notwithstanding  the 
application  of  an  economiser  or  regenerator,  which  as  I  expressed 
it,  "is  undoubtedly  a  useful  agent  for  recovering  the  free,  or 
otherwise  unproductive  heat  of  a  caloric  engine."  On  reference  to 
the  paper  in  question.  Vol.  XII.,  Minutes  Inst.  C.E.,  you  will 
find  graphic  representations,  showing  the  proportion  of  heat  lost, 
and  that  converted  into  useful  effect,  similar  to  those  employed  in 
your  article  in  reference  to  Stirling's  engine,  but  more  complete 
in  that  they  take  into  consideration  the  simultaneous  action  of 
the  two  cranks,  which  you  neglect,  for  the  sake,  I  presume,  of 
simplicity  of  demonstration. 

In  a  table  I  gave  the  relative  merits  of  different  kinds  of 
engines  as  follows  : — 


Description  of  Engine. 


A  Boulton  and  Watt  condensing  \ 
engine,  low  pressure       .        .  / 

The  best  Cornish  engine  .        .    . 

Combined  steam  and  expansive  \ 
ether  engine        .        .        .     / 

The  expansive  air-engine     . 

Stirling's  engine      .        .        .    . 

Ericsson's  engine .... 

A  perfect  engine      .  .    . 


Theoretical 

Actoal 

Performance 

Performance 

Foot-lba. 

Foot-lbs. 

51-8 

29- 

158-8 

82- 

150-0 

75- 

91-0 

35' 

1800 

65- 

I960 

65-. 

770-0 

885- 

Actual 

Performance 

in  lbs.  of  Coal 

per  H.  P. 

per  Hour. 


8-00 

2-38 

3-09 

6-63 
8-57 
3-57 
0-60 


And  although  Kankine,  Clausius,  and  others  have  since  then 
handled  the  dynamical  theory  of  heat  in  its  application  to  thermo- 
motors  in  a  much  more  comprehensive  and  elegant  manner,  they 
in  no  way  disprove  the  conclusions  at  which  I  had  arrived,  and 
which  I  folly  maintain. 

Two  other  papers  were  presented  to  the  Institution  at  the  same 
time  as  my  own  (one  of  them  by  a  member  of  the  French  Institute 
through  the  Secretary),  in  which  it  was  attempted  to  clear  up  the 
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apparent;  mystery  of  the  air-engine  by  the  prevailing  material 
theory  of  heat ;  and  it  mnst  be  recorded,  I  think,  as  a  fact  highly 
creditable  to  the  Council  of  the  Institution  of  the  day,  that 
notwithstanding  my  seeming  heresy,  the  Telford  medal  was 
awarded  me  for  my  paper,  and  was  withheld  from  my  competitors. 

In  my  paper  above  referred  to,  I  gave  experimental  information 
regarding  the  limits  of  efficiency  of  the  economiser,  respirator, 
recuperator,  or  regenerator  (by  whichever  term  it  may  be  most 
acceptable),  whilst  I  purposely  abstained  from  mixing  up  with  my 
subject  a  description  of  the  regenerative  steam  engine  and  con- 
denser, which  had  enabled  me  to  collect  that  information,  and 
which  was  certainly  the  first,  and  remains  almost  the  only  serious 
attempt  to  realise  the  dictates  of  the  dynamical  theory  of  heat. 
This  engine  was  conceived  in  1845,  and  at  a  time  when  the 
writings  of  Gamot  and  Mayer  had  only  just  prepared  the  way  for 
Joule  to  determine  experimentally  the  mechanical  equivalent 
of  heat,  and  was  constructed  in  1846-7  by  Messrs.  Benjamin 
Hick  and  Son  of  Bolton,  at  whose  works  it  was  in  operation  for  some 
time  ;  it  was  described,  moreover,  in  a  somewhat  modified  form  in 
my  patent  of  1847,  No.  12,006^  and  is,  I  think,  in  some  respects 
worthy  of  notice  in  such  a  review  as  that  with  which  you  are  now 
presenting  your  readers. 

The  leading  ideas  attempted  to  be  realised  in  this  engine  are  : — 

1.  That  heat  is  force,  and  that  the  engine  itself  is  only  a 
contrivance  for  giving  the  force  of  heat  another  direction. 

2.  That  the  medium  employed  for  effecting  this  change  is, 
theoretically  speaking,  immaterial,  and  that  steam  is  preferable 
to  air  because  its  coefficient  of  expansion  is  greater  than  that  of 
air,  and  that  it  can  be  brought  back  to  its  lowest  temperature  or 
point  of  saturation  by  bringing  it  into  contact  with  water  of  the 
same  temperature.  The  portion  of  the  apparatus  where  this  was 
effected  was  called  by  me  the  regenerator,  a  term  which  has  since 
been  applied  to  the  mere  exchanger  of  heat,  which  I  at  that  time 
called  the  respirator. 

8.  'That  the  amount  of  the  elastic  fluid  employed  in  effecting  a 
stroke  of  the  working  piston  or  plunger  must  be  reduced  to  a 
minimum,  because  loss  of  heat  arises  in  bringing  the  elastic 
medium  back  to  its  original  condition  of  compression  after  expan- 
sion at  elevated  temperature. 
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4.  The  heating  surface  provided  for  superheating  the  steam  or 
air  under  compression,  must  be  increased  proportionately  to  the 
force  to  be  obtained,  and  to  the  necessary  loss  by  cushioning. 

In  the  employment  of  these  engines  the  practical  difficulty 
consisted  in  properly  and  safely  superheating  the  steam ;  but 
several,  not  exceeding  10-horse  power,  have  been  working 
economically  and  for  some  time,  and  my  reason  for  not  pursuing 
the  subject  flirther,  has  been  the  progress  made  since,  in  using 
steam  expansively,  with  due  care  to  prevent  loss  by  condensation, 
by  which  means  nearly  the  same  economical  results  could  be  realised 
with  less  risk  of  stoppages  for  repairs. 

Yours  faithfully, 

C.  William  Siemens. 

12,  QuBiN  Annb's  GiTE,  S.W.,  13^  April,  1875. 


At  the  Annual  Meeting  of  the  Iron  and  Steel  Institute, 
held  on  May  5,  1875,  it  was  announced  that  the  Council  had 
awarded  the  Bessemer  Medal  for  1875  to  Dr.  Siemens, 
F.B.S.,  &c.,  m  recognition  of  t)^  valuable  services  he  has 
rendered  to  the  Iron  and  Steel  Trades  by  his  important 
inventions  and  investigations. 

Mr.  Bell*  (the  President)  proceeded  to  congratulate  Dr. 
Siemens,  Fellow  of  the  Boyal  Society,  upon  the  medal,  which  he 
was  about  to  place  in  his  hands,  having  been  awarded  to  him. 
He  (the  President)  was  glad  to  hear,  during  the  reading  of  the 
report,  judging  from  the  applause  with  which  the  announcement 
was  received,  that  the  manner  in  which  that  portion  of  the 
Council's  duties  had  been  discharged  met,  he  might  say,  with 
unanimous  acceptance.  He  had  only  to  congratulate  his  friend 
Dr.  Siemens,  and  to  present  to  him  the  Bessemer  medal  for  1875. 
(Dr.  Siemens  here  stepped  upon  the  platform,  and  received  the 
medal.) 

*  Excerpt  Journal  of  (he  Iron  and  Steel  Insiitute,  1875,  pp.  11-12. 
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Dr.  Siemens  said  he  would  express  his  most  heartfelt  thanks 
for  the  great  honour  which  the  Council  had  conferred  upon  him 
bj  awarding  to  him  the  Bessemer  medal,  and  he  had  also  to  thank 
the  members  for  the  cordial  manner  in  which  they  had  received 
the  announcement.  It  was  naturally  a  gratifying  thing  to  receive 
an  acknowledgment  for  hard  labour,  but  that  reward  came  with 
the  greater  force  when  it  came  from  men  who  were  fellow-labourers 
with  himself  in  the  same  field.  Nothing  could  be  more  pleasing 
than  to  receive  a  token  of  their  appreciation  in  the  manner  in 
which  that  medal  had  been  conferred  upon  him.  He  was  much 
gratified  in  receiving  the  medal  from  the  hands  of  their  President, 
who  himself  had,  by  his  elaborate  researches  into  important 
branches  of  metallurgy,  given  proof  of  deep  knowledge  on  those 
subjects,  which  had  already  been  acknowledged  by  that  Institute, 
by  the  award  of  the  first  Bessemer  medal,  which  was  granted  last 
year.  The  name  '^  Bessemer  Medal "  had  for  him  (Dr.  Siemens) 
another  and  peculiar  interest.  No  one  in  modem  times  had 
produced  a  greater  revolution  by  invention  in  the  iron  and  steel 
trades  than  Mr.  Bessemer  ;  and,  in  receiving  a  medal  to  which  his 
name  was  attached,  he  (Dr.  Siemens)  was  particularly  glad  to  see 
the  utter  want  of  anything  approaching  to  jealousy  that  might 
possibly  exist,  or  be  supposed  to  exist,  in  the  minds  of  men  who 
were  all  working  towards  the  same  end,  viz.,  the  improvement  of 
the  art  upon  which  they  were  engaged.  He  thanked  them  all — 
the  President,  the  Council,  and  the  members  of  the  Institute — 
most  heartily  for  the  great  honour  they  had  conferred  upon  him. 


REMABKS   ON    SIR   CHARLES   WHEATSTONE. 

Dr.  C.  W.  Siemens*  (Past  President)  said :  Mr.  President  and 
Gentlemen, — I  have  a  proposition  to  make  which  I  am  sure  you 
will  all  second  and  approve,  that  is,  to  ask  our  President  to  allow 
the  address  which  he  has  just  given  us  to  be  printed — not  only 
in  our  Proceedings,  but  separately,  and  circulated  among  the 
members.    I  have  listened,  and  I  have  no  doubt  all  present 

*  Kxcerpt  Journal  of  the  Society  of  Telegraph  Engineers,  Vol.  IV.  1875,  p.  882. 
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have  lisbeaei,  with  great  interest  and  pleasure  to  his  address 
regarding  the  work  of  our  most  highly  respected  and  esteemed 
member,  the  late  Sir  Charles  Wheatstone.  He.  has  done  it, 
I  consider,  in  a  very  masterly  manner.  I  have  read  other 
notices  regarding  the  work  of  Sir  Charles  Wheatstone,  amongst 
others  the  address  of  M.  Tresca  before  the  French  Academy,  and 
I  have  taken  part  in  a  memorial  addressed  by  the  Royal  Institu- 
tion in  his  honour,  but  I  have  not  hitherto  found  his  works 
recorded  in  such  a  temperate,  just,  and  complete  manner  as  has 
been  done  this  evening  by  Mr.  Clark.  We  should  honour  the 
dead,  but  we  should  also  be  just  with  regard  to  them,  and, 
whilst  we  avoid  fulsome  praise,  we  should  take  care  to  give  them 
fiedrly  and  fiiUy  that  amount  of  credit  which  is  due  to  them. 
In  the  case  of  Sir  Charles  Wheatstone  that  amount  of  credit  is 
very  large  indeed.  Sir  Charles  Wheatstone  laboured  during  a 
period  of  between  thirty  and  forty  years  incessantly  in  the  field 
of  science,  and  his  fertile  mind  has  produced  results  such  as  few 
have  been  allowed  to  attain  ;  therefore,  he  can  well  afford  to 
have  his  work  justly  dealt  with,  and  they  need  not  be  increased 
or  diminished  by  one  iota.  There  are  one  or  two  points  men- 
tioned by  the  President  which  I  think  could  hardly  be  claimed 
for  Sir  Charles  Wheatstone.  I  would  mention  the  one  regarding 
the  efifect  of  electricity  in  capillary  tubes.  Sir  Charles  Wheat- 
stone followed  up  the  experiments  on  that  subject  with  his  usual 
energy,  but  I  believe  the  idea  was  first  suggested  at  Frankfort  by 
Professor  Lippmann.  I  think  our  President  will  be  too  glad  to 
correct  any  excess  of  credit ;  it  would  not  be  a  credit  to  Wheat- 
stone, but  rather  detract  from  his  real  merits,  if  anything  that 
was  not  fairly  due  to  him  was  attributed  to  him.  I  think,  how- 
ever, on  the  whole,  we  have  heard  an  address  regarding  the  work 
of  Sir  Charles  Wheatstone  which  deserves  to  live  amongst  us  as  a 
lasting  record  of  the  work  of  one  of  the  greatest  men  this 
century  can  boast  of.  I  beg  to  propose  that  our  President  be 
requested  to  allow  his  address  to  be  printed  and  circulated  amongst 
the  members. 
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PRICE'S    RETORT    FURNACE. 
To  THE  Editor  op  "Engineering." 

Sir, — In  a  paper  read  by  Mr.  Bell  before  the  Iron  and  Steel 
Institute  describing  Price's  patent  retort  furnace,  and  which  you 
publish  in  your  issue  of  the  8th  inst,  allusion  is  made  to  the 
Siemens  furnace,  and  I  shall  be  obliged  by  your  allowing  me  to 
say  a  few  words  in  reply.  It  is  stated  "  The  preliminary  conver- 
sion, however,  of  the  coal  into  a  gas  is  attended  with  a  certain 
amount  of  loss,  inasmuch  as  the  whole  of  the  fixed  carbon  is  burnt 
to  the  condition  of  carbonic  oxide,  which  means  a  sacrifice  of 
about  80  per  cent,  of  its  heating  power."  This  would  be  perfectly 
true  if  solid  carbon  were  employed  without  decomposition  of 
water,  but  as  common  coal  is  the  fuel  burnt,  the  actual  results 
are  dififerent.  In  the  gas  producer  three  operations  are  performed : 
in  the  lower  portion  the  fuel  is  burnt,  and  this  may  be  called  the 
zone  of  combustion  ;  higher  up  the  carbonic  acid  takes  up  a  fturther 
equivalent  of  carbon,  becoming  carbonic  oxide,  this  may  be  called 
the  zone  of  carbonisation  ;  whilst  at  the  uppermost  layer  of  the 
producer  hydrocarbons  are  produced  in  what  may  be  called  the 
zone  of  distillation.  The  temperature  of  the  first  zone  would  be 
about  2400''  C,  and  that  of  the  second  about  960*"  0.,  provided  no 
water  was  admitted  with  the  air  for  combustion.  The  mixture  of 
carbonic  oxide  and  nitrogen  resulting  from  this  reaction,  and  at 
the  temperature  of  960°  C,  has  still  all  the  work  to  do  which  is 
accomplished  in  a  gas  retort,  namely,  to  deprive  the  coal  of  its 
hydrocarbons  and  vaporous  constituents,  amounting  to  from  80  to 
85  per  cent,  of  the  weight  of  fuel  supplied  ;  the  work  done  in  this 
third  or  uppermost  zone  of  the  gas  producer  may  be  valued  at  800 
heat  units  per  pound  of  fuel  charged,*  which  would  deprive  the 
gases  of  270''  C.  of  temperature,  reducing  that  temperature  to 
690°.  In  practice  I  find  that  the  temperature  of  the  gas-producer 
chamber  does  not  exceed  400°  C,  the  diflPerence  being  due  to 
farther  useful  work  performed  by  the  heat  resulting  from  the  first 
operation,  naniely,  in  the  decomposition  of  water  introduced  below 

*  In  practice  it  takes  4*5  cwts.  to  distil  the  gases  from  a  ton  of  coa]. 


SIR    WILLIAM  SIEMENS,    KR.S.  Ill 

the  grate  in  a  pool,  into  which  the  hot  clinkers  falling  generate 
steam,  which  most  be  delivered  in  the  proportion  of  at  least 
•007  lb.  per  pound  of  fuel,  or  6  lbs.  per  ton.  It  is  therefore 
evident  that  the  loss  of  heat  caused  in  converting  the  fuel  to  the 
gaseous  condition  amounts  only  to  12^  per  cent,  of  the  total 
quantity  in  the  fuel^  and  this  even  is  turned  to  useful  account  by 
causing  an  onward  pressure  towards  the  furnace,  in  the  passage 
of  the  gas  through  the  cooling  syphon,  thus  avoiding  the  necessity 
of  an  artificial  blowing  apparatus  and  a  closed  grate,  which  would 
be  sources  of  considerable  inconvenience  in  practice. 

Against  this  small  theoretical  loss  must  be  set  the  advantages 
of  perfect  combustion  in  the  furnace,  into  which  gas  and  air  are 
admitted  through  valves  in  proper  proportions,  and  the  further 
main  advantage  resulting  from  the  application  of  the  regenerators, 
which  I  need  not  here  particularise. 

The.  unfavourable  estimate  which  Mr.  Bell  has  formed  of  the 
working  condition  of  the  gas  producer  has  betrayed  him  into 
under-estimating  the  practical  saving  realised  by  the  adoption  of 
the  regenerative  gas-furnace.  The  amount  of  this  saving  depends 
in  a  great  measure  upon  the  temperature  at  which  the  work  in  the 
furnace  is  being  accomplished,  the  economy  increasing  with  the 
degree  of  that  temperature.  Thus  in  melting  mild  steel  in  cru- 
cibles, an  operation  requiring  intense  heat,  about  3  tons  of  Durham 
coke  are  required  in  the  old  process  per  ton  of  steel  melted,  which 
work  is  accomplished  in  the  regenerative  gas  furnace  with  a  con- 
sumption not  exceeding  25  cwt.  of  ordinary  coal.  In  carrying 
out  such  operations  as  the  melting  of  glass  and  the  reheating  and 
puddling  of  iron  great  saving  has  also  been  effected,  but  one  of 
the  largest  applications  of  the  system  has  been  made  to  the 
reheating  of  Bessemer  steel,  requiring,  as  is  well  known,  less 
intense  heat  than  is  required  for  the  heating  of  glass  and  iron,  and 
with  reference  to  this  application  I  cannot  do  better  than  quote 
Mr.  J.  J.  Smith's  paper,  read  before  the  Iron  and  Steel  Institute 
on  the  22nd  September,  1869,  in  which  he  says,  "  The  results  at 
the  Barrow  Works,  taken  over  a  period  of  two  years,  show  44  per 
cent,  (saving),  but  the  comparison  is  taken  with  furnaces  built 
expressly  to  consume  the  hardest  and  best  coal  which  could  be 
procured,  and  notwithstanding  the  known  loss  previously  men- 
tioned in  forcing  the  producers  ;  but  as  the  quaUty  of  the  coal 
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used  was  inferior^  and  very  mach  less  in  price,  the  actual  money 
saving  has  been  more  than  one-half." 

It  would  be  as  well  to  look  these  facts  fairly  in  the  face  before 
proceeding  too  far  in  the  prosecution  of  new  projects,  involving, 
perhaps,  unnecessary  expenditure  of  time  and  money. 

Yours  faithfully, 

C.  W.  Siemens. 

12,  QmiBN  AvHB  s  Gatb,  S.W.,  Odt^ter  20, 1875. 


ADDRESS 

Of  Dr.  C.  W.  Siemens,  F.R.8.* 

President  of  the  Mechanical  Section  of  Loan  Exhibition  of  Stientific 
Apparatus,  delivered  on  the  nth  May,  1876. 

In  opening  the  proceedings  of  the  Conferences  regarding 
mechanical  science,  it  behoves  me  to  draw  attention  to  the  lines 
of  demarcation  which  separate  us  from  other  branches  of  natural 
science  represented  in  this  exhibition. 

In  the  Department  of  Applied  Science  we  have  collected  here 
apparatus  of  vast  historical  interest,  including  the  original  steam 
cylinder  constructed  by  Papin  in  1690,  the  earliest  steam-engines 
by  Savery  and  by  James  Watt,  the  fismious  locomotive  engine  the 
"  Socket,"  by  which  George  Stephenson  achieved  his  early 
triumphs,  as  well  as  BelPs  original  marine  engine,  and  a  variety 
of  models  illustrative  of  the  progress  of  hydraulic  CDgineering  and 
of  machinery  for  the  production  of  textile  fabrics.  In  close 
proximity  to  these  we  find  a  collection  of  models  iUustrative  of 
the  remarkable  advance  in  naval  architecture  which  distinguishes 
the  present  day. 

It  would  be  impossible  to  deny  the  intrinsic  interest  attaching 
to  such  a  collection  or  its  intimate  connection  with  the  progress 
of  pure  science ;  for  how  could  science  have  progressed  at  the 
rate  evidenced  in  every  branch  of  this  exhibition,  but  for  the 
great  power  given  to  man  through  the  mechanical  inventions  just 

•  Excerpt  "Nature,"  May  18,  1876. 
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referred  to?  Tefc  were  mechanical  science  at  these  Conferences 
to  be  limited  to  the  objects  exhibited  in  the  South  Gallery  (and 
separated  nnfortonatelj  ftt)m  apparatus  representing  physical 
science  by  lengthy  corridors  filled  with  objects  of  natural  history), 
we  should  hardly  find  material  worthy  to  occupy  the  time  set  apart 
for  us.  But,  thanks  to  the  progress  of  opinion  in  recent  days, 
the  barrier  between  pure  and  applied  science  may  be  considered 
as  having  no  longer  any  existence  in  fact.  We  see  around  us 
practitioners,  to  whom  seats  of  honour  in  the  great  academies  and 
associations  for  the  advancement  of  pure  science  are  not  withheld, 
and  men  who,  having  commenced  with  the  cultivation  of  pure 
science,  think  it  no  longer  a  degradation  to  follow  up  its  applica- 
tion to  useful  ends. 

The  geographical  separation  between  applied  science  and  phy- 
sical science  just  referred  to,  must  therefore  be  regarded  only  as 
accidental,  and  the  subjects  to  be  discussed  in  our  section  comprise 
a  large  proportion  of  the  objects  to  be  found  within  the  rooms 
assigned  more  particularly  to  physics  and  chemistry.  Thus  all 
meajsuring  instruments,  geometric  and  kinematic  apparatus,  have 
been  specially  included  within  our  range,  and  other  objects,  such 
as  telegraphic  instruments,  belong  naturally  to  our  domain. 

With  these  accessions,  mechanical  science  represents  a  vast 
field  for  discussion  at  these  conferences,  a  field  so  vast  indeed  that 
it  would  have  been  impossible  to  discuss  separately  the  merits  of 
even  the  more  remarkable  of  the  exhibits  belonging  to  it.  It  was 
necessary  to  combine  exhibits  of  similar  nature  into  subdivisions, 
and  the  committee  have  asked  gentlemen  eminently  acquainted 
with  these  branches  to  address  you  upon  them  in  a  comprehensive 
manner. 

Thus  they  have  secured  the  co-operation  of  Mr.  Bamaby,  the 
Director  of  Construction  of  the  Navy,  to  address  you  on  the 
subject  of  naval  architecture,  and  of  Mr.  Fronde  to  enlarge  upon 
the  subject  of  fluid  resistance,  upon  which  he  has  such  an  un- 
doubted right  to  speak  authoritatively.  Mr.  Thomas  Stevenson, 
the  Engineer  of  the  Northern  Lighthouses,  will  describe  the 
modem  arrangements  of  Dioptric  lights,  which  mark  a  great  pro- 
gress in  the  art  of  lighting  up  our  coasts.  Mr.  Bramwell  has 
undertaken  the  important  task  of  addressing  you  on  the  subject  of 
prime  movers,  and  Prof.  Kennedy  upon  the  kinematic  apparatus 
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forwarded  by  Prof.  Reuleaux,  of  Berlin.  M.  Tresca  will  bring 
before  ua  his  interesting  subject,  the  flow  of  solids.  Mr.  William 
Hackney  will  address  you  upon  the  application  of  heat  to  furnaces, 
for  which  he  is  well  qualified  both  by  his  theoretical  and  practical 
knowledge.  Mr.  R.  S.  Culley,  Chief  Engineer  of  the  Postal 
Telegraphs,  will  refer  you  to  a  most  complete  and  interesting 
historical  collection  of  instruments,  revealing  the  rapid  and  sur- 
prising growth  of  the  electric  telegraph. 

Measurement. — Regarding  the  question  of  measurement,  this 
constitutes  perhaps  the  largest  and  most  varied  subject  in  connec- 
tion with  the  present  Loan  Exhibition.  In  mechanical  science, 
accurate  measurement  is  of  such  obvious  importance,  that  no 
argument  is  needed  to  recommend  the  subject  to  your  careful 
consideration.  But  it  is  not  perhaps  so  generally  admitted,  that 
accurate  measurement  occupies  a  very  important  position  with 
regard  to  science  itself,  and  that  many  of  the  most  brilliant  dis- 
coveries may  be  traced  back  to  the  mechanical  art  of  measuring. 
In  support  of  this  view  I  may  here  quote  some  pregnant  remarks 
made  by  Sir  William  Thomson  in  his  inaugural  address  delivered 
in  1871  to  the  members  of  the  British  Association,  in  which  he 
says — "Accurate  and  minute  measurement  seems  to  the  non- 
scientific  imagination,  a  less  lofty  and  dignified  work  than  looking 
for  something  new.  But  nearly  all  the  grandest  discoveries  of 
science  have  been  but  the  rewards  of  accurate  measurement  and 
patient  long-continued  labour  in  the  minute  sifting  of  numerical 
results.  The  popular  idea  of  Newton's  grand  discovery  is  that 
the  theory  of  gravitation  flashed  upon  his  mind,  and  so  the  dis- 
covery was  made.  It  was  by  a  long  train  of  mathematical  calcu- 
lation, founded  on  results  accumulated  through  prodigious  toil  of 
practical  astronomers,  that  Newton  first  demonstrated  the  forces 
urging  the  planets  towards  the  sun,  determined  the  magnitude  of 
those  forces,  and  discovered  that  a  force  following  the  same  law  of 
variation  with  distance  urges  the  moon  towards  the  earth.  Then 
first,  we  may  suppose,  came  to  him  the  idea  of  the  universality  oj 
gravitation ;  but  when  he  attempted  to  compare  the  magnitude  of 
the  force  of  the  moon  with  the  magnitude  of  the  force  of  gravita- 
tion of  a  heavy  body  of  equal  mass  at  the  earth's  surface,  he  did 
not  find  the  agreement  which  the  law  he  was  discovering  required. 
Not  for  years  after  would  he  publish  his  discovery  as  made.    It  is 
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recounted  that,  being  present  at  a  meeting  of  the  Rojal  Society, 
he  heard  a  paper  read,  describing  geodesic  measurement  by  Picard, 
which  led  to  a  serious  correction  of  the  previously  accepted  estimate 
of  the  earth's  radius.  This  was  what  Newton  required  ;  he  went 
home  with  the  result,  and  commenced  his  calculations,  but  felt  so 
much  agitated,  that  he  handed  over  the  arithmetical  work  to  a 
friend ;  then  (and  not  when,  sitting  in  a  garden  he  saw  an 
apple  fall)  did  he  ascertain  that  gravitation  keeps  the  moon  in 
her  orbit. 

"  Faraday's  discovery  of  specific  inductive  capacity,  which  in- 
augurated iM  new  philosophy,  tending  to  discard  action  at  a 
distance,  was  the  result  of  minute  and  accurate  measurement  of 
electric  forces. 

*'  Joule's  discovery  of  thermo-dynamic  law,  through  the  regious 
of  electro-chemistry,  electro-magnetism,  and  elasticity  of  gases 
was  based  on  a  delicacy  of  thermometry  which  seemed  impossible 
to  some  of  the  most  distinguished  chemists  of  the  day. 

"  Audrews's  discovery  of  the  continuity  between  the  gaseous  and 
liquid  states  was  worked  out  by  many  years  of  laborious  and  minute 
measurement  of  phenomena  scarcely  sensible  to  the  naked  eye." 

Here,  then,  we  have  a  very  full  recognition  of  the  importance 
of  accurate  measurement,  by  one  who  has  a  perfect  right  to  speak 
authoritatively  on  such  a  subject.  It  may  indeed  be  maintained 
that  no  accurate  knowledge  of  any  thing  or  any  law  in  nature  is 
possible,  unless  we  possess  a  &culty  of  referring  our  results  to 
some  unit  of  measure,  and  that  it  might  truly  be  said — io  know  is 
to  measure. 

To  resort  to  a  homely  illustration  of  this  proposition,  let  us 
suppose  a  traveller  in  the  unknown  wilds  of  the  interior  of  Africa, 
observing  before  him  a  number  of  elevations  of  the  ground,  not 
differing  materially  from  one  another  in  apparent  magnitude. 
Without  measuring  apparatus  the  traveller  could  form  no  con- 
clusion regarding  the  geographical  importance  of  those  visible 
objects,  which  might  be  mere  hillocks  at  a  moderate  distance,  or 
the  domes  of  an  elevated  mountain  range.  In  stepping  his  base 
line,  however,  and  mounting  his  distance-measurer,  he  soon  ascer- 
tains his  distances,  and  observations  with  the  sextant  and  compass 
give  the  angles  of  elevation  and  position  of  the  objects.  He  now 
knows  that  a  mighty  mountain  chain  stands  before  him,  which 
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must  detennine  the  direction  of  the  watercourses  and  important 
climatic  results.  In  shorty  through  measurement  he  has  achieved 
perhaps  an  important  addition  to  our  geographical  knowledge. 
As  regards  modem  astronomy,  this  may  almost  be  defined  as  the 
art  of  measuring  very  distant  objects,  and  this  art  has  progressed 
proportionately  with  the  perfection  attained  in  the  telescopes  and 
recording  instruments  employed  in  its  pursuit. 

By  the  ancients  the  art  of  measuring  length  and  volume  was 
tolerably  well  understood,  hence  their  relatively  extraordinary 
advance  in  architecture  and  the  plastic  arts.  We  hear  also  of 
powerful  mechanical  contrivances  which  Archimedes  employed  for 
lifting  and  hurling  heavy  masses ;  and  the  books  of  Euclid  con- 
stitute a  lasting  proof  of  their  power  of  grappling  with  the  laws 
regulating  the  proportion  of  plane  and  linear  measurement.  But 
with  all  the  mental  and  mechanical  power  displayed  in  those 
works^  it  would  seem  strange  that  no  attempt  should  have  been 
made  on  the  part  of  the  ancients  to  utilise  those  subtle  forces  in 
nature^  heat  and  eUcfinciiy,  by  which  modem  civilisation  has  been 
distinguished,  were  it  not  for  their  want  of  the  means  of  measuring 
these  forces. 

Hero  of  Alexandria  tells  us  that  the  power  of  steam  was  known 
to  the  Egyptians,  and  was  employed  by  their  priesthood  to  work 
such  pretended  miracles  as  that  of  the  spontaneous  opening  of 
the  doors  of  the  temple,  whenever  the  burnt  offering  was  accepted 
by  the  gods,  or  as  we  moderns  would  put  it,  whenever  the  heat 
generated  by  combustion  was  sufScient  to  produce  steam  in  the 
hollow  body  of  the  altar,  and  thus  force  water  into  buckets  whose 
increasing  weight,  in  descending,  caused  the  gates  in  question  to 
open. 

Unfortunately  for  them,  the  Accademia  de  Cimento  of  Florence 
had  not  yet  presented  the  world  with  the  thermometer,  nor  ha4 
Toricelli  shown  how  to  measure  elastic  pressures,  or  there  wouW 
at  any  rate  have  been  a  probability  of  those  clear-headed  ancients 
applying  the  power  of  steam  for  preparing  and  transporting  the 
materials,  which  they  used  in  the  erection  of  their  stupendous 
monuments,  and  for  raising  and  directing  the  water  used  in  their 
elaborate  works  of  irrigation. 

The  art  of  measuring  may  be  divided  into  the  following  principal 
groups. 
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First.  That  of  linear  measuremeDt,  the  measurement  of  area 
within  a  plane,  and  of  plane  angles ;  comprising  Geometry,  Trigo- 
nometry, Surveying,  and  the  construction  of  linear  measures,  dis- 
tance meters,  sextants  and  planimeters,  of  which  a  great  variety 
will  be  found  within  this  building. 

The  subject  of  linear  measurement  will,  I  am  happy  to  state,  be 
brought  before  you  by  one  whose  name  will  ever  be  remembered 
as  the  introducer  into  applied  mechanics  of  the  absolute  plane, 
and  of  accurate  measure,  I  mean  Sir  Joseph  Whitworth.  It  is  to 
be  r^retted,  I  consider,  that  Sir  Joseph  Whitworth  adopted  as 
the  unit  of  measure,  the  decimalized  inch,  instead  of  employing 
the  centimetre,  and  I  hope  that  he  will  see  reason  to  adapt  his 
admirable  system  of  gauges,  also  to  metrical  measure,  which,  not- 
withstanding any  objections  that  could  be  raised  against  it  on 
theoretical  grounds — that,  namely,  of  not  representing  accurately 
the  ten  millionth  part  of  the  distance  fix)m  one  of  the  earth's  poles 
to  its  equator — is,  nevertheless,  the  only  measure  that  has  been 
thoroughly  decimalized,  and  which  establishes  a  simple  relation- 
ship between  measures  of  length,  of  area,  and  of  capacity.  It 
possesses,  moreover,  the  great  practical  advantage  of  having  been 
adopted  by  nearly  all  the  civilised  nations  of  Europe,  and  by 
scientific  workers  throughout  the  world.  Sir  Joseph  Whitworth's 
gauges,  based  upon  the  decimalized  inch,  are  calculated  to  main- 
tain their  position  for  many  years,  owing  to  the  intrinsic 
mechanical  perfection  which  they  represent,  but  the  boon  con- 
ferred by  their  author  would  be  still  greater  than  it  is  if,  by 
adopting  the  metre,  he  would  remove  the  last  and  only  serious 
impediment  in  the  way  of  the  unification  of  linear  measurement 
throughout  the  world.  A  discussion  will  probably  arise  regarding 
the  relative  merits  of  measurement  d  bouty  of  which  Sir  Joseph 
Whitworth  is  the  representative,  and  of  measurement  d  trait, 
which  is  the  older  method,  but  is  still  maintained  by  the  Standard 
Ck)mmissioners,  both  in  this  country  and  in  France. 

The  second  group  includes  the  measure  of  volume  or  the  cubical 
contents  of  solids,  liquids,  and  gases,  comprising  stereometric 
methods  of  measurement,  the  standard  measures  for  liquids,  and 
the  apparatus  for  measuring  liquid  and  gaseous  bodies  flowing 
through  pipes,  such  as  gas  meters,  water  meters,  spirit  meters,  of 
which,  likewise  a  great  variety  of  ancient  and  modem  date  will 
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meet  yonr   eye,  and   upon  which  Mr.  Merrifield  will  address 
you. 

Another  method  of  measuring  matter  is  by  its  attraction 
towards  the  earth,  or,  thirdly,  the  measurement  of  weight,  repre- 
sented by  a  great  variety  of  balances  of  ancient  and  modem 
construction.  These  may  be  divided  into  beam  weighing  machines, 
which  appear  to  be  at  the  same  time  the  most  ancient  and  the  most 
accurate,  into  spring  balances,  and  torsion  balances.  The  accuracy 
obtained  in  weighing  is  truly  surprising,  when  we  see  that  a  mass 
of  one  ten-millionth  part  of  a  gramme  suffices  to  turn  the  scale  of 
a  well-constructed  chemical  balance.  Perfect  weighing,  however, 
could  only  be  accomplished  in  a  vacuum,  and,  in  accurate  weigh- 
ing, allowance  has  to  be  made  for  the  weight  of  the  air  displaced 
by  the  object  under  consideration.  The  general  result  is  that  the 
mass  of  light  substances  is  really  greater  than  their  nominal  weight 
implies,  and  this  difiference  between  true  and  nominal  weight  must 
vary  sensibly  with  varying  atmospheric  density. 

Among  measures  of  weight,  may  be  noted  a  balance,  which 
weighs  to  the  five-millionth  part  of  the  body  weighed,  sent  by 
Beckers  Sons  of  Botterdam  ;  another  from  Brussels  weighing  to 
within  a  fourteen-millionth  part  of  the  weight,  in  weighing  small 
quantities ;  a  balance  formerly  used  by  Dr.  Priestley ;  and  Professor 
Hennessy's  standards  derived  from  the  earth's  polar  axis,  as 
common  to  all  terrestrial  meridians. 

Weighing  in  a  denser  medium  than  atmo^heric  air,  namely,  in 
water,  leads  us  fourthly  to  the  measurement  of  specific  gravity 
which  was  originated  by  Archimedes  when  he  determined  the 
composition  of  King  Hiero's  crown  by  weighing  it  in  water  and 
in  air. 

Next  comes  fifthly,  the  Measurement  of  Time,  which  although 
of  ancient  conception  has  been  reduced  to  mathematical  precision 
only  in  modem  times.  This  has  taken  place  through  the  discovery 
by  Galileo,  of  the  pendulum,  and  its  application  by  Huygens  to 
time-pieces  in  the  17th  century.  The  most  interesting  exhibits  in 
this  branch  of  measurement  are,  from  an  historical  point  of  view, 
the  Italian,  German,  and  English  clocks  of  the  17th  century,  the 
Timekeeper  which  was  twice  carried  out  by  Captain  Cook,  first  in 
1776,  and  which,  after  passing  through  a  number  of  hands,  was 
brought  back  to  this  country  in  1848,  and  an  ancient  striking 
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clock,  supposed  to  have  been  made  in  1348 ;  it  has  the  verga 
escapement  which  is  said  to  have  been  in  use  before  the  pendulum. 
The  methods  employed  in  modem  clocks  and  watches  for  com- 
pensating for  variation  of  the  thermometer  and  barometer,  are 
illustrated  by  numerous  exhibits,  notably  the  Astronomical  Clock, 
with  Sir  George  Airy's  compensation,  which  will  form  the  subject 
of  a  special  demonstration  by  Messrs.  Dent  and  Co. 

The  measurement  of  small  increments  of  time  has  been  rendered 
possible  only  in  our  own  days  by  the  introduction  of  the  conical 
pendulum,  and  other  apparatus  of  uniform  rotation,  which 
alone  conveys  to  our  minds  the  true  conception  of  the  continuity 
of  time.  Among  the  exhibits  belonging  to  this  class,  must  be 
mentioned  Sir  Charles  Wheatstone's  rotating  mirror,  moved  by  a 
constant  falling  weight,  by  which  he  made  his  early  determination 
of  the  velocity  of  electricity  through  metaUic  conductors  ;  the 
rotative  cylindrical  mirror,  marked  by  successive  electrical  dis- 
charges, which  was  employed  by  Dr.  Werner  Siemens  in  1846,  to 
measure  the  velocity  of  projectiles,  and  has  been  lately  applied  by 
him  for  the  measurement  of  the  velocity  of  the  electric  current 
itself,  and  the  Chronometric  Oovemor,  introduced  by  him  in 
conjunction  with  myself,  for  regulating  chronographs,  as  also  the 
velocity  of  steam  engines  under  their  varying  loads  ;  Foucault's 
Governor,  and  a  considerable  variety  involving  similar  principles 
of  action. 

Another  entity  which  presents  itself  for  measurement  is,  sixthly, 
that  of  Velocity,  or  distance  traversed  in  a  unit  of  time,  which 
may  either  be  uniform  or  one  influenced  by  a  continuance  of  the 
cause  of  motion,  resulting  in  acceleration,  subject  to  laws  and 
measurements  applicable  both  in  relation  to  celestial  and  terrestrial 
bodies.  I  may  here  mention  the  instruments  latterly  devised  for 
measuring  the  acceleration  of  a  cannon  ball  before  and  after 
leaving  the  mouth  of  the  gun,  of  which  an  early  example  has  been 
placed  within  these  galleries.  Other  measurers  of  velocity  are  to 
be  found  here,  ships^  logs,  current  meters,  and  anemometers. 

In  combining  the  ideas  of  weight  or  pressure  with  space,  we 
arrive  at,  seventhly,  the  conception  of  work,  the  unit  of  which  is 
the  foot-pound,  or  kilogrammetre,  and  which,  when  combined  with 
time,  leads  ns  to  the  further  conception  of  the  performance  of 
duty,  the  horse-power  as  defiaed  by  Watt.    The  machines  for  the 
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measurement  of  work,  here  exhibited,  are  not  nmnerous,  bat  are 
interesting.  Among  these  may  be  mentioned  Professor  Colladon's 
Djnamometrical  Apparatus  construeted  in  1844 ;  Richard's  Patent 
Steam  Engine  Indicator,  an  improvement  on  Watt's,  and  Mr.  6.  A. 
Him's  Flexion  and  Torsion  Pandynamometers. 

Eighth.  The  Measurement  of  Electrical  Units — of  electrical 
capacity,  of  potential,  and  resistance,  forms  a  subject  of  vast 
research,  and  of  practical  importance,  such  as  few  men  are  capable 
of  doing  justice  to.  It  may  be  questioned,  indeed,  whether 
Electrical  Measurement  belongs  to  the  province  of  mechanical 
science,  involving,  as  it  does,  problems  in  physical  science  of  the 
highest  order  ;  but  it  may  be  contended  on  the  other  hand  that  at 
least  one  branch  of  Applied  Science,  that  of  Telegraphy,  could  not 
be  carried  on  without  its  aid.  I  am  happy  to  say  that  this  branch 
of  the  general  subject  will  be  brought  before  you  by  my  esteemed 
Mend  Sir  Wilh'am  Thomson,  than  whom  there  is  no  one  more 
eminently  qualified  to  deal  with  it.  I  may,  therefore,  pass  on  to 
the  next  great  branch  of  our  general  subject,  the  ninth,  Thermal 
Measurement. — ^The  principal  instrument  here  employed  is  the 
thermometer,  baaed  in  its  construction,  either  upon  the  difference 
of  expansion  between  two  solids,  or  on  the  expansion  of  fluids 
such  as  mercury  or  alcohol — (the  common  thermometer)  or  upon 
gaseous  expansion  (the  air  thermometer)  ;  or  again,  it  may  be 
based  upon  certain  changes  of  electrical  resistance,  which  solids 
and  liquids  experience  when  subjected  to  various  intensities  of 
heat.  With  reference  to  these,  the  air  thermometer  represents 
most  completely  the  molecular  action  of  matter  which  is  the 
equivalent  of  the  expansibility.  I  shall  not  speak  of  the  different 
scales  that  have  been  adopted  by  R^umur,  Celsius  and  Fahrenheit, 
which  are  based  upon  no  natural  laws  or  zero  points  in  nature, 
and  which  are  therefore  equally  objectionable  upon  theoretical 
grounds.  Would  it  not  be  possible  to  substitute  for  these  a 
natural  thermometric  scale  ?  One  commencing  from  the  absolute 
zero,  of  the  possible  existence  of  which  we  have  many  irre- 
futable proofs,  although  we  may  never  be  able  to  reach  it  by 
actual  experiment.  A  scale  commencing  in  numeration  from  this 
hypothetical  point  would  possess  the  advantage  of  being  in  unison 
throughout  with  the  physical  effects  due  to  the  nominal  degree, 
and  would  aid  us  in  appreciating  correctly  the  relative  dynamical 
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value  of  any  two  degrees  of  heat  which  could  be  named.  Such  a 
scale  would  also  fall  in  with  the  readings  of  an  Electrical  Resist- 
ance thermometer  or  pyrometer,  of  which  a  specimen  has  been 
added  to  this  collection  by  myself. 

When  temperature  or  intensity  of  heat  is  coupled  with  mass  we 
obtain  the  conception  of  quantity  of  heat,  and  if  this  again  is 
referred  to  a  standard  material,  usually  water,  the  unit  weight  of 
each  being  taken,  we  obtain  what  is  known  as  specific  heat.  The 
standard  to  which  measurements  of  quantity  of  heat  are  usually 
referred  is  the  heat  required  to  raise  a  pound  of  water  one  degree 
Fahrenheit,  or  the  cubic  centimetre  of  water  one  degree  Centi- 
grade. 

The  most  interesting  exhibits  in  this  branch  of  measurement, 
are,  from  an  historical  point  of  view,  the  original  spirit  thermo- 
meter of  the  Florentine  Accademia  del  Cimento,  and  the  photo- 
graphs of  old  thermometers  ;  the  original  Lavoisier  Calorimeter 
for  measuring  the  heat  disengaged  in  combustion,  Wedgwood's 
and  Darnell's  Pyrometers. 

As  illustrating  modem  improvement  may  be  instanced  a  long 
brass-cased  thermometer  showing  the  variation  in  the  readings, 
when  the  bulb  and  when  the  whole  thermometer  is  immersed  ;  a 
thermometer  with  flat  bulb  to  improve  sensitiveness ;  a  thermo- 
electric alarum,  for  giving  notice  when  a  given  temperature  is 
reached  ;  an  instrument  for  measuring  the  temperature  of  fusion 
by  means  of  electric  contact  invented  by  Prof.  Himly ;  Dr. 
Andrews'  apparatus  for  measuring  the  quantity  of  heat  disengaged 
in  combustion ;  Dr.  Guthrie's  diacalorimeter  for  measuring  the 
conductivity  of  liquids  for  heat,  and  a  thermometric  tube  by  Prof. 
Wartmann  for  determining  the  calorific  capacities  of  different 
liquids  by  the  process  of  cooling. 

Finally,  Joule  has  taught  us  how  to  measure  the  unit  of  heat 
dynamically,  and  the  interesting  apparatus  employed  by  him  from 
time  to  time  in  the  various  stages  of  the  determination  of  this 
most  important  constant  in  applied  mechanics,  are  to  be  found, 
rightly  placed,  not  among  thermometers,  and  other  instruments 
placed  in  the  physical  sections,  but  among  the  instruments  re- 
quired in  the  determination  of  three  great  natural  standards^-of 
length,  time,  and  mass,  and  their  combinations. 

Another  branch  of  the  general  subject  is  the  Measurement  of 
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Light,  which  may  be  divided  into  two  principal  sections,  that 
including  the  measurement  of  the  wave-length  of  lights  of  diffe- 
rent colours,  and  the  angle  of  polarization,  which  belongs  purely 
and  entirely  to  physical  science ;  and  the  measurement  of  the 
intensity  of  light  by  photometry,  which,  while  involving  also 
physical  problems  of  the  highest  order,  has  an  important  bearing 
also  upon  applied  science.  The  principal  methods  that  have  been 
hitherto  employed  in  photometry  are  by  the  comparison  of  shadows, 
that  of  Rimiford  and  Bouguer ;  by  employing  a  screen  of  paper 
with  a  grease-spot,  the  lights  to  be  compared  being  so  adjusted 
that  the  spot  does  not  differ  in  appearance  from  the  rest  of  the 
paper,  Bunsen's  method ;  Elster's,  by  determining  in  combustion 
the  amount  of  carbon  contained  in  a  given  volume  of  a  gas  ;  and 
the  one  lately  introduced  by  Prof.  Adams  and  Dr.  Werner 
Siemens,  by  measuring  the  variation  in  the  electrical  resistance  of 
selenium,  under  varying  intensities  of  light. 

Before  concluding,  I  wish  to  call  your  attention  to  two  measur- 
ing instruments  which  do  not  fall  within  the  range  of  any  of  the 
divisions  before  indicated'.  The  first  is  an  apparatus  designed 
chiefly  by  my  brother,  Dr.  Werner  Siemens,  by  which  a  stream 
composed  of  alcohol  and  water,  mixed  in  any  proportion,  is 
measured  in  such  a  manner  that  one  train  of  counter  wheels 
records  the  volume  of  the  mixed  liquid  ;  whilst  a  second  counter 
gives  a  true  record  of  the  amount  of  absolute  alcohol  contained 
in  it.  The  principle  upon  which  this  measuring  apparatus  acts 
may  be  shortly  described  thus  : — The  volume  of  liquid  is  passed 
through  a  revolving  drum,  divided  into  three  compartments  by 
radial  divisions,  and  not  dissimilar  in  appearance  to  an  ordinary 
wet  gas-meter ;  the  revolutions  of  this  drum  produce  the  record 
of  the  total  volume  of  passing  liquid.  The  liquid,  on  its  way  to 
the  measuring  drum,  passes  through  a  receiver  containing  a  float 
of  thin  metal  filled  with  proof  spirit,  which  float  is  partially  sup- 
ported by  means  of  a  carefully  adjusted  spring,  and  its  position 
determines  that  of  a  lever,  the  angular  position  of  which  causes 
the  alcohol  counter  to  rotate  more  or  less  for  every  revolution  of 
the  measuring  drum.  Thus,  if  water  only  passes  through  the 
apparatus  the  lever  in  question  stands  at  its  lowest  position,  when 
the  rotative  motion  of  the  drum  will  not  be  communicated  to  the 
alcohol  counter,  but  in  proportion  as  the  lever  ascends  a  greater 
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proportion  of  the  motion  of  the  drum  will  be  communicated  to  the 
alcohol  counter,  and  this  motion  is  rendered  strictly  proportionate 
to  the  alcohol  contained  in  the  liquid,  allowance  being  made  in 
the  instrument  for  the  change  of  volume  due  to  chemical  affinity 
between  the  two  liquids.  Several  thousand  instruments  of  this 
description  are  employed  by  the  Russian  Government  in  control- 
ling the  production  of  spirits  in  that  empire,  whereby  a  large  staff 
of  officials  is  saved,  and  a  perfectly  just  and  technically  unobjec- 
tionable method  is  established  for  levying  the  excise  dues. 

Another  instrument,  not  belonging  to  any  of  the  classes  enume- 
rated, is  one  for  measuring  the  depth  of  the  sea  without  a  sound- 
ing line,  which  has  recently  been  designed  by  me,  and  described 
in  a  paper  communicated  to  the  Royal  Society.  Advantage  is 
taken  in  the  construction  of  this  instrument,  of  certain  variations 
in  the  total  attraction  of  the  earth,  which  must  be  attributable  to 
a  depth  of  water  intervening  between  the  instrument  and  the  solid 
constituents  of  the  earth.  It  can  be  proved  mathematically  that 
the  total  gravitation  of  the  earth  diminishes  proportionately  with 
the  depth  of  water,  and  that  if  an  instrument  could  be  devised  to 
indicate  such  minute  changes  in  the  total  attraction  upon  a  scale, . 
the  equal  divisions  on  that  scale  would  represent  equal  units  of 
depth. 

Gravitation  is  represented  in  this  instrument  by  a  column  of 
mercury  resting  upon  a  corrugated  diaphragm  of  thin  steel  plate, 
which  in  its  turn  is  supported  by  the  elastic  force  of  carefully 
tempered  springs  representing  a  force  independent  of  gravitation. 
Any  change  in  the  force  of  gravitation  must  affect  the  position  of 
this  diaphragm  and  the  upper  level  of  the  mercury,  which  causes 
an  air-bubble  to  travel  in  a  convolute  horizontal  tube  of  glass 
placed  upon  a  graduated  scale,  the  divisions  of  which  are  made  to 
signify  fathoms  of  depth.  Special  arrangements  were  necessary  in 
order  to  make  this  instrument  parathermal,  or  independent  of 
change  of  temperature,  as  also  independent  of  atmospheric  density, 
which  need  not  be  here  described.  Suffice  it  to  say  that  the  instru- 
ment, which  has  been  placed  on  board  the  S.S.  **  Faraday  "  during 
several  of  her  trips  across  the  Atlantic,  has  given  evidence  of  a 
remarkable  accordance  in  its  indications  with  measurements  taken 
by  means  of  Sir  William  Thomson's  excellent  pianoforte  wire- 
sounding  machine ;  and  we  confidently  expect  that  it  will  prove 
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a  nsefal  instrument  for  warning  mariners  of  the  approach  of 
danger,  and  for  determining  their  position  on  seas,  the  soundings 
of  which  are  known. 

Another  variety  of  this  instrument  is  the  horizontal  attraction 
meter,  by  which  it  will  be  possible  to  obtain  continuous  records  of 
the  diurnal  changes  in  the  attraction  of  the  sun  and  moon  as 
influencing  the  tides.  This  instrument  belongs,  however,  rather 
to  the  domain  of  physics  than  to  that  of  mechanical  science. 

These  general  remarks  upon  the  subject  of  measurement  may 
suffice  to  call  your  attention  to  its  importance,  several  branches 
of  which,  those  of  Linear,  Cubical,  and  Electrical  Measurement, 
will  now  be  dealt  with. 

The  discussions  which  will  follow  these  addresses  will  be  carried 
on  under  circumstances  such  as  have  never  before  co-operated, 
namely,  the  presence  of  leading  men  of  science  of  all  civilised 
nations,  who  will  take  part  in  them,  and  the  easy  reference  which 
can  be  had  to  the  most  comprehensive  collection  of  models  of 
scientific  apparatus — both  modem  and  ancient — which  has  ever 
been  brought  together. 


ADDRESS 
Of  C.  William  Siemens,*  D.C.L.,  F.R.S., 

Ths  President  of  the  Iron  and  Steel  Institute,  delivered 

on  the  20th  March,  1877. 

The  Iron  and  Steel  Institute  was  called  into  existence  in  1869 
by  a  few  of  those  leading  members,  who,  assisted  throughout  by 
our  energetic  General  Secretary,  are  still  giving  it  their  zealouB 
and  disinterested  support.  At  their  head  stood  his  Grace  the 
Duke  of  Devonshire,  who,  as  its  first  President,  pointed  out  to  the 
young  Society  the  useful  results  that  would  be  realized  through  a 

*  Excerpt  Journal  of  the  Iron  and  Steel  InsUtate,  1877,  pp.  6~S4. 
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jndicioas  combination  of  natural  science  with  practical  experience, 
and  by  attention  to  the  progress  in  metallnrgical  processes  effected 
in  other  countries.  He  thus  implanted  upon  this  Institute  a 
yitalitj  which  has  resulted  in  a  rapid  increase  of  its  members,  and 
a  career  of  usefulness  such  as  scarcely  any  other  society  for  the 
promotion  of  applied  science  can  boast  of. 

With  regard  to  the  progress  of  the  Institute,  in  the  numerical 
strength  of  its  membership,  the  number  has  risen  from  292  in 
1869,  to  960  in  1876,  and  the  proposals  of  candidates  coming  in 
show  that  the  interest  in  the  Society  has  not  abated.  This 
numerical  progress,  however,  cannot  be  expected  to  continue, 
because  the  Institute  has  now  arrived  at  a  point  where  it  counts 
among  its  members  those  gentlemen  who  can  best  aid  us  in  the 
objects  we  have  in  view,  and  it  can  thus  afford  to  restrict  the 
privilege  of  membership  to  candidates,  who  by  their  previous 
training,  and  actual  position^  have  qualified  themselves  to  join 
profitably  in  our  discussions. 

During  last  year,  as  the  report  shows,  meetings  were  held  in 
London  and  Leeds,  at  which  numerous  papers  were  brought  before 
you  regarding  subjects  of  considerable  interest,  and  which  gave 
rise  to  important  discussions. 

But  besides  the  reading  and  discussion  of  papers,  there  has  been 
much  other  useful  work  done  by  the  Institute ;  I  refer  to  the 
special  committees  that  have  on  various  occasions  been  appointed 
by  the  Council  for  the  purpose  of  investigating  questions  of 
importance  relative  to  the  production  of  iron  and  steel,  and  the 
interest  evinced  in  those  special  enquiries  proves  how  much  more 
may  yet  be  accomplished  by  more  systematic  organisation  for  the 
attainment  of  similar  objects. 

Another  branch  of  useful  action  of  this  Institute  has  been  to 
place  before  the  members,  through  its  Journal,  the  latest  results 
obtained  in  other  countries,  which  work  was  ably  performed  by 
our  late  Foreign  Secretary,  Mr.  David  Forbes,  P.R.S.  The  death 
of  this  distinguished  gentleman  must  be  a  matter  of  deep  regret  to 
every  member  of  the  Institute. 

Out  of  our  still  young  society  has  grown  another — the  British 
Iron  Trade  Association — ^which,  under  the  able  presidency  of  Mr. 
Geo.  T.  Clark,  ahready  gives  promise  of  usefiil  results  in  supplying 
us  with  reliable  statistics  regarding  the  extent  and  progress  of  the 
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iron  trade  of  this  and  other  conntries,  and  in  calling  the  attention 
of  our  legislators  to  questions  of  tariffs^  and  to  other  measores, 
likely  to  affect  the  interests  of  the  British  iron  trade. 

Educational. — Intimately  connected  with  the- interests  of  this 
Institution,  and  with  the  prosperity  of  the  iron  trade,  is  the 
subject  of  technical  education.  It  is  not  many  years  since 
practical  knowledge  was  regarded  as  the  one  thing  requisite  in  an 
iron  smelter,  whilst  theoretical  knowledge  of  the  chemical  and 
mechanical  principles  involved  in  the  operations  was  viewed  with 
considerable  suspicion.  The  aversion  to  scientific  reasoning  upon 
metallurgical  processes  extended  even  to  the  authors  who  professed 
to  enlighten  us  upon  these  subjects ;  and  we  find,  in  technological 
works  of  the  early  part  of  the  present  century,  little  more  than 
eye-witness  accounts  of  the  processes  pursued  by  the  operating 
smelter,  and  no  attempt  to  reconcile  those  operations  with  scientific 
facts.  A  great  step  in  advance  was  made  in  this  country  by  Dr. 
Percy,  when,  in  1864,  he  published  his  remai'kable  "Metallurgy 
of  Iron  and  SteeL"  Here  we  find  the  gradual  processes  of  iron 
smelting  passed  in  review,  and  supported  by  chemical  analyses  of 
the  fuel,  ores,  and  fluxing  materials  employed,  and  of  the  metal, 
slags,  and  cinder  produced  in  the  operation.  On  the  continent  of 
Europe,  the  researches  of  Ebelmann,  and  the  technological  writings 
of  Karsten,  Tunner,  Griiner,  Karl,  Akermann,  Wedding,  and  others, 
have  also  contributed  largely  towards  a  more  rational  conception  of 
the  processes  employed  in  iron  smelting. 

It  must  be  conceded  to  the  nations  of  the  Continent  of  Europe 
that  they  were  the  first  to  recognize  the  necessity  of  technical 
education,  and  it  has  been  chiefiy  in  consequence  of  their  increasing 
competition  with  the  producers  of  this  country,  that  the  attention 
of  the  latter  had  been  forcibly  drawn  to  this  subject.  The  only 
special  educational  establishment  for  the  metallurgist  of  Great 
Britain  is  the  School  of  Mines.  This  institution  has  unquestionably 
already  produced  most  excellent  results  in  furnishing  us  with 
young  metallurgists,  qualified  to  make  good  careers  for  themselves, 
and  to  advance  the  practical  processes  of  iron  making ;  but  it  is 
equally  evident  that  that  institution  is  still  susceptible  of  great 
improvement,  by  adding  to  the  branches  of  knowledge  now  taught 
at  Jermyn  Street,  and  I  cannot  help  thinking  that  a  step  in 
the  wrong   direction    has    recently   been   made   in   separating 
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geographicaOj  and  administratively  the  instruction  in  pnre 
chemistrj  from  that  in  applied  chemistry,  geology,  and  mineralogy. 
If  properly  supported,  the  School  of  Mines  might  become  one  of 
the  best  and  largest  institutions  of  its  kind,  but  it  would  be  an 
error  to  suppose  that,  however  successful  it  might  be,  it  could  be 
made  to  suffice  for  the  requirements  of  the  whole  country.  Other 
similar  institutions  will  have  to  be  opened  in  provincial  centres, 
and  we  have  an  excellent  example  set  us  by  the  town  of  Manchester, 
which,  in  ci*eating  its  Owen's  College^  has  laid  the  foundation  for 
a  technical  univeraity,  capable  of  imparting  useful  knowledge  to 
the  technologist  of  the  future. 

Technical  education  is  here  spoken  of  in  contradistinction  to  the 
purely  classic  and  scientific  education  of  the  Universities,  but  it 
must  not  be  supposed  that  I  would  advocate  any  attempt  at  com- 
prising in  its  curriculum  a  practical  working  of  the  processes  which 
the  student  would  have  to  direct  in  after-life.  This  has  been 
attempted  at  many  of  the  polytechnic  schools  of  tlie  Continent 
with  results  decidedly  unfavourable  to  the  useful  career  of  the 
student ;  the  practice  taught  in  such  establishments  is  devoid  of 
the  commercial  element,  and  must  of  necessity  be  objectionable 
as  tending  to  engender  conceit  in  the  mind  of  the  student,  which 
will  stand  in  the  way  of  the  unbia^d  application  of  his  mind  to 
real  work.  Let  technical  schools  confine  themselves  to  teaching 
those  natural  sciences  which  bear  upon  practice,  but  let  practice 
itself  be  taught  in  the  workshop  and  in  the  metallurgical  estab- 
lishment. 

Laboub. — Equal  in  importance  to  an  enlightened  direction  of 
metallurgical  works,  is  the  obtaining  of  labour  upon  reasonable 
terms.  The  wages  paid  in  this  country  are,  as  a  rule,  higher  than 
those  prevailing  on  the  Continent  of  Europe,  and  I  do  not  belong 
to  those  who  would  wish  to  see  them  materially  reduced.  The 
late  Mr.  Brassey  found  as  the  result  of  his  experience  that  the  cost 
of  labour,  that  is  the  co-efficient  resulting  from  the  division  of  the 
work  done  per  day,  by  the  day's  wage,  was  a  constant  quantity  for 
all  countries.  This  rule  would  lead  to  the  conclusion  that  the^ 
more  costly  but  eflEective  labour,  as  measured  by  a  day's  wage; 
must  be  the  cheaper  in  the  end,  because  it  produces  a  greater 
result  with  a  given  amount  of  plant  I  have  no  reason  to  doubt 
the  general  truth  of  this  proposition,  provided  only  that  it  is  not 
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disturbed  by  misconceptions,  regarding  the  supposed  antagonism 
between  labour,  and  the  capital  and  skill  directing  it,  which 
misconceptions  have  exercised  a  baneful  influence  upon  the  in- 
dustries of  this  and  other  countries  in  recent  times.  Both 
employer  and  employed  have  reason  to  reflect  seriously  upon  the 
experience  gained  during  the  late  period  of  high  prices.  Whilst 
employers  added  largely  to  their  producing  plant,  and  acquired 
additional  colliery  and  mining  property  in  order  to  increase  their 
output,  and  so  took  advantage,  unwisely  I  think,  of  the  temporary 
inflation,  it  can  hardly  be  considered  a  matter  for  surprise,  that 
the  working  classes  caught  up  the  feverish  excitement,  and  en- 
deavoured to  obtain  their  share  of  the  golden  fruits  that  were 
supposed  to  accrue  to  their  employers.  Scarcity  of  labour  was 
naturally  suggestive  of  combination,  and  high  rates  of  wages 
supplied  the  means  of  imposing  onerous  conditions  upon  the 
employer,  whereby  the  development  of  economical  processes  was 
effectually  retarded. 

The  commercial  crisis  which  ensued  has  rendered  the  depression 
more  general  and  more  sweeping  than  could  have  been  reasonably 
expected,  and  now  that  we  find  ourselves  at  what  we  hope  may  be 
regarded  as  the  extreme  ebb  of  the  ever-fluctuating  tide  of  pros- 
perity, it  behoves  us  to  consider  carefully  how  a  recurrence  of  the 
same  causes  of  mischief  may  in  the  future  be  rendered  less 
dangerous  in  their  results. 

One  of  the  most  effectual  methods  of  attaining  this  important 
result  would  consist  in  establishing  the  relations  between  employers 
and  employed  upon  the  basis  of  mutual  interest.  I  hold  that 
capital  has  its  duties  to  perform  as  well  as  its  rights  to  maintain, 
and  that  whilst  the  minimum  of  wages  is  that  which  enables  the 
workman  to  live  with  reasonable  comfort,  both  parties  would  be 
materially  benefited  by  so  arranging  wages  as  to  make  them  pay- 
able in  great  measure  upon  results,  both  as  regards  quality  and 
quantity  of  work  produced,  whilst,  by  the  establishment  of 
mechanics*  institutes,  reading  rooms,  and  mutual  benefit  asso- 
ciations, in  connection  with  individual  works,  the  feeling  of 
community  of  interest  would  be  further  strengthened,  and  a 
recurrence  of  antagonistic  action,  so  destructive  to  commercial 
results,  might  be  avoided. 

Fuel. — Next  in  importance  to  cheap,  or  rather  to  efficacious 
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labour  ia  the  production  of  iron  and  steel,  comes  cheap  fuel, — a 
subject  to  which,  as  you  are  aware,  I  have  devoted  considerable 
attention,  and  T  would  therefore  treat  it,  with  your  permission, 
rather  more  fully  than  other  subjects  of  perhaps  equal  importance. 
Fuel,  in  the  widest  acceptation  of  the  word,  may  be  said  to  com- 
prise all  potential  force  which  we  may  call  into  requisition  for 
effecting  our  purposes  of  heating  and  working  the  materials  with 
which  we  have  to  deal,  although  in  a  more  restricted  sense  it  com- 
prises only  those  carbonaceous  matters  which,  in  their  combustion, 
yield  the  heat  necessary  for  working  our  furnaces,  and  for  raising 
steam  in  our  boilers.  It  may  safely  be  asserted  that  the  great 
supply  of  energy  available  for  our  purposes  has  been,  or  is  being, 
derived  from  that  great  orb  which  vivifies  all  nature — the  sun.  In 
the  case  of  coal,  it  has  been  shown  that  its  existence  is  attributable 
to  the  rays  of  the  sun,  which  in  foimer  ages  broke  up  or  dissociated 
carbonic  acid  and  water  in  the  leaves  of  plants,  and  rendered  the 
carbon  and  hydrogen,  thus  separated  from  the  oxygeu,  available 
for  re-combustion.  The  same  action  still  continues  in  the  forma- 
tion of  wood,  peat,  and  indeed  all  vegetable  matter. 

The  solar  ray  produces,  however,  other  forms  of  energy  through 
the  evaporation  of  sea  water,  and  the  resulting  rainfall  upon 
elevated  lands,  and  through  currents  set  up  in  the  atmosphere  and 
in  the  sea,  which  give  rise  to  available  sources  of  power  of  vast  * 
aggregate  amount,  and  which  may  also  be  regarded  in  the  light  of 
fuel  in  the  wider  sense. 

The  form  of  fuel,  however,  which  possesses  the  greatest  interest 
for  us,  the  iron-smelters  of  the  19th  century,  is  without  doubt  the 
accumulation  of  the  solar  energy  of  former  ages,  which  is  em- 
bodied in  the  form  of  coal,  and  it  behoves  us  to  inquire  what  are 
the  stores  of  this  most  convenient  form  of  ftiel. 

Recent  enquiry  into  the  distribution  of  coal  in  this  and  other 
countries  has  proved  that  the  stores  of  these  invaluable  deposits 
are  greater  than  had  at  one  time  been  supposed. 

I  have  compiled  a  table  of  the  coal  areas  and  production  of  the 
globe,  the  figures  in  which  are  collected  from  various  sources.  It 
is  far  from  being  complete,  but  will  serve  us  for  purposes  of 
comparison. 
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The  Coal  Areas  and  Annual  Coal  Production  of  the 

Globe. 

Area  in  Square      Production  in 
Miles.  1874.     Tons. 

Great  Britain        .        .         .        .         .  11,900  125,070,000 

Germany 1,800  46,658,000 

United  States 192,000  50,000,000 

France 1,800  17,060,000 

Belgium 900  14,670,000 

Austria 1,800  12,280,000 

Russia 11,000  1,892,000 

Nova  Scotia,  and  adjoining  Provinces  .  18,000  1,052,000 

Spain 8,000     .  680,000 

Other  Countries 28,000  5;000,000 

270,200        274,262,000 

This  table  shows  roughly  that  the  total  area  of  the  discovered  coal- 
fields of  the  world  amount  to  270,000  square  miles. 

It  also  appears  that  the  total  coal  deposits  of  Great  Britain 
compare  favourably  with  those  of  other  European  countries  ;  but 
that  both  in  the  United  States  and  in  British  North  America,  there 
exist  deposits  of  extraordinary  magnitude,  which  seem  to  promise 
a  great  future  for  the  New  World. 

According  to  the  report  of  the  Coal  Commissioners,  published 
in  1871,  there  were  then  90,207  million  tons  of  coal  available  in 
Great  Britain,  at  depths  not  greater  than  4,000  feet,  and  in  seams 
not  less  than  1  foot  thick,  besides  a  quantity  of  concealed  coal 
estimated  at  56,278  millions  of  tons,  making  a  total  of  146,480 
millions.  Since  that  period,  there  have  been  raised  600  millions 
of  tons  up  to  the  close  of  1875,  leaving  145,880  millions  of  tons, 
which,  at  the  present  rate  of  consumption  of  nearly  182  millions 
of  tons  annually,  would  last  1,100  years.  Statistics  show  that 
during  the  last  20  years  there  has  been  a  mean  annual  increase  in 
the  output  of  about  Z\  millions  of  tons,  and  a  calculation  made 
at  this  rate  would  give  250  years  as  the  life  of  our  coalfields. 

In  comparing,  however,  the  above  rate  of  increase  with  that  of 
population  and  manufactures,  it  will  be  found  that  the  additional 
coal  consumption  has  not  nearly  kept  pace  with  the  increased 
demand  for  the  effects  of  heat^  the  difference  being  ascribable  to 
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the  introduction  of  economical  processes  in  the  application  of  fuel. 
In  the  case  of  the  production  of  power,  the  economy  effected  in 
our  best  endues  within  the  last  20  years  exceeds  50  per  cent.,  and 
an  equally  important  saving  has  probably  been  realised  in  the 
production  of  iron  and  steel  within  the  same  period,  as  may  be 
gathered  from  the  fact  that  a  ton  of  steel  rails  can  now  be  pro- 
duced from  the  ore  with  an  expenditure  not  exceeding  55  cwt.  of 
raw  coal,  whereas  a  ton  of  iron  rails,  20  years  ago,  involved  an 
expenditure  exceeding  100  cwt.  According  to  Dr.  Percy,  one 
large  works  consumed,  in  1859,  from  5  to  6  tons  of  coal  per  ton  of 
rails.  Statistics  are  unfortunately  wanting  to  guide  us  respecting 
these  important  questions. 

Considering  the  large  margin  for  further  improvement  in  almost 
every  application  of  fuel,  which  can  be  shown  upon  theoretical 
grounds  to  exist,  it  seems  not  unreasonable  to  conclude  that  the 
ratio  of  increase  of  population  and  of  output  of  manu&ctured 
goods  will  be  nearly  balanced,  for  many  years  to  come,  by  the 
further  introduction  of  economical  processes,  and  that  our  annual 
production  of  coal  will  remain  substantially  the  same  within  that 
period,  which  under  those  circumstances  will  probably  be  a  period 
of  comparatively  cheap  coal. 

The  above-mentioned  speculation  leads  to  the  further  conclusion 
that  our  coal  supply  at  a  workable  depth  will  last  for  a  period  fer 
exceeding  the  shorter  estimated  period  of  250  years,  especially  if 
we  take  into  account  the  probability  of  fresh  discoveries,  of  which 
we  have  had  recent  instances,  particularly  in  North  Staffordshire, 
where  a  large  area  of  coal  and  blackband  ironstone  is  being  opened 
up,  under  the  auspices  of  his  Grace  the  Duke  of  Sutherland,  by 
our  member,  Mr.  Homer. 

Wherever  coalfields  are  found  in  Great  Britain,  they  exist, 
generally  speaking,  under  favourable  circumstances.  The  deposits 
are  for  the  most  part  met  with  at  reasonable  depths,  the  quality  of 
the  coal  is  unsurpassed  by  that  of  other  countries,  and  although 
the  coal  and  ironstone  do  not  occur  together  in  all  the  iron-pro- 
ducing districts,  the  distance  from  the  coal  to  the  iron  is  small, 
compared  with  that  met  with  in  other  countries,  and  the  insular 
position  of  Great  Britain  renders  water  carriage,  both  for  internal 
communication  and  for  the  purpose  of  export,  more  readily  avail- 
able than  elsewhere.      These  advantages  ought  to  decide  the 
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present  contest  for  supplying  the  markets  of  the  world  with  iron 
and  steel,  at  the  lowest  rates,  in  favour  of  this  country. 

Coal  assumes,  in  many  instances,  the  form  of  anthracite,  and 
although  the  South  Wales  district  contains  large  deposits  of  this 
mineral  fuel,  comparatively  little  use  has  been  hitherto  made  of 
it  for  smelting  purposes.  When  raw  anthracite  is  used  in  the 
blast  furnaces  mixed  with  coke,  it  has  been  found  that  the  amount 
so  used  should  be  limited  to  from  10  to  15  per  cent.,  or  the  furnace 
is  apt  to  become  choked  by  an  accumulation  of  decrepitated 
anthracite.  At  Creusot,  in  France,  this  difficulty  was  overcome 
many  years  ago,  by  crushing  the  anthracite  coal,  mixing  it 
intimately  with  crushed  binding  coal,  and  coking  a  mixture  of 
abont  equal  proportions  in  Appold's  vertical  coke  ovens.  The 
result  is  a  somewhat  unsightly,  but  exceedingly  hard  and  effica- 
cious coke.  A  similar  method  has  been  followed  for  some  time  in 
South  Wales,  where  coke  is  now  produced,  containing  as  much  as 
60  per  cent,  of  anthracite,  bound  together  by  35  per  cent,  of 
binding  coal,  and  a  further  admixture  of  5  per  cent,  of  pitch  or 
bitumen,  the  whole  of  the  materials  being  broken  up  and  inti- 
mately mixed  in  a  Carr's  disintegrator  prior  to  being  coked  in 
the  usual  manner.  Coke  of  this  description  possesses  great  power 
of  endurance  in  the  furnace,  and  is  worthy  the  attention  of  iron- 
smelters. 

In  the  United  States  of  America  anthracite  plays  a  most  impor- 
tant part,  being  in  fact  the  only  mineral  fuel  in  the  Northern 
States  east  of  the  Alleghany  mountains.  Its  universal  application 
for  blast  furnaces,  for  heating  purposes,  and  for  domestic  use, 
imparts  to  the  eastern  cities  of  the  United  States  a  pecuhar  air  of 
brightness,  owing  to  the  entire  absence  of  smoke,  which  must 
impress  every  visitor  most  agreeably,  and  the  difference  of  effect 
produced  by  the  general  use  of  this  fuel,  as  contrasted  with  that 
of  bituminous  coal,  is  most  strikingly  exemplified  in  a  short  day's 
journey  from  Philadelphia,  the  capital  of  the  anthracite  region,  to 
Pittsburg,  the  centre  of  application  of  bituminous  coal. 

In  visiting  lately  the  deposits  of  anthracite  coal  of  the  Schuylkill 
district,  I  was  much  struck  with  their  vastness,  and  with  the 
manner  and  appliances  adopted  for  working  them.  The  American 
anthracite  is  less  decrepitating  than  ours,  but  its  successful  appli- 
cation to  its  various  purposes  is  the  result  chiefly  of  the  judicious 
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manner  in  which  it  is  prepared  for  the  market.  The  raw  anthra- 
cite as  it  comes  from  the  mine  is  raised  to  the  top  of  a  wooden 
structure  some  60  to  70  feet  high,  in  descending  through  which 
it  is  subjected  to  a  series  of  operations  of  crushing,  dressing, 
sieving,  and  separating  of  slaty  admixtures,  and  is  then  delivered 
through  separate  channels  into  railway  wagons,  as  large-coal,  egg- 
coal,  walnut-coal,  and  pea-coal,  each  kind  being  nicely  rounded 
and  uniform  in  size.  The  dust  coal,  which  amounts  to  nearly 
one-half  of  the  total  quantity  raised,  is  at  present  allowed  to 
accumulate  near  the  mine,  but  experiments  are  now  being  carried 
out  to  utilise  this  also  for  steam-boiler  purposes. 

Next  in  importance  to  mineral  fuel,  properly  speaking,  come 
lignite  and  peat,  of  which  vast  deposits  are  met  with  in  most 
countries.  These  may  be  looked  upon  as  coal  still  in  course  of 
formation,  and  the  chief  drawback  to  their  use,  as  compared  with 
that  of  real  coal,  consists  in  the  large  percentage  of  water  which 
they  contain  rendering  them  inapplicable,  in  their  crude  condition, 
to  the  attainment  of  high  degrees  of  heat.  These  difficulties 
may  be  overcome  by  subjecting  the  wet  material  to  processes  of 
compression,  desiccation,  and  coking,  whereby  excellent  fuel  and 
products  of  distillation  are  obtained  ;  but  the  cost  of  their  pro- 
duction has  hitherto  exceeded  their  market  value.  Crude  air-dried 
peat  has,  however,  been  rendered  appHcable  for  obtaining  high 
degrees  of  heat  such  as  are  required  for  metallurgical  operations, 
by  means  of  the  regenerative  gas  furnace  ;  and  it  is  important  to 
observe  that  the  calorific  value  of  a  ton  of  air-dried  peat  or 
lignite,  if  used  in  this  manner,  is  equal  to  that  of  a  ton  of  good 
coal,  if  in  both  cases  deduction  is  made  of  the  percentage  of 
moisture  and  earthy  matter.  The  carbonaceous  constituents  of 
peat  yield  indeed  a  very  rich  gas  suitable  for  melting  steel  or  for 
re-heating  iron,  the  only  precaution  necessary  being  to  pass  the 
gas  from  the  producer  over  a  sufficient  amount  of  cooling  surface 
to  condense  the  aqueous  vapour  it  contains,  before  its  arrival  at 
the  furnace.  This  precaution  is  not  necessary,  however,  in  dealing 
with  some  of  the  older  lignites,  such  as  occur  abundantly  in 
Austria  and  Hungary,  which  may  be  ranked  as  almost  equal 
in  value  with  real  coal,  except  for  blast-furnace  purposes. 

Fuel  also  occurs  naturally  in  the  gaseous  condition,  a  fact  bat 
too  well  known  to  every  practical  coal  miner.    Occasionally,  how- 
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ever,  it  is  found  separated  from  the  coal  with  which  it  may  have 
been  primarily  associated,  and  in  those  cases  it  has  been  made 
practically  available  as  fuel.  At  Bakoo,  on  the  Caspian  Sea, 
natural  gas  has  issued  spontaneously  from  the  ground  for  centuries 
past,  and  the  column  of  perpetual  fire  thus  produced,  has  served 
the  purpose  of  giving  the  Parsees  a  holy  shrine  at  which  to  worship 
their  deity.  In  the  district  of  Pennsylvania,  a  more  substantial 
application  has  been  made  of  the  gas  issuing  from  many  of  the 
borings,  which  serves  as  fuel  for  working  pumping  machinery  and 
as  illuminating  gas  for  the  district.  The  quantity  of  gas  issuing 
from  some  of  these  wells  may  be  judged  from  the  fact,  that  one 
of  them,  after  discharging  for  three  years  as  much  gas  as  could 
escape  into  the  atmosphere  under  a  pressure  estimated  at  not  less 
than  200  lbs.  on  the  square  inch,  has  lately  been  connected  by 
means  of  a  5-inch  pipe  with  Pittsburg  (a  distance  of  18  miles), 
where  70  puddling  and  re-heating  furnaces  are  worked  entirely  by 
the  fuel  so  supplied.  But  even  this  result  furnishes  only  an  im- 
perfect idea  of  the  calorific  power  represented  by  this  single  issue 
of  natural  gas,  inasmuch  as  the  combustion  is  carried  on  in  these 
furnaces  on  the  most  wasteful  plan,  the  gas  being  mixed  imper- 
fectly with  cold  air,  and  converted  to  a  large  extent  into  dense 
masses  of  smoke.  An  analysis  of  this  gas  gives — Hydrogen,  18*50  ; 
Marsh  Gas,  80-11 ;  Ethylene,  5*72  ;  Carbonic  acid,  0-66. 

The  use  of  natural  gas  is  not  likely  to  assume  very  large  pro- 
portions owing  to  its  rare  occurrence,  but  its  application  at  Pitta- 
burg  has  forcibly  reminded  me  of  a  project  I  had  occasion  to  put 
forward  a  good  many  years  ago,  namely,  to  erect  gas-producers  at 
the  bottom  of  coal  mines,  and  by  the  conversion  of  solid  into 
gaseous  fuel,  to  save  entirely  the  labour  of  raising  and  carrying 
the  latter  to  its  destination.  The  gaseous  fuel,  in  ascending  from 
the  bottom  of  the  mine  to  the  bank,  would  (owing  to  its  tempera- 
ture and  low  specific  gravity),  acquire  in  its  ascent  an  onward 
pressure  sufficient  to  propel  it  through  pipes  or  culverts  to  a  con- 
siderable distance,  and  in  this  way  it  would  be  possible  to  supply 
townships  with  heating  gas,  not  only  for  use  in  factories,  but,  to  a 
great  extent,  for  domestic  purposes  also.  In  1869,  a  company,  in 
which  I  took  a  leading  interest,  was  formed  at  Birmingham,  under 
the  sanction  of  the  Town  Council,  to  supply  the  town  of  Birming- 
ham with  heating  gas  at  the  rate  of  6df.  per  1,000  cubic  feet,  but 
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the  object  was  defeated  bj  the  existing  Gas  Companies,  who 
opposed  their  bill  in  Parliament,  upon  the  ground  that  it  would 
interfere  with  vested  interests.  I  am  still  satisfied,  however,  that 
such  a  plan  could  be  carried  out  with  great  advantage  to  the 
public  ;  and  although  I  am  no  longer  specifically  interested  in  the 
matter,  I  would  gladly  lend  my  aid  to  those  who  might  be  willing 
to  realise  the  same. 

Fuel  also  occurs  naturally  in  the  liquid  state,  and  if  mineral 
oils  could  be  obtained  in  quantities  at  all  comparable  to  those  of 
solid  fuel,  liiquid  fuel  would  possess  the  advantages  of  great  purity 
and  high  calorific  value  ;  but,  considering  its  rare  occurrence,  and 
comparatively  high  price,  even  in  the  oil  districts  of  Pennsylvania 
and  Canada,  its  use,  for  smelting  purposes,  need  not  be  here 
considered. 

According  to  the  general  definition  of  fuel  given  above,  we  have 
to  include  the  evaporative  effect  of  the  sun's  rays,  by  which  sea- 
water  is  raised  to  elevated  mountain  levels,  whence  it  descends 
towards  the  sea,  and  in  so  doing  is  capable  of  imparting  motion 
to  machinery. 

This  form  of  fuel,  which  takes  the  place  of  the  coal  otherwise 
expended  in  raising  steam,  has  been  resorted  to  in  all  countries 
since  the  dawn  of  civilization,  and  it  is  owing  to  this  circumstance 
that  the  industries  of  the  world  were  formerly  very  much  scattered 
over  the  valleys  and  gorges  of  mountainous  districts,  where  the 
mountain  stream  gave  motion  to  the  saw-mill  or  flour-mill,  to  the 
trompe  of  the  iron-smelter,  and  to  the  helve  of  the  iron  and  steel 
manufacturer. 

The  introduction  of  the  steam  engine,  towards  the  end  of  last 
century,  changed  the  industrial  aspect  of  the  world  in  causing 
manufactories  to  be  massed  together  in  great  centres,  and  this 
tendency  has  been  still  further  augmented  in  consequence  of  the 
construction  of  canals  and  railways,  which  enable  us  to  bring 
together  the  raw  material,  and  to  disperse  the  manufactured  pro- 
duct at  a  comparatively  low  cost.  It  is  not  unreasonable,  however, 
to  expect  that  a  certain  reaction  in  this  process  of  centralization 
mil  gradually  take  place,  because,  in  consequence  of  ever- 
increasing  competition,  the  advantage  of  utilising  natural  forces, 
which  we  could  afford  to  neglect  during  a  period  of  general 
prosperity,  becomes  again  an  essential  element  in  determining  the 
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very  lowest  price  at  which  our  produce  may  be  sent  into  the 
market. 

The  advantage  of  utilising  water-power  applies,  however,  chiefly 
to  Continental  countries,  with  large  elevated  plateaus,  such  as 
Sweden  and  the  United  States  of  America,  and  it  is  interesting 
to  contemplate  the  magnitude  of  power  which  is  now  for  the 
most  part  lost,  but  which  may  be,  sooner  or  later,  called  into 
requisition. 

Take  the  Falls  of  Niagara  as  a  ^miliar  example.  The  amount 
of  water  passing  over  this  fall  has  been  estimated  at  100  millions 
of  tons  per  hour,  and  its  perpendicular  descent  may  be  taken  at 
150  feet,  without  counting  the  rapids,  which  represent  a  further 
fall  of  150  feet,  making  a  total  of  800  feet  between  lake  and  lake. 
But  the  force  represented  by  the  principal  fall  alone  amounts  to 
16,800,000  horse-power,  an  amount  which,  if  it  had  to  be  produced 
by  steam,  would  necessitate  an  expenditure  of  not  less  than 
266,000,000  tons  of  coal  per  annum,  taking  the  consumption  of 
coal  at  4lb8.  per  horse-power  per  hour.  In  other  words, 
all  the  coal  raised  throughout  the  world  would  barely  suffice 
to  produce  the  amount  of  power  that  continually  runs  to 
waste  at  this  one  great  fall.  It  would  not  be  difficult,  indeed, 
to  realize  a  large  proportion  of  the  power  so  wasted,  by  means  of 
turbines  and  water-wheels  erected  on  the  shores  of  the  deep  river 
below  the  falls,  supplying  them  from  races  cut  along  the  edges. 
But  it  would  be  impossible  to  utilize  the  power  on  the  spot,  the 
district  being  devoid  of  mineral  wealth,  or  other  natural  induce- 
ments for  the  establishment  of  factories.  In  order  to  render 
available  the  force  of  falling  water  at  this,  and  hundreds  of  other 
places  similarly  situated,  we  must  devise  a  practicable  means  of 
transporting  the  power.  Sir  William  Armstrong  has  taught  us 
how  to  carry  and  utilize  water-power  at  a  distance,  if  conveyed 
through  high-pressure  mains,  and  at  Schaffhausen,  in  Switzerland, 
as  well  as  at  some  other  places  on  the  Continent,  power  is  con- 
veyed by  means  of  quick-working  steel  ropes  passing  over  large 
pullies  ;  by  these  means,  it  may  be  carried  to  a  distance  of  one  or 
two  miles  without  difficulty.  Time  will  probably  reveal  to  us 
effectual  means  of  carrying  power  to  great  distances,  but  I  cannot 
refrain  from  alluding  to  one  which  is,  in  my  opinion,  worthy  of 
consideration,  namely,  the  electrical  conductor.    Suppose  water- 
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power  to  be  employed  to  give  motion  to  a  dynamo-electrical 
machine,  a  very  powerful  electrical  current  will  be  the  result, 
which  may  be  carried  to  a  great  distance,  through  a  large  metallic 
conductor,  and  then  be  made  to  impart  motion  to  electro- 
magnetic engines,  to  ignite  the  carbon  points  of  electric  lamps,  or 
to  effect  the  separation  of  metals  from  their  combinations.  A 
copper  rod  3  in.  in  diameter  would  be  capable  of  transmitting 
1,000  horse-power  at  a  distance  of  say  30  miles,  an  amount  suffi- 
cient to  supply  one  quarter  of  a  million  candle-power,  which  would 
suffice  to  illuminate  a  moderately  sized  town. 

The  use  of  electrical  power  has  sometimes  been  suggested  as  a 
substitute  for  steam  power,  but  it  should  be  borne  in  mind  that  so 
long  as  the  electric  power  depends  upon  a  galvanic  battery,  it  must 
be  much  more  costly  than  steam  power,  inasmuch  as  the  com- 
bustible consumed  in  the  battery  is  zinc,  a  substance  necessarily 
much  more  expensive  than  coal ;  but  this  question  assumes  a 
totally  different  aspect  if  in  the  production  of  the  electric  current 
a  natural  force  is  used  which  could  not  otherwise  be  rendered 
available. 

'  The  force  of  the  wind  is  another  source  of  natural  power 
representing  ftiel  according  to  the  general  definition  above  given, 
which,  though  large  in  its  aggregate  amount,  is  seldom  used, 
except  in  navigation,  owing  to  its  proverbial  uncertainty.  On 
this  account  we  may  dismiss  it  from  serious  consideration  until 
our  stores  of  mineral  wealth  are  well-nigh  exhausted,  by  which 
time  our  descendants  may  have  discovered  means  of  storing  and 
utilising  it  in  a  manner  entirely  beyond  our  present  conceptions. 

Processes. — Having  thus  dwelt — too  long,  I  fear,  for  your 
patience — upon  the  subject  of  fuel,  I  now  approach  the  question 
as  to  the  processes  by  which  we  can  best  accomplish  our  purpose 
of  converting  the  crude  iron  ore  into  such  materials  as  leave  our 
smelting  works  and  forges. 

The  subject  of  blast  furnace  economy  has  already  been  so  fully 
discussed  by  you,  during  the  term  of  office  of  your  past  President, 
Mr.  I.  Lowthian  Bell,  M.P.,  F.R.S.,  who  has  done  so  much  him- 
self to  throw  light  upon  the  complicated  chemical  reactions  which 
occur  in  the  blast  furnace,  that  I  may  be  permitted,  on  the  present 
occasion,  to  pass  over  this  question,  and  to  call  your  attention 
more  particularly  to  those  processes  by  which  iron  is  made  to 
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attain  its  highest  qualities  both  as  regards  power  of  resistance  and 
ductility. 

Iron  and  Steel  were  known  to  the  ancients,  and  are  referred  to 
in  their  writings,  but  we  have  no  account  of  the  processes 
employed  in  the  manufacture  of  these  metals  until  comparatively 
speaking  recent  times.  Aristotle  describes  steel  as  purified  iron, 
and  says  that  it  is  obtained  by  remelting  iron  several  times,  and 
treating  it  with  various  fluxes  ;  we  are  hence  led  to  suppose  that 
in  Aristotle's  time  steel  was  made  by  careful  selection,  and  treat- 
ment of  steely  iron,  which  latter  was  produced  by  something 
analogous  to  the  Catalan  process. 

A  method  referred  to  by  ancient  authors,  is  to  bury  iron  in 
damp  ground  for  some  time,  and  then  to  heat  and  hammer  it. 
Another  process  first  described  in  Biringuccio's  "  Pyrotechnology," 
one  of  the  earliest  works  on  Metallurgy,  and  later  in  Agricola's 
"  De  Re  Metallica,"  both  published  in  the  16th  century,  is  to  re- 
tain malleable  iron  for  some  hours  in  a  bath  of  fused  cast  iron, 
when  it  becomes  converted  into  steel.  Reaumur,  in  1722,  pro- 
duced steel  by  melting  three  parts  of  cast  iron  with  one  part  of 
wrought  iron  (probably  in  a  small  crucible)  in  a  conmion  forge, 
but  he  failed  to  produce  steel  in  this  manner  upon  a  working 
scale. 

A  similar  method  of  producing  steel  to  that  proposed  by 
Reaumur  has  been  employed  in  India  for  ages,  the  celebrated 
Wootz  steel  being  the  result  of  partial  or  entire  fusion  of  steely 
iron  and  carbonaceous  matter,  in  small  crucibles  arranged  in  a 
primitive  air  furnace,  followed  by  a  lengthy  exposure  of  the  ingots 
to  heated  air  in  order  to  effect  a  partial  decarburization. 

In  1750,  Hasenfratz  refers,  in  his  "  Siderotechnic,"  to  three 
processes  for  producing  steel :  melting  broken  fragments  of  steel 
with  suitable  fluxes,  fusing  malleable  iron  with  carbonaceous  matter 
and  so  treating  cast  iron  (probably  with  oxides)  as  to  obtain  cast 
steel  directly  from  it. 

The  credit  of  producing  cast  steel  upon  a  working  scale  is  due 
to  Huntsman,  who  was  the  first  to  accomplish  its  entire  fusion  in 
crucibles,  placed  amongst  the  coke  of  an  air  furnace,  which  fluid 
metal  he  poured  into  metallic  moulds.  This  process  is  still  carried 
on  largely  at  Sheffield  for  the  production  of  special  qualities  of 
steel,  such  as  tool  steel,  tjTe  steel,  castings  and  forgings,  and  a  ton 
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of  cast  steel  in  ingots  is  produced  with  the  expenditure  of  from  2^ 
to  3  tons  of  Durham  coke,  according  to  the  degree  of  mildness  of 
the  metal  desired. 

At  Pittsburg,  where  pot-melting  is  employed  on  a  considerable 
scale,  plumbago  pots  having  nearly  double  the  capacity  of  the 
Sheffield  clay  pots  are  invariably  used ;  18  or  24  of  these  pots, 
each  containing  about  a  hundredweight  of  metal,  are  placed  in  a  gas 
furnace,  and  each  pot  lasts  twenty-four  hours,  yielding  five  charges 
during  that  interval.  The  fuel  consumed  amounts  to  one  ton  of 
small  slack  per  ton  of  steel  melted,  which  is  delivered  to  the  works 
at  the  surprisingly  low  price  of  30  cents  per  ton.  With  these 
important  advantages  in  his  favour,  the  American  steel-melter 
should  be  able,  one  would  think,  to  meet  without  protection  his 
Sheffield  competitor  in  the  open  market. 

With  regard  to  Bessemer  steel,  great  advances  have  been  made 
in  recent  times  in  cheapening  its  production.  At  Creusot  and 
other  Continental  works,  a  system  of  direct  working,  or  of  trans- 
ferring the  pig  metal  in  the  molten  condition  from  the  blast  furnace 
to  the  Bessemer  converter,  has  been  introduced,  and  the  same 
method  has  been  recently  adopted  at  several  of  the  leading  English 
works.  By  this  method  of  working,  the  fuel  usually  employed  in 
re-melting  the  pig  metal  in  the  cupola  (say  2\  cwt.  per  ton)  is 
clearly  saved,  and  other  advantages  are  realized ;  but,  on  the  other 
hand,  the  Bessemer  converter  is  made  dependent  upon  the  working 
of  the  blast  furnace  both  as  regards  time  and  the  quality  of  the 
resulting  metal.  At  Barrow  and  other  large  works,  where  a 
number  of  blast  furnaces  supply  several  Bessemer  converters,  in 
addition  to  pig  metal,  for  the  open  market,  this  mode  of  working 
appears  to  be  practically  free  from  the  objection  above  stated,  and 
a  hot  ladle,  with  its  engine,  may  be  kept  steadily  at  work  trans- 
ferring the  pig  metal  from  one  blast  furnace  or  another  to  the 
converters.  But  it  still  remains  to  be  seen  whether  any  practical 
advantage  can  be  realized  by  this  method  of  working  at  smaller 
works,  where  a  change  in  the  working  of  the  blast  furnace  from 
Bessemer  to  forge  pigs  would  cause  a  serious  interruption  in  the 
working  of  the  Bessemer  plant. 

In  America,  the  effort  of  the  ironmaster  has  been  directed — 
chiefly  under  the  guidance  of  Mr.  A.  L.  Holley — towards  a  saving 
of  labour,  by  increasing  to  an  almost  incredible  extent  the  number 
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of  blows  per  diem  from  each  converter.  Thus  I  was  informed  that 
at  the  North  Chicago  Steel  Works,  as  many  as  73  blows  had  been 
obtained  in  one  pit  in  24  hours,  although  I  have  reason  to  doubt 
whether  this  rate  of  working  could  be  maintained  for  any  length 
of  time.  The  Americans  have  not  adopted,  so  far  as  I  could 
ascertain,  the  direct  process  of  working,  but  are  content  to  remelt 
their  pig  metal  in  large  cupolas  in  immediate  proximity  to  the 
converters  ;  the  capacity  of  the  converters  has  latterly  been  much 
increased,  and  the  degree  of  heat  engendered  by  a  blast  of  increased 
power,  has  been  augmented  to  such  an  extent  that  a  considerable 
amount  of  scrap  metal  can  be  re-melted  within  the  fluid  bath 
before  discharging  the  same  into  the  ingot  moulds. 

Whilst  the  Bessemer  process  has  been  making  rapid  strides, 
another  process  has  gradually  grown  up  by  its  side,  which  I  cannot 
pass  over  without  remark.  I  allude  to  the  open-hearth  steel  pro- 
cess, with  which  my  name  and  the  joint  names  of  Siemens  and 
Martin  are  associated.  The  conception  of  this  process  is  really  as 
old  as  that  of  cast  steel  itself.  The  ancient  Indian  steel,  the 
Wootz,  was  the  result  of  a  fusion  of  a  mixture  of  malleable  iron 
and  carbon.  B^umur,  as  already  stated,  proposed  to  melt  wrought 
iron  and  pig  metal  together  for  the  production  of  steel,  as  early  as 
1722  ;  and  J.  M.  Heath, — to  whom  we  owe  the  important  dis- 
covery that  by  the  addition  of  manganese  to  cast  steel  its 
malleability  is  greatly  increased, — endeavoured  to  realize  the  con- 
ception of  producing  steel  in  large  masses  upon  the  open  hearth  of 
the  furnace  in  the  year  1839,  and  he  again  has  been  followed  in 
these  endeavours  by  Gentle  Brown,  Richards,  and  others  in  the 
same  direction. 

When,  in  1856, 1  first  seriously  gave  my  attention,  in  conjunc- 
tion with  my  brother  (Frederick  Siemens)  to  the  construction  of  a 
regenerative  gas  furnace,  I  perceived  that  this  furnace  would  be 
admirably  adapted  to  the  production  of  steel  upon  the  open 
hearth,  and  I  remember  proposing  it  for  such  a  purpose  to  Mr. 
Abraham  Darby,  of  Ebbw  Vale,  in  1861.  Ever  since  that  time 
I  have  been  engaged  in  the  realization  of  this  idea,  which  has  been 
retarded,  however,  by  those  untoward  circumstances  which  ever 
intervene  between  a  mere  conception  and  its  practical  realization. 
Although  two  of  my  earlier  licensees,  Mr.  Chas.  Attwood,  of  Tow 
Law,  and  the  Fourchambault  Company,  in  France  (with  whom 


S/R    WILLIAM   SIEMENS,    KR.S.  141 

was  mj  esteemed  friend,  the  late  M.  Lechatelier,  the  Tnspecteur- 
G^n^ral  des  Mines),  succeeded,  in  18G5  and  186G,  in  producing 
steel  upon  the  open  hearth,  they  did  not  persevere  sufficiently  to 
attain  commercial  results  ;  and  it  was 'not  until  after  I  had  esta- 
blished experimental  steel  works  at  Birmingham,  that  I  was 
enabled  to  combat  in  detail  the  various  difficulties  which  at  one 
time  looked  well-nigh  insuperable. 

Whilst  thus  engaged,  Messrs.  Pierre  and  Emile  Martin,  of 
Sireuil,  who  had  obtained  licences  for  furnaces  to  melt  steel  both 
in  pots  and  on  the  open  hearth,  succeeded,  after  a  short  period  of 
experimenting,  in  introducing  into  the  market  open-hearth  steel 
of  excellent  quality. 

Messrs.  Martin  gave  their  attention  to  the  production  of  steel  by 
the  dissolution  of  wrought  iron  and  steel  scrap  in  a  bath  of  pig 
metal,  whilst  my  own  efforts  were  more  especially  directed  to  the 
production  of  steel  by  the. use  of  pig  metal  and  iron  ores,  either  in 
the  raw  state,  or  in  a  more  or  less  reduced  condition,  which  latter 
process  is  the  one  mostly  employed  in  this  country. 

One  of  the  advantages  that  may  be  claimed  for  the  open-hearth 
process  consists  in  its  not  being  dependent  upon  a  limited  time 
for  its  results.  The  heat  of  the  furnace  is  such  that  the  fluid  bath 
of  metal,  after  being  reduced  to  the  lowest  point  of  carburization, 
may  be  maintained  in  that  condition  for  any  reasonable  length  of 
time,  during  which  samples  can  be  taken  and  tested,  and  additions 
either  of  pig  metal,  of  wrought  scrap,  spongy  metal,  or  ore,  may 
be  made  to  it  so  as  to  adjust  the  metal  to  the  desired  temper. 
The  requisite  proportion  of  spiegeleisen,  or  ferro-manganese,  is 
then  added  in  the  solid  condition,  and  the  result  is  a  bath  of 
metal,  the  precise  chemical  condition  of  which  is  known,  and 
which  has  the  advantage,  if  properly  managed,  of  being  what  is 
technically  called  "  dead  melted."  This  circumstance  renders  it 
applicable  for  certain  purposes  for  which  pot  steel  has  hitherto 
been  mostly  employed. 

The  purpose  to  which  the  open-hearth  process  is  more  especially 
applicable  is  for  the  conversion  of  scrap  steel,  and  iron  of  every 
description  into  steel  or  ingot  metal,  and  it  is  now  used,  indeed, 
to  a  large  extent  for  the  conversion  into  steel  of  old  iron  rails.- 
The  wearing  qualities  of  these  converted  rails  have  been  under  test 
since  1867,  when  the  Great  Western  Railway  Company  had  some 
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old  Dowlais  iron  rails  converted  into  steel  at  my  Experimental 
Steel  Works  at  Birmingham,  which  was  rolled  into  rails  by  Sir 
John  Brown  &  Co. ;  these  have  been  down  ever  since  that  time  at 
Paddington,  subjected  to  great  wear  and  tear. 

The  manufacture  of  steel,  both  by  the  Bessemer  and  the  open- 
hearth  processes,  is  much  facilitated  by  the  use  of  ferro-manganese. 
This  material  was  introduced  into  the  market  in  1868,  by  Mr. 
Henderson,  of  Glasgow.  It  was  produced  successfully  by  charging 
carbonate  or  oxide  of  manganese,  and  manganiferous  iron  ore 
intimately  mixed  with  carbonaceous  matter  upon  the  open  hearth 
of  a  Siemens  furnace  with  a  carbonaceous  lining  ;  but  the  demand 
for  this  material  was  not  sufficient  to  render  the  manufacture 
profitable  at  that  time,  and  it  was  not  until  the  year  1875  that  it 
was  re-introduced  into  the  market  by  the  Terrenoire  Company. 

Manganese,  when  added  in  a  proportion  of  '5  per  cent.,  or  more, 
to  steel  or  ingot  metal,  containing  only  from  '15  to  '20  per  cent, 
of  carbon,  has  the  effect  of  removing  red-shortness,  and  of  making 
it  extremely  malleable  both  in  the  heated  and  cold  conditions. 
In  using  spiegeleisen  containing  only  from  10  to  15  per  cent,  of 
metallic  manganese,  it  is  impossible  to  supply  the  amount  neces- 
sary to  produce  this  malleability  without  adding,  at  the  same  time, 
such  a  percentage  of  carbon  as  would  produce  a  hard  metal.  The 
use  of  ferro-manganese  enables  us  to  overcome  this  difficulty,  and 
greatly  facilitates  the  production  of  a  metal  so  malleable  and  with 
so  little  carbon,  as  to  remain  practically  una£Eected  in  its  temper 
when  plunged  red-hot  into  water. 

Another  result  produced  by  the  use  of  manganese  without 
carbon,  upon  mild  steel  or  ingot  metal,  is  to  neutralize  the  objec- 
tionable effect  of  phosphorus,  so  long  as  the  latter  does  not  exceed 
the  limit  of  '25  per  cent.  This  metal,  in  which  phosphorus  may 
be  said  to  take  the  place  of  carbon,  presents  a  large  specular 
fracture,  and  is,  contrary  to  what  might  have  been  expected, 
extremely  ductile  when  cold. 

Iron  when  in  the  fluid  condition  can  be  alloyed  with  other 
metals,  and  some  of  the  compounds  thus  formed  are  known  to 
possess  very  remarkable  properties.  Thus,  iron  combined  with 
•8  per  cent,  of  tungsten  and  '8  per  cent,  of  carbon,  yields  a  metal 
which  can  be  worked  like  ordinary  steel,  but  which,  when  hardened, 
retains  magnetism  to  a  very  remarkable  degree,  a  property  which 
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was  discovered  bv  Dr.  Werner  Siemens  in  1858.  A  further  addition 
of  tungsten  produces  an  exceedingly  hard  metal  (introduced  into 
the  market  by  Mr.  Mushet  in  1868)  which  cannot  be  forged,  but 
which  when  cast  into  bars,  and  ground  so  as  to  form  a  sharp  edge, 
produces  cutting  tools  capable  of  great  endurance. 

An  admixture  of  chromium  has  for  many  years  past  been  known 
to  produce  steel  of  great  hardness  and  strength,  but  it  is  only  quite 
recently  that  it  has  been  brought  into  practical  use  in  America  by 
Mr.  Julius  Baur,  and  has  been  taken  up  in  this  country  by  Sir 
John  Brown  &  Co.,  of  SheflSeld,  who  claun  for  it  very  remarkable 
properties  as  regards  strength,  malleability,  and  freedom  from 
corrosion. 

The  formation  of  compounds  such  as  these  is  a  matter  of  great 
interest  in  connection  with  the  future  development  of  the  applica- 
tions of  steel,  and  is  one  of  those  subjects  which  I  venture  to 
suggest  might  be  much  advanced  by  an  organized  research,  under 
the  auspices  of  a  Committee  of  the  Iron  and  Steel  Institute. 

The  value  of  the  material  known  as  mild  steel  or  ingot  metal, 
consists  in  its  extreme  ductility  under  all  possible  conditions.  Its 
ultimate  strength  is  much  inferior  to  that  of  ordinary  steel,  and 
rarely  exceeds  28  tons  per  square  inch  ;  its  limit  of  elasticity  is 
reached  at  15  tons  per  square  inch,  whilst  the  limit  of  elasticity  of 
a  harder  steel  may  reach  from  25  to  80  tons  per  square  inch,  and 
that  of  hard-drawn  steel  wire  from  45  to  50  tons.  But  in  esti- 
mating the  relative  value  of  these  different  materials  by  the 
amount  of  work  that  has  to  be  expended  in  causing  rupture,  it  will 
be  found  that  the  mild  steel  has  the  advantage  over  its  competitors. 
When  subjected  to  blows  or  sudden  strains,  such  as  are  produced 
by  the  explosion  of  gun-cotton  or  dynamite,  extra  mild  steel 
differs  in  its  behaviour  from  that  of  BB  iron  and  ordinary  steel, 
by  yielding  to  an  extraordinary  extent  without  fracturing,  and  it 
is  in  consequence  of  this  non-liability  to  rupture  that  it  may  be 
loaded  to  a  point  much  nearer  to  its  limit  of  elasticity  than  would 
be  safe  with  any  other  material. 

Attention  has  been  recently  directed  in  various  quarters  to 
remedy  defects  appertaining  to  steel,  viz.,  piping  and  showing 
honey-combed  appearance  in  the  ingot.  It  is  well  known  that  if 
such  steel  is  hammered  and  rolled,  the  open  spaces  contained  in  it 
are  elongated,  and  seemingly  closed  up,  but  in  reality  continue  to 
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form  severances  within  the  metallic  mass,  to  the  prejudice  of  the 
uniform  strength  of  the  finished  forging. 

In  casting  steel  containing  more  than  '5  per  cent,  of  carbon, 
the  defect  of  honey-combing  can  easily  be  avoided  if  care  is  taken 
to  have  the  metal  "dead  melted"  before  pouring  it  into  the 
mould ;  and  that  of  piping  by  continuing  the  inflow  of  fluid 
metal  for  a  suflBcient  length  of  time  while  it  is  setting.  But  in 
dealing  with  mild  steel  containing  only  say  '2  per  cent,  of  carbon, 
the  difficulty  of  making  a  sound  casting  is  greatly  increased. 
Much  may  be  done,  however,  by  careful  manipulation  of  the  fluid 
metal,  and  by  the  judicious  addition  to  it  of  manganese  or  other 
oxidizable  metals,  such  as  silicon  or  lead,  by  which  occluded 
oxygen  is  removed. 

Sir  Joseph  Whitworth,  who,  as  you  well  know,  has  given  much 
attention  to  this  subject,  has  overcome  the  evil  mechanically  by 
subjecting  the  steel,  while  setting  in  the  mould,  to  great  hydraulic 
compression.  He  has  thus  succeeded  in  producing,  in  large  masses, 
mild  steel  of  extremely  uniform  strength,  and  the  only  doubt 
which  could  possibly  be  raised  against  the  advisability  of  pro- 
ducing steel  for  ordinary  applications  by  this  method  is  founded 
on  considerations  of  cost. 

The  subject  of  producing  sound  steel  castings  is  one  which  we 
shall  have  an  opportunity  to  discuss  in  reference  to  a  paper  which 
will  be  presented  by  M.  Gautier. 

Applications  of  Steel. — ^The  employment  of  steel  for  general 
engineering  purposes  dates  only  from  the  year  1851,  when  Krupp, 
of  Essen,  astonished  the  world  by  his  exhibits  of  a  steel  ingot 
weighing  2,500  lbs.,  and  of  his  first  steel  gun,  and  introduced  a 
comparatively  mild  description  of  pot  st^l  for  steel  tyres,  axles, 
and  crank  shafts.  For  the  production  of  these  he  constructed  his 
celebrated  monster  hammer,  with  a  falling  weight  of  45  tons, 
which,  at  that  time,  far  surpassed  in  magnitude  and  power  our 
boldest  conception,  and  is  now  only  being  exceeded  by  a  still  more 
powerful  hammer  in  course  of  erection  at  the  Essen  Works. 
Krupp's  steel  was,  however,  not  cheap  steel,  and  it  is  to  our  past 
president,  Mr.  Henry  Bessemer,  and  to  the  important  addition 
made  to  his  process  by  Mr.  Mushet,  that  we  are  indebted  for  the 
production  of  steel  at  such  a  reduced  cost  as  to  make  it  available 
for  railway  bars  and  structural  purposes  in  substitution  for  iron. 
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Since  which  event  the  applications  of  this  superior  material  show 
a  most  extraordinary  rate  of  increase.  Not  only  do  we  travel 
upon  steel  tyres,  running  over  steel  rails,  but  at  least  one  of  our 
leading  railway  companies,  the  London  and  North  Western,  has, 
under  the  able  management  of  Mr.  F.  W.  Webb,  constructed  as 
many  as  748  locomotive  engines,  including  boiler,  frame,  and 
working  parts,  entirely  of  that  material,  excepting  only  the  fire- 
boxes, which  are  still  made  of  copper.  In  Prance,  also,  much 
attention  has  been  given  to  the  introduction  of  steel  for  machinery 
purposes,  and  there,  as  well  as  in  the  United  States,  Germany,  and 
Holland,  that  material  is  used  largely  in  the  construction  of 
bridges  and  other  engineering  works. 

In  this  country  the  application  of  steel  for  structural  purposes 
has  occupied  the  attention  of  some  of  our  leading  civil  engineers 
for  many  years,  and  Sir  John  Hawkshaw,  when  called  upon  to 
construct  a  railway  bridge  at  Charing  Cross  in  1859,  proposed 
the  use  of  steel  in  order  to  lighten  the  structure.  He  was  pre- 
vented, however,  from  carrying  his  idea  into  effect  by  the  rules  of 
the  Board  of  Trade,  which  provide  that  wrought  material  of  any 
kind  shall  not  be  weighted  either  in  compression  or  extension  to 
more  than  6  tons  per  square  inch.  Repeated  efforts  have  been 
made  since  that  time  to  induce  the  Board  of  Trade  to  adopt  a  new 
rule,  in  which  the  superior  strength  of  steel  should  be  recognized, 
and  in  order  to  facilitate  their  action  a  committee  was  formed, 
consisting  of  Mr.  William  Henry  Barlow,  Capt.  Galton,  and 
others,  who  carried  out — ^with  the  pecuniary  aid  of  leading  steel 
manufacturers — a  series  of  valuable  experiments,  showing  the  limit 
of  elasticity  and  ultimate  strength  of  various  steels.  The  results 
obtained  are  published  separately  in  "Experiments  on  the 
Mechanical  and  other  Properties  of  Steel  by  a  Committee  of  Civil 
Engineers." 

At  the  instance  of  Mr.  Barlow,  the  British  Association  appointed 
a  further  Committee  to  promote  the  object  of  obtaining  for  steel 
its  proper  recognition,  and  this  has  led  finally  to  the  appointment, 
under  the  sanction  of  the  Board  of  Trade,  of  three  gentlemen, 
viz.,  Sir  John  Hawkshaw,  P.R.S.,  and  Mr.  William  Henry  Barlow, 
P.E.S.  (who  were  nominated  by  the  Council  of  the  Institution  of 
Civil  Engineers),  and  of  Colonel  Yolland,  P.R.S.,  of  the  Board  of 
Trade,  who  have  agreed  upon  a  report  recommending  the  use  of 
VOL.  in.  L 
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steel  as  a  bnilding  material,  subject  to  a  limit  of  strength  greatly 
in  excess  of  the  limit  assigned  to  wrought  iron.  It  is  to  be  hoped 
that  the  Board  of  Trade,  by  adopting  that  report,  will  remove  the 
serious  drawback  which  has  too  long  stood  in  the  way  of  the 
application  of  steel  for  structural  purposes,  and  which  has  rendered 
the  construction  of  large  works,  such  as  the  projected  bridge  over 
the  Frith  of  Forth  practically  impossible. 

As  regards  the  construction  of  ships  of  extra  mild  steel,  the 
English  Admiralty,  following  the  example  set  by  France,  has, 
under  the  advice  of  Mr.  Bamaby,  the  Chief  Constructor,  taken 
the  lead  of  the  commercial  navy  of  the  country,  and  several 
corvettes  have  recently  been  constructed  entirely  of  that  material 
at  the  Government  Yard  at  Pembroke,  and  upon  the  Clyde.  The 
constructors  of  merchant  shipping  have  hitherto  been  restricted  by 
rules  laid  down  by  Lloyd's  Registry,  which  make  no  distinction 
between  common  iron  and  steel  in  determining  the  classification 
of  a  vessel.  It  is  to  be  hoped  that  the  important  engineering  and 
shipbuilding  interests  of  the  country  will  soon  be  released  from 
regulations  which  may  have  been  well  adapted  to  the  use  of  an 
inferior  material  such  as  common  iron,  but  fail  entirely  to  meet 
the  requirements  of  the  present  day. 

In  shipbuilding,  the  use  of  a  material  superior  in  toughness  and 
in  strength  produces  the  double  advantage  of  greater  safety  to  life 
and  property,  and  of  an  increase  of  carrying  capacity  to  the  full 
amount  of  weight  saved  in  the  construction  of  a  ship.  It  should 
be  borne  in  mind  that  this  additional  weight  of  merchandise  is 
carried  without  increasing  the  working  expenses  of  the  ship  and 
power  required  in  its  propulsion,  and  may  just  suffice  to  strike  the 
balance  between  working  a  vessel  designed  for  long  voyages  at  a 
fair  profit  or  at  a  loss.  In  constructing  the  masts  and  yards  of 
vessels  of  the  stronger  material,  the  weight  saved  is  a  matter  of 
still  greater  importance,  and  I  am  glad  to  say  that  this  question 
now  engages  earnest  attention. 

In  the  United  States,  a  committee,  composed  of  both  military 
and  civil  engineers,  have  been  engaged  for  some  time  upon  the 
subject  of  determining  experimentally  the  structural  value  of  iron 
and  steel.  This  Committee  have  the  advantage  of  substantial 
support  from  the  United  States  Government,  who,  after  a  first 
grant  of  75,000  dollars,  have,  I  observe,  voted  a  further  sum  of 
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40,000  dollars  in  aid  of  the  experimental  enquiries  which  have 
been  instituted. 

The  Council  of  the  Iron  and  Steel  Institute  are  not  unmindful 
of  the  importance  of  this  subject,  and  have  invited  those  gentlemen 
of  this  and  other  countries,  who  have  given  most  attention  to  the 
production  and  application  of  steel,  to  aid  us  in  our  forthcoming 
discussion  with  the  results  of  their  experience. 

In  the  course  of  this  discussion,  the  distinctive  limits  between 
steel  and  iron  will  necessarily  engage  your  attention.  Considering 
the  extraordinary  change  of  physical  condition  which  iron  under- 
goes when  alloyed  with  small  percentages  of  carbon,  manganese, 
phosphorus,  tungsten,  chromium,  and  other  substances,  and  con- 
sidering, further,  that  it  is  never  quite  free  from  some  admixture, 
the  question  of  nomenclature  is  one  naturally  surrounded  with 
difficulty,  but  it  is  becoming  one  of  considerable  practical  import- 
ance, when  rules  are  to  be  laid  down  regulatiug  the  permissible 
strength  of  different  grades  of  these  materials. 

Dr.  Percy  has,  in  his  "  Metallurgy  of  Iron  and  Steel,"  defined 
steel  as  iron  containing  a  small  percentage  of  carbon,  the  alloy 
having  the  property  of  taking  a  temper,  and  this  definition  is 
substantially  equivalent  to  those  found  in  the  works  of  Earsten, 
Wedding,  Griiner,  and  Tunner ;  on  the  other  hand,  Messrs. 
Jordan,  Greiner,  Gkiutier,  Phillipart,  Holley,  and  others,  define  as 
steel  all  alloys  of  iron  which  have  been  cast  and  are  malleable, 
whilst  Sir  Joseph  Whitworth  considers  that  steel  should  be  defined 
mechanically  by  a  co-efficient  representing  the  sum  of  its  strength 
and  ductility. 

With  the  object  of  settling  this  question  of  nomenclature,  an 
International  Committee  was  appointed  at  Philadelphia,  by  the 
Institution  of  American  Mining  Engineers.  The  Committee  con- 
sisted of  the  following  gentlemen  : — Mr.  I.  Lowthian  Bell,  M.P.  ; 
Dr.  Hermann  Wedding ;  Professor  Tunner ;  Professor  Akermann  ; 
M.  Griiner ;  Mr.  A.  L.  Holley,  and  Mr.  T.  Egleston,  and  they 
resolved  upon  the  following  recommendation  : — 

'^I.  That  all  malleable  compounds  of  iron,  with  its  ordinary 

ingredients,  which  are  aggregated  from  pasty  masses,  or  from 

piles,  or  from  any  form  of  iron  not  in  a  fluid  state,  and  which 

will  not  sensibly  harden  and  temper,  and  which  generally  resemble 

L  2 
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what  is  called  wroaght  iron,  shall  be  called  Weld-iron  (German 
Schweisseisen ;  French,  Fer-sond6). 

"  II.  That  such  compounds  when  they  will  from  any  cause  harden 
and  temper,  and  which  resemble  what  is  now  called  'puddled 
steel,'  shall  be  called  Weld-steel  (Grerman,  Schweiss-stahl ;  French, 
Acier-soud6.) 

"  III.  That  all  compounds  of  iron,  with  its  ordinary  ingredients, 
which  have  been  cast  from  a  fluid  state  into  malleable  masses,  and 
which  will  not  sensibly  harden  by  being  quenched  in  water  while 
at  a  red  heat,  shall  be  called  Ingot-iron  (German,  Fluss-eisen ; 
French,  Fer-fondu). 

"  rv.  That  all  such  compounds,  when  they  shall  from  any  cause 
so  harden,  shall  be  called  Ingot-steel  (German,  Flu^i-stahl ; 
French,  Acier  fondu)." 

The  nomenclature  here  proposed  is  entitled  to  careful  considera- 
tion from  the  eminence  for  both  theoretical  and  practical  knowledge 
of  the  gentlemen  composing  the  conmiittee  ;  but  I  apprehend 
that,  for  common  use,  the  distinctions  desired  to  be  drawn  are  too 
manifold.  Moreover,  the  lines  of  demarcation  laid  down  run 
through  materials  very  similar,  if  not  identical,  in  their  applica- 
tion, where  a  distinction  in  name  would  be  extremely  difficult  to 
maintain,  and  awkward  to  draw.  Take,  for  instance,  railway  bars 
from  Ingot-metal,  which  are  usually  specified  to  bear  a  given  dead 
load  without  deflecting  beyond  certain  limits,  and  to  resist  a 
certain  impact  without  rupture.  The  materials  answering  to 
these  requirements  contain  from  '2  to  '6  per  cent,  of  carbon, 
depending  in  a  great  measure  upon  the  mode  of  production,  and 
upon  the  amount  of  admixture  of  phosphorus,  sulphur,  silicon, 
and  manganese.  But  inasmuch  as  the  quaUty  of  tempering  is 
chiefly  due  to  carbon,  part  of  the  rails  delivered  under  such 
specification  might  have  to  be  classified  as  ingot-iron,  and  part  as 
ingot-steel.  The  committee  omits  to  define  the  degree  of  hardening 
which  it  considers  necessary  to  bring  a  material  within  the 
denomination  of  ingot-steel ;  it  is  well  known,  however,  that  the 
temper  depends  upon  the  exact  temperature  to  which  the  metal  is 
heated  before  being  plunged  into  the  refrigerating  medium,  and 
also  upon  the  temperature  and  conductivity  of  the  latter,  and  that 
ingot  metal  with  only  '2  per  cent,  of  carbon,  when  plunged  hot 
into  cold  water,  takes  a  certain  amount  of  temper.    The  question 
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of  the  amount  of  import  duties  payable  in  foreign  countries  upon 
metal  occupying  a  position  near  the  proposed  boundary  line, 
would  also  lead  to  considerable  inconvenience. 

Difficulties  such  as  these  have  hitherto  prevented  the  adoption 
of  any  of  the  proposed  nomenclatures,  and  have  decided  engineers 
and  manufacturers  in  the  meantime,  to  include,  under  the  general 
denominations  of  cast  steel,  all  compounds  cormsting  chiefly  of 
irony  which  have  been  produced  through  fusion,  and  are  malleable. 
Such  a  general  definition  does  not  exclude  from  the  denomination 
of  steel,  materials  that  may  not  have  been  produced  by  fusion,  and 
which  may  be  capable  of  tempering  such  as  shear  steel,  blister 
steel,  and  puddled  steel,  nor  does  it  interfere  with  distinctions 
between  cast  steels  produced  by  different  methods,  such  as  pot 
steel,  Bessemer  steel,  or  steel  by  fusion  on  the  open  hearth.  The 
forthcoming  discussion  will,  I  hope,  lead  to  some  general  agree- 
ment regarding  this  question  of  nomenclature. 

Wrought  Iron. — While  steel  is  gradually  supplanting  wrought 
iron  in  many  of  its  applications,  efforts  are  being  made  to  main- 
tain for  the  latter  material  an  independent  position,  for  cheapness 
and  facility  of  manipulation,  by  improving  the  puddling  process. 

Mechanical  puddling,  like  man;  other  important  inventions,  has 
taken  .a  long  time  for  its  development,  and  has  engaged  the 
attention  of  many  minds,  but  I  will  only  here  mention  the  names 
of  Tooth,  Yates,  and  Mr.  Menelaus,  our  past  President,  who  have 
pioneered  the  road  ;  and  of  Danks,  Spencer,  Crampton,  and  others 
who  have  followed  more  recently  in  the  same  direction.  It 
is  chiefly  owing,  however,  to  the  persevering  endeavours  of 
Mr.  Heath,  and  of  Messrs.  Hopkins,  Gilkes,  &  Co.,  that  the 
mechanical  puddling  of  pig  metal  has  been  accomplished  with  a 
considerable  amount  of  success. 

All  these  efforts  have  had  reference  to  puddling  in  a  chamber 
rotating  upon  a  horizontal  axis,  but  numerous  attempts  have  also 
been  made  to  accomplish  mechanical  puddling  by  the  introduction 
into  stationary  chambers  of  rabbles  moved  by  mechanical  power, 
and  by  the  use  of  chambers  rotating  upon  an  inclined  axis,  in 
connection  with  which  latter,  the  names  of  Maudsley,  Sir  John 
Alleyne,  and  Pemot,  should  be  mentioned.  The  principal  difficulty 
connected  with  the  rotary  paddling  furnace  consists  in  providing 
a  lining  of  sufficient  power  to  resist  the  corrosive  action  produced 


rSO  THE   ADDRESSES,   LECTURES,    ETC,,    OF 

by  siliceous  slags,  and  it  is  important  therefore,  that  the  pig  metal 
introdaced  into  the  rotative  puddler  should  be  as  firee  from  silica 
as  possible.  By  charging  fluid  metal  into  the  furnace,  the  silica 
adhering  to  the  pigs  in  the  form  of  sand  is  got  rid  of  ;  but  efforts 
have  latterly  been  made,  with  satisfactory  results,  I  believe,  to 
subject  the  pig  iron  itself  to  a  simple  finery  process  on  its  way 
ftom  the  blast  furnace  to  the  rotative  puddler,  with  a  view 
of  removing  the  silicon  chemically  combined  with  the  pig. 
M.  Hamoir,  of  Belgium,  has  been  engaged  upon  this  subject  for 
some  years,  as  you  will  have  seen  from  the  "  Report  on  the 
Progress  of  the  Iron  and  Steel  Industries  in  Foreign  Countries," 
in  our  Journal,  while  in  this  country,  Mr.  I.  Lowthian  Bell  has 
called  the  Bessemer  converter  into  requisition  for  effecting  the 
desired  object. 

We  are  informed  that  not  only  does  the  lining  of  the  furnace 
stand  better  in  using  this  semi-refined  metal,  but  that  the  yield 
per  furnace  per  diem,  as  well  as  the  quality  of  the  metal  obtained, 
are  much  improved. 

It  is  intended  to  roll  the  metal  thus  produced  into  railway  bars, 
without  any  intermediate  process  of  re-heating,  and  to  subject  the 
rails  to  a  process  of  case-hardening  similar  to  what  was  practised 
some  years  ago  by  Mr.  Dodds,  in  South  Wales.  The  case-hardened 
iron  rails  are  expected  to  rival  steel  rails  in  quality,  but  it  remains 
to  be  seen  whether  their  wearing  properties  will  not  be  obtained  at 
the  cost  of  brittleness,  and  whether  rails  manufactured  by  this 
method  will  be  able  to  compete  in  price  with  steel  rails. 

Three  years  ago,  I  had  the  honour  of  bringing  before  this 
Institute  a  plan  of  producing  wrought  iron  directly  firom  the  ore, 
in  a  rotative  furnace  of  special  construction,  and  heated  by  gas. 
This  process  was  at  that  time  only  carried  on  upon  a  small  scale 
at  my  Sample  Steel  Works,  in  Birmingham.  It  has  since  been 
carried  out  upon  a  working  scale,  at  Towcester,  and  in  Canada, 
and  although  the  results  hitherto  obtained  cannot  yet  be  con- 
sidered entirely  satisfactory  from  a  commercial  point  of  view,  I  see 
no  reason  to  feel  discouraged  as  regards  the  ultimate  result  of  this 
method  of  treating  iron  ores.  By  it,  iron  of  almost  entire  freedom 
from  sulphur  and  phosphorus  is  obtained  from  ores  containing  a 
considerable  percentage  of  these  impurities.  If  steel  is  to  be 
produced,  the  raw  balls,  as  they  leave  the  rotatory  furnace,  are 
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either  immediately  traDsferred  to  the  bath  of  the  open-hearth 
fnmace,  or  are  preyiously  sabjected  to  the  processes  of  squeezing 
and  hammering  for  the  removal  of  scoria,  which  otherwise  carries 
some  of  the  impurities  contained  in  the  ore  into  the  metallic  bath, 
and  prevents  the  attainment  of  steel  of  a  high  quality. 

One  of  the  drawbacks  to  the  use  of  iron  and  steel  for  structural 
purposes  is  found  in  their  liability  to  rust  when  exposed  to  air  and 
moisture.  The  ordinary  means  of  protection  against  rust  consists 
in  covering  the  exposed  surfaces  mth  paint,  and  if  this  is  renewed 
from  time  to  time,  iron  or  steel  may  be  indefinitely  preserved  from 
corrosive  action.  Another  mode  of  protection  consists  in  dipping 
articles  of  iron  and  steel  while  hot  into  a  bath  of  oil,  when  some 
of  the  oil  penetrates  to  a  slight  depth  into  the  pores  of  the  metal, 
while  other  portions  become  decomposed,  and  form  a  very  tenacious 
resinous  coating.  For  the  protection  of  iron  and  steel,  when  in 
the  form  of  thin  sheets  or  wire,  galvanizing,  as  is  well  known,  is 
largely  resorted  to. 

The  protection  in  this  caae  depends  upon  the  fact  that  zinc, 
although  more  oxidisable  than  iron,  forms,  with  oxygen,  an  oxide 
of  a  very  permanent  nature  which  continues  to  adhere  closely  to 
the  metal,  and  thus  prevents  further  access  of  oxygen  to  the  same. 
This  mode  of  protection  presents  the  ftirther  advantage  that  so 
long  as  any  metallic  zinc  remains  in  contact  with  the  iron  in 
presence  of  moisture,  the  latter  metal  forms  with  the  zinc  the 
negative  element  of  an  electrolytic  couple,  and  is  thus  rendered 
incapable  of  combining  with  oxygen. 

Galvanising  is  not  applicable  in  those  cases  in  which  structures 
of  iron  and  steel  are  put  together  by  the  aid  of  heat,  or  are 
brought  into  contact  with  sea  water,  which  would  soon  dissolve 
the  protecting  zinc  covering.  But  even  in  these  cases  the  metal 
may  be  effectually  protected  against  corrosion  by  attaching  to  it 
pieces  of  zinc,  which  latter  are  found  to  dissolve  in  lieu  of  the 
iron,  and  must,  therefore,  be  renewed  from  time  to  time. 

Captain  Ainslie,  of  the  Admiralty,  has  lately  made  a  series  of 
valuable  experiments,  showing  the  relative  tendency  towards 
corrosion  of  both  iron  and  steel  when  in  contact  with  sea  water, 
and  of  the  efficacy  of  pieces  of  zinc  in  preventing  this  corrosion. 
These  experiments  further  show  that  mild  steel  is — contrary  to 
the  results  obtained  by  M.  Gauticr — ^more  liable  to  corrosion  than 
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wrought  iron  in  its  unprotected  condition,  bnt  that  zinc  acts  most 
efficaciously  in  protecting  it. 

Quite  recently,  another  mode  of  protecting  iron  and  steel  plates 
from  corrosion  has  been  suggested  by  Professor  BarflF.  This 
consists  in  exposing  the  metallic  surfaces,  while  heated  to  redness, 
to  the  action  of  superheated  steam,  thus  producing  upon  their 
surface  the  magnetic  oxide  of  iron,  which,  unlike  common  rust, 
possesses  the  characteristic  of  permanency,  and  adheres  closely  to 
the  metallic  sur&ce  below.  In  this  respect  it  is  analogous  to  zinc 
oxide  adhering  to  and  protecting  metallic  zinc,  mth  this  further 
advantage  in  its  favour,  that  the  magnetic  oxide  is  practically 
insoluble  in  sea  water  and  other  weak  saline  solutions.  Time  will 
show  to  what  extent  this  ingenious  method  of  protecting  iron  and 
steel  can  be  made  practically  available. 

Before  concluding  this  address,  I  wish  to  call  your  attention  to  a 
matter  which  will  require  your  early  consideration.  The  Iron  and 
Steel  Institute  has  now  attained  an  influential  position,  and  is 
likely  to  increase  from  year  to  year  in  its  beneficial  action,  upon 
the  further  development  of  a  trade  which  may  justly  be  claimed 
to  be  the  most  important  in  this  country.  In  order  to  give 
additional  weight  to  its  action,  it  seems  necessary  that  its  position 
should  be  recognized  in  official  quarters,  and  that  it  should  be 
possessed  of  a  habitation  in  a  central  locality,  which  should  com- 
prise office  accommodation,  a  library,  a  model  room,  a  lecture 
room,  and  laboratory.  Such  a  building,  if  specially  erected  for  the 
Iron  and  Steel  Institute,  would  exceed  the  means  at  their  disposal 
for  such  a  purpose,  but  the  moment  has  arrived  when  other 
institutions  devoted  to  the  cultivation  of  diJETerent  branches  of 
applied  science  feel  the  necessity  for  similar  accommodation. 
Would  it  not  be  possible  for  our  Institute  to  join  efforts  with 
those  kindred  institutions,  for  the  erection  of  a  joint  building, 
representing  applied  science  as  completely  as  Burlington  House 
represents  pure  science.  Such  a  project  could  not  be  realised 
without  the  concurrence  of  the  parent  institution  of  applied 
science,  "The  Institution  of  Civil  Engineers,"  whose  building, 
though  large,  is  by  no  means  sufficient  for  its  actual  requirements. 
The  new  building  might,  therefore,  accommodate  the  Institution 
of  Civil  Engineers,  the  Institution  of  Mechanical  Engineers, 
the  Institution  of  Naval  Architects,  the  Society  of  Telegraph 
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Engineers,  the  Iron  and  Steel  Institute,  and  possibly  other  societies 
which  hold  their  ordinary  meetings  on  different  days  of  the  week, 
and  some  of  them  at  considerable  intervals  of  time  ;  it  would  not, 
therefore,  be  necessary  to  provide  more  than  one,  or  perhaps  two, 
general  meeting  rooms,  and  one  library,  but  each  society  would 
require  separate  office  accommodation  and  council  chambers,  the 
whole  being  so  arranged  as  to  be  able  to  be  thrown  open  for  the 
holding  of  conversaziones. 

The  common  interests  of  the  societies  might  be  placed  under  the 
supervision  of  a  joint  House  and  Library  Committee,  presided  over 
by  the  President  of  the  Institution  of  Civil  Engineers,  and  com- 
prising amongst  its  members  one  or  two  members  of  councils  and 
the  secretaries  of  the  different  societies. 

The  Government  would  probably  not  be  unwilling  to  further  the 
realisation  of  an  object  of  such  great  usefulness  by  granting  a  site 
in  a  central  portion  of  the  metropolis.  Each  society  might  be 
called  upon  to  furnish  a  portion  of  the  capital  required,  either  out 
of  its  accumulated  funds,  or  by  voluntary  contributions  of  its 
members,  and  the  remainder  could  probably  be  raised  upon 
debentures,  and  thus  become  chargeable  upon  the  ordinary  sub- 
scriptions of  future  years. 

The  details  of  such  a  scheme  would,  of  course,  require  most 
careful  consideration  ;  but  I  believe  that  the  present  moment 
would  be  &vourable  for  its  realisation  if  you,  as  well  as  the  other 
scientific  bodies  concerned,  consider  the  matter  worthy  your 
attention. 

The  great  variety  and  importance  of  subjects  of  interest  to  our 
Institution  are  my  apology  for  having  detained  you  longer  than 
I  intended  to  do  in  reading  this  address. 
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EEMARKS   ON 
THE    HOUSE   OP   APPLIED    SCIENCE, 

By  0.  William  Sebmbns,  D.C.L.,  F.E.S. 
President  of  (he  Iron  and  Steel  Institute. 

The  President  *  (Bb.  Siemens)  said  their  discnssioa  of  the 
papers  had  been  rather  intermpted,  as  it  had  been  thought 
important  by  some  of  the  members  of  the  Institute  that  the 
suggestion,  which  he  threw  out  in  his  address,  with  regard  to 
obtaining  a  building  for  themselves  and  for  other  societies  devoted 
to  applied  science,  should  be  advanced  a  step  by  asking  the 
members  of  the  Iron  and  Steel  Institute  to  endorse  it  with  their 
approval ;  and  as  the  time  drew  near  when  they  would  have  to 
adjourn,  Mr.  Samuelson  had  kindly  taken  the  matter  in  hand,  and 
proposed  the  resolution  that  was  now  before  them.  Mr.  Brogden 
had  alluded  to  an  attempt  which  had  been  made  some  years 
ago  to  attain  a  similar  object,  suggesting  that  its  having  failed 
then  would  perhaps  be  against  the  probability  of  better  success 
now  ;  but  if  Mr.  Brogden  would  permit  him,  he  (the  President), 
would  point  out  one  essential  difference  between  the  two  schemes. 
It  was  then  intended  to  invite  a  few  other  societies — without 
regard  to  the  objects  they  had  in  view — to  join  the  Institute  in 
the  erection  of  a  building,  and  the  most  important  society — the 
Institution  of  Civil  Engineers — ^was,  he  believed,  left  entirely  out 
of  consideration ;  therefore,  he  (the  President),  did  not  wonder 
that  that  attempt  failed.  If  they  were  going  to  have  a  building 
in  which  several  societies  should  join,  it  was  necessary  that  that 
building  should  represent  something,  and  that  something  he  would 
propose  should  be  "  Applied  Science."  He  would  object  abso- 
lutely to  the  admission  of  societies  into  that  circle  that  might  be 
excellent  in  themselves,  but  which  were  devoted  to  objects  foreign 
to  applied  science.  They  must  have  applied  science  represented, 
and  represented  by  all  the  institutions  that  cultivated  its  main 
branches.    At  the  head  of  their  number  stood  the  Institution  of 

*  Excexpt  Jonmal  of  the  Iron  and  Steel  Institute,  1877,  pp.  102-108. 
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Civil  Engineers,  and  he  should  hardly  hope  to  succeed  in  erecting 
such  a  building  as  he,  and  many  of  them  would  like  to  see,  without 
the  active  co-operation  of  that  Institution.  They  would  all  gladly 
play  second  r6le  to  the  parent  institution  of  engineering,  which 
had  been  long  established  under  a  charter,  and  represented  the 
science  of  engineering  of  the  country.  The  President  having  put 
the  resolution,  said  he  was  glad  to  say  it  was  carried  unanimously, 
and  he  hoped  that  would  be  the  first  step  towards  the  realization 
of  a  very  important  object.  They  would  have  to  adjourn  the 
discussion  until  the  following  day. 


PUDDLING   lEON   IN   GAS   FURNAOEa 

To  THB  EdITOB  of  "  ThB  ENGmBEB." 

• 

Sib, — The  merits  of  the  regenerative  gas  furnace  are  now  so 
generally  admitted,  that  it  took  me  somewhat  by  surprise  to  see  in 
your  journal  of  the  12th  inst.  a  letter  signed  "  Arthur  Coyte,"  in 
which  it  is  asserted  that  the  application  of  these  furnaces  at  the 
works  of  Messrs.  Nettlefold  and  Chamberlain — ^meaning,  no  doubt, 
Messrs.  Nettlef  olds'  Castle  Iron  Works — near  Wellington,  had  been 
attended  with  disastrous  loss. 

Messrs.  Nettlefolds  erected  their  first  gas  ftirnace  forge,  con- 
sisting of  ten  puddling  and  two  heating  furnaces,  in  1870,  in 
accordance  with  my  designs,  and  as  they  have  not  only  expressed 
themselves  highly  satisfied  with  the  performance  of  these  furnaces, 
but  have  given  i)roof  of  their  confidence  in  them  by  erecting  a 
second  forge  of  the  same  capacity  in  1878,  and  a  third  forge  in 
1876,  I  immediately  wrote  to  those  gentlemen,  asking  them  to 
account,  if  possible,  for  the  extraordinary  statement  volunteered  by 
your  correspondent.  I  enclose  the  reply  I  received  to  my  inquuy, 
from  which  it  is  evident  that  Mr.  Arthur  Coyte  has  drawn  for  his 
statements  upon  his  own  imagination,  being  influenced  perhaps  by 
a  desire  to  supersede  existing  regenerative  gas  furnaces  by  some 
inspiration  of  his  own. 
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Mr.  Coyte,  in  that  case,  may  be  looked  upon  as  another  of  those 
pseudo-improyers  of  the  regenerative  gas  fomace  whose  names 
have  been  brought  a  good  deal  under  public  notice  latterly,  and 
who,  without  exception,  obtained  their  information  from  my  office, 
either  as  draughtsmen  formerly  employed  there,  or  as  licensees. 
Some  of  them  have  used  a  modification  of  the  arrangements 
described  in  my  patents  of  1857  and  1861,  whilst  it  is  curious  to 
observe  that  the  construction  adopted  by  the  others  is  identical 
with  an  early  variety  of  the  regenerative  furnace,  in  which  the 
heat  was  transferred  from  the  outgoing  to  the  incoming  currents 
through  the  refractory  walls  of  passages*  This  plan  was  tried  by 
me  in  1847,  and  again  in  connection  with  my  brother,  in  1856, 
but  was  abandoned  in  favour  of  the  present  more  efficacious 
method,  in  which  the  same  regenerator  surfaces  serve  the  double 
purpose  of  alternately  absorbing  and  giving  up  heat. 

I  have  no  desire  to  interfere  with  the  independent  action  of 
others,  so  long  as  they  confine  themselves  to  setting  forth  the 
merits  of  their  particular  arrangements  without  thinking  it  incum- 
bent upon  them  to  disparage  what  is  more  generally  accepted  as 
the  Siemens  furnace,  and  upon  which  I  am  quite  content  to  stake 
my  reputation. 

I  shall  be  obliged  if  you  will  give  a  place  to  this  letter,  and  the 
inclosure  from  Messra.  Nettlefolds  in  your  next  publication. 

C.  William  Siemens. 

12,  QvBUi  Ahkb's  Gatk,  S.W.,  May  23rrf,  1877. 


[Copt]. 

BiucnroHAM,  May  VHh,  1877. 

Dr.  0.  Wm.  Siemens,  P.R.S.,  London. 

Deab  Sib, — Tour  letter  and  telegram  addressed  to  the  works 
have  been  forwarded  to  us.  In  reply  we  beg  to  say  that  Mr. 
Arthur  Coyte  evidently  knows  nothing  about  our  works.  He 
begins  by  calling  them  Nettlefold  and  Chamberlain,  whereas  no 
Chamberlain  has  been  connected  with  the  works  for  nearly  three 
years. 
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His  statement  about  '^  losses  to  their  owners  and  poor  perform- 
anoes ''  exist  only  in  his  own  mind  ;  sufficient  for  ns  to  say  that 
we  are  now,  and  have  always  been,  perfectly  satisfied  with  your 
gas  system.  If  it  were  not  so,  we  should  not  have  gone  on  in- 
creasing the  plant.  We  have  never  applied  against  the  income 
tax  in  respect  of  these  works.  It  is  a  pity  people  do  not  make 
themselves  better  acquainted  with  their  subject  before  they  rush 

into  print. 

Yours  truly, 

(Signed)  Nettlefolds. 


THE   EEGENERATIVE    GAS   FURNACE. 
To  THE  Editor  op  "The  ENGmBEE." 

Sib, — In  your  last  impression  I  noticed  a  letter  signed  "  H.  L.," 
containing  a  few  questions  regardiug  the  regenerative  gas  furnace, 
to  which  I  have  no  objection  to  reply.  Your  correspondent  wishes 
to  know  '^  what  are  the  defects  to  prevent  its  universal  applica- 
tion ?  what  is  the  reason  it  was  abandoned  at  the  Elswick  fac- 
tories ?  and  why  it  was  put  up  at  Woolwich,  tried,  discarded  and 
taken  down  ?  "  In  answer  to  the  first  question,  it  may  be  said 
that  the  substitution  of  the  regenerative  gas  furnace  for  the  ordi- 
nary furnace  in  existing  works  is  attended  with  considerable 
expense,  and  the  working  of  the  furnace  requires  an  intelligent 
supervision  which  is  not  always  bestowed  upon  it.  The  merits  of 
the  furnace  are  perhaps  not  sufficiently  advertised ;  whereas  per- 
sons interested  to  disparage  it  are  less  reticent.  It  is  a  significant 
fact,  however — ^which  any  one  interested  can  easily  ascertain  for 
himself — that  in  all  the  great  works  of  this  and  other  countries  in 
which  the  regenerative  gas  furnace  has  once  been  established,  it 
has  rapidly  and  entirely  superseded  the  ordinary  furnace. 

The  slowness  with  which  any  important  change  is  carried  into 
practical  effect  is,  perhaps,  best  illustrated  in  reference  to  the 
application  of  my  furnace  to  the  melting  of  steel  in  crucibles. 
The  few  works  in  this  country  which  have  taken  advantage  of  the 
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improyement,  have  done  so  to  the  exclusion  of  the  old  pot  holes  ; 
one  ton  of  slack  is  thereby  rendered  amply  snfScient  to  melt  a  ton 
of  mild  steel,  or,  in  other  words,  to  do  the  work  of  three  tons  of 
coke,  for  the  production  of  which  five  tons  of  coal  are  required. 
Here  we  have  a  clear  saving  of  80  per  cent,  in  the  weight  of  the 
fuel  employed,  coupled  with  other  advantages,  such  as  increased 
durability,  and  a  larger  output,  amounting  probably  in  money 
value  to  not  less  than  £2  per  ton  of  steel  produced ;  and  yet  the 
greater  number  of  the  Sheffield  melting  furnaces  are  still  working 
on  the  old  plan,  whereas  abroad,  and  especially  in  America,  the 
improved  furnace  for  this  purpose  is  all  but  universally  adopted. 
As  regards  your  correspondent's  second  question,  I  consider  that 
it  is  not  a  fair  one  to  ask,  inasmuch  as  it  implies  a  state  of  things 
the  very  opposite  of  what  really  exists.  The  Elswick  Ordnance 
Company  were  among  the  first  to  adopt  the  regenerative  gas  fiir- 
nace  for  heavy  forgings,  and  having  always  been  and  still  continu- 
ing satisfied  with  the  advantages  of  the  system^  have  gradually 
increased  its  application. 

With  reference  to  the  third  question,  your  correspondent  was 
rightly  informed  that  a  gas  furnace — supposed  to  be  a  r^nera- 
tive  gas  furnace — ^was  erected  at  the  Woolwich  Arsenal  in  1867, 
tried,  found  wanting,  and  stopped ;  but  it  is  apparently  not  so 
well  known  that  I  had  nothing  to  do  with  the  construction  of  that 
furnace.  The  Woolwich  authorities  of  that  day,  acting  upon  the 
representations  of  a  person  previously  in  my  employ,  to  the  effect 
that  he  could  design  and  erect  for  them  a  regenerative  gas  furnace 
of  an  improved,  construction,  and  that  they,  as  a  Government 
Bepartment,  were  not  bound  to  apply  for  a  license  under  a  patent, 
authorised  the  construction  of  a  most  expensive  furnace.  In  this, 
among  other  "  improvements,"  the  ventilation  of  the  cinder  bottom 
was  virtually  suppressed,  and  finding  that  this  furnace  would  not 
work,  although  reheating  furnaces  for  similar  purposes  were  at 
that  time  successfully  at  work  at  the  Elswick  Gun  Factory,  the 
War  Office  requested  me  to  inspect  and  report  upon  it.  As  I 
could,  however,  only  advise  them  to  pull  down  the  furnace,  and 
build  de  novo  with  the  old  material,  no  further  steps  were  taken 
in  the  matter. 

I  cannot  admit  that  the  result  of  the  application  of  the  regene- 
rative gas  furnace  has  been  on  the  whole  unsatisfactory,  inasmuch 
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as  there  are  few  important  works  where  intense  heat  is  employed 
(including  glass  works)  in  this  and  other  countries  in  which  that 
ftirnace  is  not  largely,  or  even  exclusively,  used ;  and  this  result 
justifies  me  in  the  belief  that  smaller  works  will  (notwithstanding 
interested  disparagements)  follow  sooner  or  later  in  the  same 
direction. 

As  regards  a  second  letter  signed  "  Arthur  Coyte,"  in  which  a 
fresh  batch  of  vague  misrepresentations  is  put  forward,  I  must 
decline  to  give  any  reply,  the  more  so  as  his  assertion  with  regard 
to  yields  is  dealt  with  in  your  notice  of  the  "  Proceedings  of  the 
Institution  of  Mechanical  Engineers,''  at  page  379  of  the  same 
number  in  which  his  letter  appears. 

C.  William  Siemens. 

12,  QuKiN  Anvb's  Gatb,  London,  Jane  6<A,  1877. 


BEMABES 

Of  Dr.  C.  W.  Siemens,  D.C.L.,  F.B.S., 

At  (hs  Newcastle  Meeting  of  the  Iron  and  Steel  Institute. 

The  President  (De.  0.  W.  Siemens),*  in  responding  to  the 
Mayor,  said  he  had  great  pleasure,  on  behalf  of  the  Institute,  in 
accepting  the  invitation  given  them  to  visit  that  great  centre  of 
industry.  Their  Institution,  as  Mr.  Gowen  had  so  eloquently 
remarked,  cultivated  one  branch  of  science — that  of  the  smelting 
of  iron  and  steel.  Formerly,  the  Boyal  Society  of  London  was 
almost  the  only  scientific  body  to  cultivate  and  to  advance  science, 
but  as  the  country  progressed  in  its  applications  of  science  to 
marine  architecture,  to  telegraphy,  to  mechanics,  and  to  the 
smelting  of  metals,  it  became  necessary  that  separate  institutions 
should  be  called  into  existence  to  take  up  those  branches,  and  to 
cultivate  the  same  for  the  material  advancement  of  the  industries 
of  the  country.    Now,  there  was  no  industry  more  important  than 

*  Excerpt  Joarnal  of  the  Iron  and  Steel  Institute,  1877,  pp.  313-316. 
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that  of  iron  and  steel.    At  the  present  time  it  was  said  that  the 
iron  and  steel  trade  was  in  a  very  low  and  depressed  condition, 
This  meant  that  with  onr  present  modes  of  production  we  conld 
not  command  a  sufficient  market.    Other  nations  had  learned  to 
smelt  iron  ores,  and  to  compete  with  ns  in  the  open  market. 
The  products  of  the  iron  smelter,  although  ever  increasing  in 
demand,  had  to  be  cheapened  continually  in    order    to    meet 
increasing  requirements.    While  a  few  years  ago  we  used  steel 
only  for  the  purpose  of  making  cutlery,  pins  and  needles,  and 
magnets,  now  we  used  steel,  or  something  of  the  character  of 
steel,  not  only  for  constructing  locomotive  engines,  but  for  the 
rails  upon  which  the  locomotive  ran ;    therefore,  they  had  to 
meet  conditions  utterly  distinct  from  those  that  prevailed  not 
many  years  ago,  and,  as  a  natural  consequence,  they  had  to 
improve  and  modify  their  processes  in  order  to  meet  those  condi- 
tions.   He  believed  their  institution  had  contributed  very  power- 
fully towards  the  accomplishment  of  those  ends ;  and  in  meeting 
that  day  in  that  great  and  ancient  centre  of  industry,  they  would 
be  lifted  up  by  the  thought  that  the  locomotive  engine  was  born 
there,  and  that  it  was  the  town  where  Nicholas  Wood  and  the 
Stephensons  commenced  their  arduous  labours.    It  was  a  town 
where  the  chemical  manufacture  was  carried  on  with  great  advan- 
tage, and  where  new  improvements  (such  as  that  introduced  by 
Mr.  Pattinson)  were  brought  to  light.    It  was  the  town  of  such 
living  men  as  Armstrong  and  Bell,  and  others  who  were  happily 
amongst  them — men  who  would  ever  lead  them  on  to  new  exertions. 
After  the  most  eloquent  address  they  had  heard  from  Mr.  Cowen, 
it  would  be  quite  unnecessary  for  him  to  say  more,  except  to 
thank  the  town  of  Newcastle,  as  represented  by  its  Mayor  and 
Sheriff  and  Parliamentary  members,  as  well  as  the  members  of  the 
local  committee,  very  heartily  for  the  kind  invitation  which  they 
had  extended  to  the  Institute.    He  could  assure  them  that  his 
fellow-members  not  only  highly  appreciated  that  invitation,  but 
they  would  endeavour  by  the  earnestness  of  their  labours  to  do 
justice  to  their  expectations. 

The  members  then  adjourned  to  the  Lecture  Hall  of  the  Literary 
and  Philosophical  Society,  the  chair  being  taken  by 
The   President,  who  said  on   the  last  occasion  when    he 
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addressed  them  in  London  he  congratulated  their  Society  upon 
possessing  a  Secretary  who  had  worked'  for  and  with  the  Institute 
since  its  beginning.  He  little  thought  at  that  time  that  on  this 
occasion  he  would  have  to  express  regret  at  his  loss — a  loss  which 
was  in  many  respects  irreparable.  An  address  would  be  presented, 
and  certain  suggestions  would  be  made  to  show  their  sympathy 
and  their  appreciation  of  his  past  services.  Meantime,  as  the 
world  could  not  stand  still,  they  had  to  turn  their  attention  to  the 
filling  up  of  his  place.  That  was  no  easy  task.  A  committee  of 
the  Council  was  formed  to  make  suggestions,  and  that  committee, 
after  very  mature  consideration,  and  after  weighing  carefully  the 
merits  of  several  of  the  candidates  who  had  applied  for  the  post — 
candidates  who  were  very  meritorious  as  regards  their  scientific 
and  literaiy  knowledge — arrived  at  the  unanimous  conclusion  to 
suggest  to  the  Council  the  nomination  and  the  appointment  of 
Mr.  Jeans,  as  the  successor  of  Mr.  Jones.  Other  candidates  had, 
perhaps,  greater  claims  than  Mr.  Jeans  as  scientific  men,  and  as 
men  who  had  produced  work  of  scientific  importance ;  but  the 
committee  and  the  Council  thought  that  in  a  Secretary  a  com- 
bination of  qualities  was  required  not  often  found  in  one 
person ;  and  without  going  into  the  particulars  of  a  case  of  such 
delicacy,  he  could  only  communicate  the  broad  &ct  that  they 
decided  to  recommend  the  appointment  of  Mr.  Jeans,  as  a 
gentleman  who  was  not  a  stranger  to  that  Institution,  who  knew 
a  great  deal  of  its  past  working,  and  who,  by  his  experience  and 
knowledge  seemed  well  fitted  to — and  no  doubt  would — fulfil  the 
duties  of  the  office  with  great  satisfaction  to  the  members.  Before 
he  called  upon  them  to  commence  the  discussion  of  the  papers,  he 
had  been  requested  to  correct  an  impression  produced  by  the 
address  he  delivered  last  spring  with  regard  to  Lloyds'  Registry 
for  Shipping.  He  said  in  that  address — and  with  justice,  he 
thought — that  Lloyds'  Registry  had  refused  to  give  to  steel  a 
position  as  a  shipbuilding  material  superior  to  that  of  iron.  They 
had  since,  however,  sanctioned  the  construction  of  ships  to  be 
made  of  steel,  and  boilers  for  those  ships,  with  an  allowance  of  25 
per  cent,  in  the  scantling,  and  it  was  a  firm  in  that  town  (New- 
castle) that  had  first  undertaken  to  construct  shipping  under  those 
amended  rules  ;  and  thus  one  of  the  difficulties  which  stood  in  the 
way  of  the  application  of  that  new  material  had  been  removed. 

VOL.  III.  M 
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There  was  another  qnesdon  of  a  somewhat  delicate  nature  npon 
which  he  had  to  touch.  In  the  course  of  the  discussions  at  their 
last  meeting,  Mr.  Bessemer  made  a  remark  regarding  a  well-known 
engineering  firm  in  France  which  (whatever  the  extent  to  which 
those  remarks  might  or  might  not  be  called  for)  were  not  applicable 
to  the  objects  of  their  Institution.  That  Institution  had  nothing 
whatever  to  do  with  legal  matters,  and  he  regretted  that  those 
remarks  had  found  their  way  into  the  Transactions.  He  had 
hoped  after  the  letter  had  been  received  from  Messrs.  Schneider 
and  Co.  that  there  would  have  been  time  to  erase  those  remarks ; 
but  the  volume  was  already  progressing  in  type,  and  all  they  could 
do  was  to  publish  Mr.  Schneider^s  letter  in  the  same  volume ;  but 
he  wished  there  to  give  testimony  to  the  liberal  and  honourable 
manner  in  which  that  firm  had  d^t  with  him,  and  in  which  they 
were  known  to  deal  generally  in  the  transaction  of  their  business. 
He  thought  it  was  due  to  them  that  he  should  make  that  state- 
ment in  order  to  let  the  matter  appear  simply  as  an  incidental 
thing,  which  they  all  rather  regretted,  without  wishing  to  throw 
the  slightest  imputation  upon  the  position  of  an  honourable  firm. 


THE  ELECTRIC  LIGHT. 
To  THE  Editor  of  "  Enginebriko." 

Sir, — In  your  very  able  article  of  this  week  upon  "  The  Electric 
Light  ^'  there  is  only  one  matter,  personal  to  myself,  calling  for 
an  observation  on  my  part.  You  say,  "  The  most  important 
discovery  connected  with  this  subject  was  made  by  Dr.  0.  TV. 
Siemens  and  the  late  Sir  Charles  "Wlieatstone  simultaneously,  but 
independently  of  each  other,  and  the  discovery  was  brought  before 
the  Royal  Society  on  the  same  evening." 

It  is  true  that  upon  that  occasion  I  presented  to  the  Royal 
Society  a  paper  describing  the  action  of  a  machine  which  I  had 
constructed  in  this  country,  but  the  merit  of  the  discovery  of 
the  principle  upon  which  it  acted  is  really  due  to  my  brother, 
Br.  Werner  Siemens,  who  presented  a  memorial  to  the  Berlin 
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Academy  of  ScienceB  on  the  same  subject  fnllj  a  month  previons 
to  the  two  communications  referred  to  in  your  article. 

This  communication  was  not  published  at  the  time  the  Royal 
Society,  papers  were  presented,  but  suflBces  to  give  Dr.  Werner 
Siemens  a  prior  claim. 

Tours  faithfully, 

0.  William  Siemens. 

12,  QuBKN  Aiori's  Gate,  Wb«tmik8TBb,  Oct,  20,  1877. 


To  THE  Editob  op  "  Enginebring." 

Sir, — ^Among  the  letters  written  to  you  in  consequence  of  your 
article  on  "  The  Electric  Lights"  contained  in  your  issue  of  the 
19th  inst.y  is  one  by  Mr.  C.  Yarley,  claiming  to  be  the  original 
discoverer  of  the  dynamo-electric  or  reaction  principle  involved 
in  the  machines  now  employed  for  producing  intense  light. 
Mr.  Varley  refers  your  readers  to  a  provisional  specification  which 
he  filed  on  the  24th  of  Becember,  1866,  and  which  will  have  been 
published  in  due  course  by  the  Patent  Office  in  July,  1867. 

It  appears  strange  that  when  the  first  publication  of  the 
principle  in  question  took  place  through  the  reading  of  my  paper 
sent  into  the  Royal  Society  on  the  14th  of  February,  1867,  and 
Professor  Wheatstone's  sent  in  on  the  24th,  Mr.  Varley  did  not 
come  forward  to  join  in  the  discussion,  which  created  considerable 
interest  among  scientific  men  at  the  time,  nor  did  Mr.  Yarley  ever 
file  a  complete  specification  of  his  patent.  As  a  matter  of  fact, 
therefore,  the  first  publication  of  the  principle  took  place  in  the 
Proceedings  of  the  Royal  Society  in  February,  1867. 

But  as  regards  the  dates  of  invention,  I  may  add  that  my 
brother  Werner  tried  his  first  experimental  machine  in  December, 
1866.  I  was  present  at  Berlin  during  these  early  trials,  which 
were  in  fact  undertaken  in  consequence  of  a  discussion  between 
my  brother  and  myself  regarding  the  question  whether  the 
dynamical  principle  of  the  convertibility  of  natural  forces  was 
applicable  generally. 

It  occurred  to  my  brother  that  if  this  were  the  case  an  electric 
current  must  result  in  driving  an  electro-magnetic  machine  in  the 
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contraiy  direction  to  the  motion  that  would  be  imparted  to  it  by 
the  current,  and  in  trying  the  experiment  we  were  startled  by  the 
fact  that  a  considerable  current  was  the  immediate  result  of 
imparting  such  motion. 

Inmiediately  after  obtaining  this  result  my  brother  invited 
Professors  Dove,  Magnus,  Du  Bois  Beymond,  and  several  other 
of  the  leading  physicists  of  Berlin,  to  witness  in  our  presence 
these  striking  results.  This  inspection  took  place  before  Christmas, 
1866,  and  therefore  previous  to  the  date  of  Mr.  Varley's  provisional 
specification,  and  a  little  time  naturally  elapsed  before  my  brother 
and  myself  prepared  our  respective  papers  for  the  Berlin  Academy 
of  Sciences  and  the  Royal  Society. 

I  have  the  highest  regard  for  Mr.  Varley's  ingenuity,  but  think 
that  in  the  present  instance  he  has  really  been  anticipated  in  the 
discovery  of  the  principle  which  seems  destined  to  be  productive 
of  important  practical  results. 

I  am.  Sir,  yours  faithfully, 

C.  William  Siemens. 

12,  QuiEK  Anmk's  Gate,  October  80,  1877. 


To  THE  Editor  of  "Engineering." 

Sir, — The  two  letters  appearing  in  your  issues  of  the  2nd  and 
9th  inst.,  both  signed  S.  Alfred  Yarley,  call  for  a  few  remarks  on 
my  part  in  reply. 

It  is  of  course  impossible  for  me  to  say  when  the  idea  of 
the  magneto-electro  reaction  principle  may  have  occurred  to 
Mr.  S.  Alfred  Varley,  and  possibly  to  others  before  him,  but  I  do 
not  see  in  his  observations  any  good  reason  to  alter  the  view  to 
which  I  have  given  expression  in  my  letter  to  you  of  the  20th  ult., 
in  assigning  the  merit  of  having  first  publicly  enunciated  the 
principle  in  question  to  my  brother.  Dr.  Werner  Siemens. 

I  am  sorry  to  have  given  offence  to  Mr.  S.  Alfred  Varley  in 
refennng  to  his  letter  of  the  22nd  ult.  as  that  of  Mr.  C.  Varley,  a 
mistake  which  arose  from  the  circumstance  that  in  the  provisional 
specification  referred  to  in  that  letter  the  name  of  Mr.  C.  Varley 
stands  first.    It  seems  somewhat  surprising  under  these  circum- 
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stances  that  Mr.  S.  Alfred  Varley  should  be  impatient  to  be  con- 
sidered the  whole  and  sole  originator  of  the  principle  in  question. 

But  there  is  a  circumstance  connected  with  the  provisional 
specification  itself  which  would  lead  one  to  suppose  that  at  the 
time  of  its  being  deposited  in  the  Patent  Office  the  Messrs.  Varley 
could  not  have  submitted  it  to  actual  trial.  They  say,  "  Before 
using  the  apparatus  we  generally  send  an  electric  current  through 
the  electro-magnets  ;  the  object  of  this  is  to  secure  a  small  amount 
of  permanent  magnetism  in  the  direction  we  wish  in  the  soft  iron 
cores  of  the  electro-magnets."  A  single  trial  of  the  apparatus 
would  have  convinced  those  gentlemen  that  no  such  excitement 
of  the  magnet  is  at  all  necessary  for  starting  the  apparatus  in 
action,  terrestrial  magnetism  or  a  magnetic  tension  in  the  iron  set 
up  in  its  manufacture  being  sufficient  to  engender  the  requisite 
action.  I  am,  however,  not  disposed  to  contest  Mr.  S.  Alfred 
Yarley's  assertion  that  the  idea  of  the  reaction  principle  occurred 
to  him  in  the  autumn  of  1866,  and  can  only  express  my  surprise 
that  he  should  have  remained  mute  upon  the  subject  until  the 
14th  of  December,  1867,  when  his  final  specification  was  filed, 
which  patent  I  need  hardly  say  was  invalidated  through  the 
several  prior  publications  which  had  at  that  time  taken  place. 

Yours  faithfully, 

C.  William  Siemens. 

12,  QuKSN  Anmk's  Gatk,  WESTMI5ST1R,  Nov.  14,  1877. 


To  THE  Editor  op  "Engineering." 

Sir, — ^Mr.  Robert  Sabine,  in  writing  to  you  on  the  28th 
November,  put  the  question  of  priority  in  conceiving  the  dynamo- 
electrical  reaction  principle  very  tersely,  and  having  conceded  the 
priority  of  publication  to  my  brother,  I  should  not  have  thought 
it  necessary  to  trouble  you  with  any  further  remarks  upon  this 
subject,  if  Mr.  S.  Alfred  Varley  had  not  lost  sight  of  his  avowed 
intention  of  allowing  the  question  to  drop,  by  sending  the  letter 
published  in  your  last  issue. 

Mr.  S.  Alfred  Varley  again  brings  forward  as  a  proof  of  his 
priority  the  bare  fact  of  his  having  filed  a  provisional  specification 
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(which  I  need  hardly  say  is  a  Btrictly  private  document)  on  the 
24th  December,  1866,  that  is  to  say,  some  time  after  the  principle 
in  question  had  been  conmiimicated  at  Berlin  to  a  number  of 
scientific  men.  In  order  to  improve  his  position,  Mr.  S.  Alfred 
Varley,  in  his  previous  lettet  of  the  5th  November,  1877,  shows 
that  his  machine  had  been  constructed  in  September,  1866,  or 
three  months  previous  to  his  application  for  provisional  protection ; 
Mr.  Sabine  in  his  letter  brings  forward  proof  that  a  machine  was 
constructed  for  the  late  Sir  Oharles  Wheatstone  somewhat  previous 
to  Mr.  S.  Alfred  Yarley's  date  ;  and  I  am  in  a  position  to  state 
that  the  machine  upon  which  the  first  experiments  were  tried  at 
Berlin  (a  Wippe  or  automatic  current  reverser)  had  actually  been 
constructed  several  years  previous  to  1867.  The  explanation  of 
this  fact  is  simple,  and  is  contained  in  my  letter  to  you  of  the 
80th  October  last,  viz.,  that  the  dynamo  current  is  produced  by 
simply  turning  an  electro-magnetic  engine  what  may  be  termed 
"the  wrong  way."  The  mere  circumstance,  therefore,  that  the 
apparatus  used  in  these  experiments  had  been  constructed  previous 
to  1867,  proves  simply  nothiug,  except  perhaps  the  futility  of 
tracing  the  origin  of  a  discovery  from  any  other  date  than  that  of 
its  first  publication. 

Mr.  S.  Alfred  Varley  endeavours  to  throw  a  doubt  upon  my 
brother^s  first  publication  of  the  accumulative  principle  by  the  fact 
that  we  applied  for  certain  letters  patent  involving  that  principle 
sixteen  days  later,  and  concludes  "that  business  men  are  not  in  the 
habit*  of  invalidating  their  patent  rights  by  publishing  their  inven- 
tion before  provisional  protection  has  been  obtained  or  at  least 
applied  for."  Mr.  S.  Alfred  Varley  seems  to  have  lost  sight  of 
the  fact,  that  the  enunciation  of  natural  principles  belongs  to  pure 
science,  and  does  not  form  a  legitimate  subject  for  a  patent, 
whereas  applications  of  those  principles  to  useful  purposes,  and 
combinations  of  parts  to  give  efiect  to  such  useful  applications,  are 
what  does  form  a  proper  subject  for  a  patent.  In  searching  further 
Mr.  S.  Alfred  Varley  will  find  not  one  but  several  such  patents 
taken  out  by  my  firm  since  1866,  leading  up  step  by  step  to  the 
light-producing  machine  now  adopted  by  the  Elder  Brethren  of 
the  Trinity  House.  Yours  faithfully, 

C.  William  Siemens. 

12,  QuuM  Abkm'8  Gatb,  December  10,  1877. 
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ADDRESS 

Of  Dr.  C.  William  Siemens,  F.R.S., 
President  of  the  Society  of  Telegraph  Engineers, 

Delivered  on  the  23rd  January,  1878.* 

Oentt.em£X, — Six  years  have  now  elapsed  since  I  had  the  honour 
of  addressing  70a  as  first  President  of  the  Society  of  Telegraph 
Engineers.  Q'he  hopes  which  I  then  expressed  as  to  the  probable 
development  of  the  Society  have  been  folly  realised  under  the  able 
guidance  of  my  successors  in  office,  combined  with  the  active 
and  ever-increasing  support  of  our  honorary  secretary  Colonel 
Bolton. 

At  the  time  I  addressed  you  first  the  Society  was  composed  of 
only  110  Members  of  every  description.  This  number  increased 
during  my  term  of  office  to  853,  whilst  it  has  now  reached  up  to 
nearly  1000  Members,  a  number  quite  sufficient  I  should  say  to 
insure  a  continuance  of  its  prosperous  career. 

The  six  volumes  of  Transactions  issued  by  the  Society  since  its 
origin  are  proof  of  its  activity  as  a  scientific  institution,  whilst  its 
status  has  been  much  advanced  through  the  establishment  of  a 
scientific  library,  bequeathed  to  us  in  trust  by  the  late  Sir  Francis 
Ronalds,  containing  a  most  valuable  record  of  all  publications 
having  reference  to  the  advancement  of  Telegraphy.  In  order  to 
make  this  collection  of  permanent  value  it  will  be  necessary  to 
complete  the  record  always  up  to  date,  a  duty  which  I  trust  will  be 
faithfully  and  well  discharged  by  the  officers  of  the  Society. 

In  reviewing  the  progress  made  in  Telegraph  Engineering 
during  the  last  few  years,  I  propose  to  notice  in  the  first  instance 
the  subject  of  Duplex  and  Qnadruplex  Telegraphy,  which  has 
recently  much  occupied  the  attention  of  the  Telegraph  Engineer. 
Duplex  Telegraphy  has  been  known  and  practised  to  a  very  limited 
extent  since  1851  when  it  was  first  announced  by  C.  A.  Nystrom 
of  Oreboro,  Sweden,  and  by  Dr.  Gintl,  of  Vienna,  and  carried 
out  practically  by  Frischen  and  Dr.  Werner  Siemens.    Although 

*  Bzoeipt  Jooziud  of  the  Society  of  TelegrapH  Bn^neen,  YoL  YIL  1S78,  pp. 
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quite  Buocessfal  in  some  of  the  applications  made  at  that  time  in 
Germany,  in  Holland  (between  Amsterdam  and  Rotterdam),  and 
in  this  country  under  my  own  superintendence  between  Manchester 
and  Bowden,  telegraphy  itself  had  not  advanced  sufficiently  to  call 
for  an  application  of  this  invention  upon  a  more  extended  scale, 
and  it  has  only  met  with  favour  on  the  part  of  telegraph  adminis- 
trations since  its  re-introduction  to  public  notice  by  Mr.  Steam,  of 
Boston,  in  1872,  who  improved  however  upon  the  original  arrange- 
ment by  balancing  the  discharge  from  the  line  by  the  discharge 
from  an  arrangement  of  condensers.  Another  important  advance 
in  duplex  telegraphy  has  been  made  by  Mr.  Louis  Schwendler, 
who  by  the  application  of  an  improved  Wheatstone  Bridge 
arrangement  has  produced  the  meansof  readily  adjusting  the  effect 
of  the  neutralizing  current  during  the  working  of  the  instrument, 
and  has  carried  duplex  telegraphy  into  effect  with  great 
advantage  upon  the  long  lines  of  India,  with  which  he  is 
connected. 

The  quadruplex  telegraph,  which  may  be  considered  to  have  been 
theoretically  introduced  by  Dr.  Stark,  of  Vienna,  in  1855,  and 
contemporaneously  by  Dr.  Boscha  of  Leyden,  has  been  developed 
by  Mr.  Edison  of  New  Jersey,  U.S.,  and  has  been  for  some  time 
established  upon  the  line  between  New  York  and  Boston,  under  the 
superintendence  of  Mr.  Prescott,  the  engineer  of  the  Western 
Union  Line.  In  this  system  the  principle  of  duplex  telegraphy  is 
combined  with  the  equally  well-known  system  of  producing  different 
effects  by  currents  differing  in  strength,  and  it  is,  indeed,  not  diffi- 
cult to  conceive  that  by  further  combinations  of  the  same  nature 
six  or  eight  pairs  of  instruments  may  be  worked  simultaneously 
and  independently  through  one  and  the  same  conductor.  The 
success  of  these  improved  methods  of  transmission  depends  almost 
entirely  upon  the  perfect  insulation  and  undisturbed  condition  of 
the  line- wire,  a  subject  which  has  yet  to  receive  much  attention  on 
the  part  of  the  Telegraph  Engineer. 

Our  attention  is  next  arrested  by  the  great  novelty  of  the  day,  the 
Telephone. 

This  remarkable  instrument  owes  its  origin  to  the  labours  of 
several  inventors. 

In  the  year  1859  the  late  Sir  Charles  Wheatstone  devised  an 
arrangement  by  which  the  sounds  of  a  reed  or  tuning-fork,  or 
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a  combination  of  them,  could  be  conveyed  to  a  distance  by 
means  of  an  electric  circoit,  including  at  both  stations  a  powerful 
electro-magnet.  In  striking  any  one  of  the  tuning-forks  differ- 
ential currents  were  set  up  which  caused  the  yibration  of  the  corre- 
sponding tuning-fork  at  the  distant  station,  and  thus  communicated 
the  original  sound.  In  I8G2  Rciss  enlarged  upon  this  ingenious 
suggestion  in  attempting  to  convey  the  varying  vibrations  of  a 
diaphragm  agitated  by  atmospheric  sound-waves.  His  apparatus 
consisted  of  a  parchment  diaphragm  with  a  thin  platinum  wire 
attachment  set  into  vibration  by  sound,  which  caused  a  series  of 
contacts  to  be  made,  and  the  galvanic  currents  thus  sent  through 
an  electric  circuit  produced  sounds  by  the  making  and  unmaking 
of  an  electro-magnet  at  the  distant  station. 

This  instrument  transmitted  currents  only  of  equal  intensity,  and 
produced  therefore  sounds  of  equal  calibre,  distinguishable  only 
by  their  periods.  It  was  thus  capable  of  transmitting  simple  tunes, 
but  was  quite  incapable  of  transmitting  the  human  voice  with 
its  innumerable  modulations  of  sounds,  varying  both  in  period  and 
intensity. 

These  defects  in  the  instrument  of  Beiss  have  been  remedied  by 
Mr.  Edison,  who,  by  establishing  contacts  through  the  medium  of 
powdered  plumbago,  has  succeeded  in  transmitting  galvanic  cur- 
rents varying  in  intensity  with  the  amount  of  vibration  of  the 
diaphragm. 

As  another  step  towards  the  accomplishment  of  the  perfect 
transmission  of  sound,  I  should  mention  also  the  logograph,  or 
recorder  of  the  human  voice,  which  Mr.  William  Henry  Barlow, 
F.B.S.,  a  member  of  our  Society,  communicated  in  a  paper  to  the 
Boyal  Society,  on  the  28rd  February,  1874. 

In  adding  a  contact  arrangement  to  the  recording  pencil  of 
Mr.  Barlow's  instrument,  the  message  could  obviously  be  trans- 
mitted to  a  distance  to  be  recorded  there  either  by  graphical  or 
audible  signals. 

The  beautifully  simple  instrument  of  Professor  Graham  Bell, 
of  Cambridge,  U.S.,  must  be  regarded  as  a  vast  step  in  advance  of 
all  previous  attempts  in  the  same  direction.  In  making  the  dia- 
phragm of  iron,  and  having  recourse  to  Faraday's  great  discovery 
of  magneto-induction,  Mr.  Bell  has  been  able  to  dispense  with  the 
complication  of  electrical  contacts  and  batteries,  and  to  cause  the 
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vibrations  of  the  diaphragm  imparted  by  the  voice  to  be  accm^tely 
represented  in  strength  and  duration  by  electrical  currents,  thus 
producing  the  marvellous  results  of  setting  up  analogous  vibrations 
in  the  diaphragm  of  the  receiving  instrument,  which,  though 
weaker  than  the  vibrations  imparted  to  the  transmitting  dia- 
phn^^,  so  closely  resemble  them  as  to  repeat  the  quality  of  voice 
which  causes  the  original  vibrations. 

The  currents  tranismitted  are  so  minute  as  to  escape  observation 
by  the  most  delicate  galvanometer,  as  the  magnetic  needle,  how- 
ever light,  must  be  too  sluggish  to  be  moved  visibly  by  such 
quick  impulses,  and  it  requires  an  electro-dynamometer  of  ex- 
ceeding seusitiveness  to  bring  them  into  evidence.  The  rapidity 
with  which  these  reversing  currents  follow  each  other  can  be 
accurately  determined  in  transmitting  the  sound  of  a  high-pit<^hed 
tuning-fork,  and  Mr.  Kontgen  concludes  from  experiments  he  has 
made  in  this  direction  that  not  less  than  24,000  currents  can  be 
transmitted  in  oue  second.  We  here  detect  a  rapidity  of  electrical 
transmission  far  exceeding  our  most  sanguine  expectations  in 
endeavouring  to  increase  the  rate  of  transmission  of  telegraph 
instruments  by  mechanical  means,  thus  opening  out  a  new  field  for 
the  inventive  faculties  of  the  Telegraph  Engineer. 

The  telephone  is  no  doubt  capable  of  great  improvement,  which 
should  chiefly  be  directed  towards  increasing  the  relative  amount 
of  vibration  of  the  receiving  diaphragm. 

Improvements  will  doubtless  be  directed  also  towards  the  ac- 
complishment of  simple  methods  of  recording  the  audible  messages 
received,  which  has  already  been  attempted  by  Mr.  Edison,  and  of 
carrying  out  such  accessory  objects  as  the  ringing  of  call-bells  and 
the  transmission  of  the  sound-wa^es  through  additional  circuits. 

Considering  the  minuteness  of  the  electrical  impulses  and  their 
high  electro-motive  force,  it  seems  probable  that  they  will  be 
capable  of  being  transmitted  to  very  great  distances  through  con- 
ductors of  comparatively  small  dimensions,  pro\ided  only  that 
those  conductors  are  not  subjected  to  the  disturbing  influence  by 
induction  of  currents  flowing  through  adjoining  wires.  It  is  >veil 
known  that  owing  to  these  disturbing  currents  the  telephone  can- 
not be  worked  through  a  wire  suspended  with  other  wires  upon 
posts  in  the  ordinary  way,  and  it  will  be  necessary  to  devise  oUier 
means  of  carrying  the  telephone  conductdr. 
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The  system  of  snspended  line-wire  now  generaJlj  in  use  is  open 
to  many  grave  objections.  Atmospheric  electricity  frequently 
causes  such  disturbances  as  to  interrupt  the  working  of  long  lines 
for  hours  at  a  time,  and  the  most  perfect  lightning  dischargers  do 
not  always  prevent  damage  to  the  working  instruments,  when 
atmospheric  discharges  of  electricity  into  the  line-wire  take  place. 
Again,  the  mutual  induction  between  parallel  line-wires  and  the 
leakage  from  one  wire  to  another  through  the  supporting  poles  are 
a  permanent  source  of  trouble  in  working  telegraph  instruments, 
and  this  difficulty  increases  as  we  advance  from  the  simple  needle 
or  recording  instrument  to  the  more  refined  duplex  or  quadruplex 
system,  to  the  mechanical  transmitter  or  the  telephone. 

Again,  it  happens  that  not  unfrequently  suspended  line-wires 
are  thrown  down,  causing  the  almost  entire  cessation  of  tele- 
graphic communication  for  days  in  the  event  of  a  great  gale  or 
snowstorm,  interruptions  which  are  quite  incompatible  with  the 
idea  that  the  electric  telegraph  has  become  a  great  public 
institution. 

The  remedy  for  these  interruptions  is  undoubtedly  the  under- 
ground line-wire  system.  This  was  first  tried  in  Germany  upon 
an  extended  scale  in  1848—49,  but  was  given  up  in  favour  of  the 
suspended  line  in  consequence  of  the  want  of  experience  in  manu- 
facture and  imperfect  protection  afforded  to  the  gutta-percha 
covered  copper  wire.  Since  then  it  has  been  largely  used  in  this 
country  for  underground  communication  in  cities,  also  for  aerial 
lines,  by  suspending  a  bunch  of  the  insulated  conductors  by  steel 
wires  in  the  air,  as  we  see  them  supported  on  the  house-tops  of 
this  metropolis.  The  German  Telegraph  Administration,  under 
the  able  direction  of  Dr.  Stephan,  has  within  the  last  year  or  two 
again  resorted  to  the  application  of  the  underground  conductor 
for  long  lines.  A  representative  cable  of  what  it  was  intended  to 
lay  was  put  down  in  1876  between  Berlin  and  Halle,  a  distance  of 
120  English  statute  miles.  The  success  of  this  line  induced  his 
Government  to  lay  down  last  year  multiple  cables  between  Berlin 
and  Cologne,  and  Berlin,  Hamburg,  and  Kiel,  an  aggregate 
distance  of  600  miles,  and  further  extensions  are  in  course  of 
execution.  These  cables  consist  of  seven  separate  conductors,  each 
insulated  with  gutta-percha,  surrounded  with  a  complete  iron 
sheathing  and  a  double  outer  covering  consisting  of  hemp  steeped 
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in  asphalte,  prodacing  altogether  a  flexible  cable  of  1^  inch  outer 
diameter,  which  is  laid  along  railways  or  roads  at  a  depth  of  about 
3  feet  below  the  ground. 

Great  precautions  have  been  adopted  to  prevent  failure  of  these 
newly  established  lines,  whilst  the  ease  with  which  these  compara- 
tively long  circuits  can  be  worked  by  means  of  every  description 
of  instrument,  including  the  telephone,  and  their  perfect  immunity 
from  atmospheric  disturbances,  will  lead,  I  venture  to  predict,  to 
the  gradual  substitution  of  underground  wires  for  suspended  line- 
wires  for  all  the  main  aiteries  of  the  telegraphic  system. 

In  submarine  telegraphy  no  startling  feat  of  novelty  can  be 
reported,  although  steady  progress  has  recently  been  made  in 
improving  the  manufacture  of  the  insulated  conductor,  in  the 
attainment  of  an  increased  rate  of  transmission  through  long 
distances,  in  the  outer  protection  given  to  the  insulated  conductor, 
and  in  the  vessels  and  other  appliances  employed  for  submerging 
and  repairing  deep-sea  cables. 

The  conductor  almost  universally  adopted  in  the  construction  of 
submarine  cables  has  been  a  strand  of  seven  copper  wires,  covered 
with  three  thicknesses  of  gutta-percha,  with  intervening  layers  of 
a  fusible  resinous  compound.  In  the  case  of  the  Direct  United 
States  Telegraph  Company's  cable,  the  conductor  consists  of  one 
large  central  wire  of  0*090  in.  diameter,  surrounded  by  eleven  small 
copper  wires  of  0*085  in.  diameter.  By  this  construction  an  in- 
crease of  about  10  per  cent,  of  conductivity  is  obtained  for  a 
given  outer  diameter,  which  increase  has  been  found  to  exercise  an 
important  effect  upon  the  rate  of  transmission  through  the  cable. 

The  careful  selection  of  the  insulating  material  employed  has 
also  an  important  influence  upon  the  rate  of  transmission  through 
long  cables,  as  it  is  found  that  different  kinds  of  gutta-percha 
behave  very  differently  in  this  respect.  India-rubber  has,  it  is 
well  known,  considerably  less  inductive  capacity  than  gutta-percha, 
and  appears  on  this  account  the  preferable  material,  but  its  appli- 
cation to  the  conductor,  without  the  risk  of  faults  and  of  gradual 
changes  in  the  condition  of  the  material,  is  beset  with  considerable 
practical  diflBculty  which  has  as  yet  limited  its  application. 
Compounds  of  india-rubber  and  gutta-percha,  with  other  materials 
such  as  shellac,  paraffin,  and  bitumen,  have  been  proposed  from 
time  to  time  with  promising  results,  but  it  has  been  impossible 
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hitherto  to  give  to  such  compounds  all  the  properties  necessary  in 
the  dielectric  substance  covering  the  conductor,  viz.,  a  low  induc- 
tive capacity  and  high  insulation,  coupled  with  considerable 
toughness  and  permanency  at  all  ordinary  temperatures  and  the 
requisite  plasticity  at  higher  temperatures. 

The  supply  of  gutta-percha  has  hitherto  been  sufficient  for  the 
demand,  but  a  large  extension  in  the  use  of  insulated  conductors 
both  by  sea  and  land  will,  it  may  be  apprehended,  outrun  the 
supply,  and  it  is  well  on  this  account  that  we  should  steadily  fix 
our  attention  upon  such  compounds  as  arc  likely  to  furnish  a 
suitable  substitute.  Regarding  a  continued  supply  of  gutta-percha 
and  india-rubber,  it  is  satisfactory  to  observe  that  the  Indian 
Government  have  turned  their  attention  seriously  to  the  question 
of  making  plantations  of  trees  bearing  these  gums,  chiefly  in  the 
Malay  Peninsula,  under  the  able  direction  of  Sir  Joseph  Hooker, 
and  of  Dr.  Brandes,  the  Director  of  the  Forest  Department  in 
India.  It  is  to  be  hoped  that  by  these  wise  measures  a  continued 
supply  of  these  invaluable  materials  will  be  secured,  while  their 
quality  for  insulating  purposes  will  probably  be  improved  by  means 
of  cultivation. 

The  outer  covering  now  generally  applied  to  shallow  sea  cables 
consists  of  a  sheathing  of  iron  wire  covered  with  a  double  layer  of 
hemp  steeped  in  asphalte,  and  applied  to  the  cable  in  a  heated 
condition,  and  this,  if  properly  carried  out,  aflTords  very  efficient 
protection  for  the  iron  sheathing  against  corrosion. 

In  the  construction  of  deep>sea  cables,  steel  wires  are  generally 
used,  each  wire  being  covered  in  the  first  instance  with  jute  with 
a  view  to  reduce  the  weight  of  the  cable.  This  construction  affords 
the  advantage  of  lightness  combined  with  strength,  and  thus 
facilitates  the  operation  of  submerging  the  cable,  but  is  objection- 
able, inasmuch  as  it  afibrds  no  complete  metallic  sheath  against 
the  inroads  of  the  teredo  and  xylophaga  to  the  core,  and,  in  the 
case  of  a  cable  having  to  be  raised  from  considerable  depths,  it  is 
apt  to  untwist,  and  run  itself  into  kinks  at  the  bottom. 

The  use  of  a  light  cable  for  deep  seas  has  been  ably  advocated 
by  some  electricians,  and  its  adoption  has  the  one  great  argument 
in  its  fevour,  that  its  first  cost  is  much  below  that  of  a  strong 
cable  ;  on  the  other  hand  the  risk  incurred  in  successfully  sub- 
merging such  a  cable  is  much  greater,  and  in  the  case  of  a  fault 
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appearing  in  deep  water  it  will  be  hopeless  to  bring  the  light  cable 
to  the  surface  for  the  purpose  of  repair.  It  is  possible  that  the 
manufacture  of  cables  will  be  made  a  matter  of  such  absolute 
certainty  that  the  case  of  faults  making  their  appearance  in  sub- 
merged cables  may  be  left  entirely  out  of  consideration,  but  in  the 
meantime  telegraph  companies  have  given  the  preference,  and 
wisely  so,  I  think,  to  a  cable  which,  though  more  costly  than  its 
light  competitor,  affords  a  greater  security  to  their  property  in  case 
of  an  accident  or  a  fault. 

Whilst  the  art  of  submerging  deep-sea  cables,  involving,  as  it 
does,  problems  of  very  considerable  scientific  and  practical  interest, 
has  latterly  received  the  attention  of  this  Society,  but  little  dis- 
cussion has  as  yet  taken  place  of  the  best  means  for  e£fecting  the 
repair  of  cables  after  submersion. 

The  important  primary  condition  towards  effecting  the  repair 
of  a  submerged  cable  is  that  its  general  insulation  should  be 
perfect,  without  which  it  would  be  impossible  to  determine  the 
position  of  a  break  or  fault  with  any  degree  of  accuracy.  Another 
important  condition  is  the  possession  of  a  cable-ship  furnished 
with  special  facilities  for  manoeuvring.  The  old  practice  of  using 
ordinary  steamships  of  the  mercantile  marine  appears  very  primi- 
tive and  objectionable,  as  such  vessels  are  ill-adapted  for  going 
astern,  are  not  steady  when  laden  with  cable  and  armed  with 
heavy  deck  machinery,  and  are  incapable  of  turning  or  maintain- 
ing their  position  against  a  side-wind  unless  going  nearly  full 
speed,  whereas  the  cable  ship  should  be  capable  of  .effecting  these 
operations  independently  of  any  onward  motion.  The  paying-out 
and  hauling-in  machinery,  the  tackle  for  fixing  and  lighting  buoys, 
the  arrangements  for  sounding,  and  the  construction  of  grapnels 
capable  of  finding,  cutting,  and  holding  the  end  of  deep-sea  cables, 
are  also  matters  infiuencing  greatly  these  delicate  operations,  upon 
which  the  permanent  success  of  submarine  telegraphy  must  mainly 
depend. 

The  transmission  of  telegraphic  messages  through  long  submarine 
cables  is  a  subject  which  was  at  one  time  involved  in  great  practical 
difficulty  owing  to  the  retardation  by  lateral  induction  experienced 
by  the  electrical  current  in  its  transit.  It  is  to  our  past  President, 
Sir  William  Thomson,  that  we  are  indebted  for  a  solution  of  this 
difficulty,  through  the  application  of  his  celebrated  mirror  instru- 
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ment,  which  is  capable  of  revealing  to  the  eye  extremely  slight 
remnants  of  electric  waves,  readily  transferred  by  means  of  a  human 
relay  to  ordinary  recording  instruments,  and  for  the  further  intro- 
duction of  his  syphon  recording  instrument  by  which  those  slight 
currents  are  rendered  in  a  written  code.  This  latter  instrument, 
however,  is  of  a  somewhat  delicate  and  complicated  nature,  and 
it  would  be  desirable  if  its  place  could  be  taken  by  a  relay  of 
extreme  sensitiveness,  coupled  with  ordinary  recording  instruments 
worked  by  local  circuits,  the  accomplishment  of  which  result  we 
may  anticipate  before  long,  considering  the  great  improvements 
that  have  been  effected  in  the  construction  of  polarized  relays. 

Although  this  country  has  from  the  first  taken  a  prominent 
part  in  the  invention  and  development  of  the  electric  telegraphy 
and  is  still  the  seat  of  oceanic  telegraphic  enterprise,  almost  to  the 
exclusion  of  other  countries,  it  has  lately  been  asserted  that  other 
countries,  and  especially  the  United  States,  are  now  taking  the 
lead  in  telegraphic  improvement,  and  it  behoves  us  to  inquire 
whether  such  an  allegation  is  founded  on  fact,  and  if  so  whether 
it  is  attributable  to  indolence  on  our  part  or  to  circumstances 
beyond  our  control.  Steady  progress  has,  as  I  have  shown,  been 
made  by  us  up  to  the  present  day  in  the  instruments  and  other 
appliances  used  in  telegraphy,  but  it  cannot  be  denied  that  the 
more  startling  innovations  of  recent  days  have  chiefly  emanated 
from  the  United  States,  the  only  civilized  country  in  which,  as  it 
happens,  internal  telegraph  communication  is  still  in  the  hands  of 
private  companies.  Is  it,  it  may  be  asked,  this  open  competition 
which  has  stimulated  the  American  inventor  to  bring  forth  duplex 
and  quadruplex  telegraphy,  the  telephone,  and  other  innovations  ? 
I  incline  to  the  belief  that  the  open  competition  for  public  favour, 
does  act  as  a  powerful  stimulant  to  invention  in  the  United 
States,  a  stimulant  which  was  equally  active  in  this  country  in 
producing  a  variety  of  novel  instruments,  at  the  time  prior  to  the 
purchase  of  the  telegraphs  by  the  Government. 

In  frankly  giving  expression  to  this  opinion,  I  do  not  mean 
to  call  in  question  the  wisdom  of  the  policy  which  dictated  the 
purchase  on  public  grounds  of  the  telegraphs  by  Government. 
Through  it  we  have  obtained  a  uniform  and  moderate  tariff,  an 
extension  of  the  telegraph  system  to  minor  stations  (although  the 
number  of  stations  opened  in  this  country  does  not  yet  exceed  that 
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provided  in  the  United  States,  being  in  the  one  case  a  station  for 
every  5,607,  and  in  the  other  for  every  5,494  inhabitants*),  and  a 
better  guarantee  for  the  secrecy  of  messages.  The  growing  con- 
nection between  the  telegraph  systems  of  this  and  other  countries 
vould  have  compelled  by  degrees  the  active  intervention  of  the 
Government,  which  alone  could  arrange  effectively  with  the  tele- 
graph administrations  of  other  countries  general  questions  of  tariff 
and  modes  of  working.  The  triennial  meeting  of  the  Telegraph 
Conference  will,  as  you  are  aware,  take  place  this  year  in  London, 
and  will  enable  us  to  judge  more  fully  of  the  beneficial  results  of 
co-operation  between  the  telegraphic  systems  of  the  world. 

The  conference  does  not  interfere,  however,  with  matters  of 
technical  import,  such  as  the  construction  of  lines  and  improve- 
ment of  instruments  for  working  the  same,  in  which  we  are 
chiefly  interested,  and  it  is  a  question  worthy  of  consideration 
whether  the  Acts  of  Parliament  of  1868 — 69,  by  which  the 
Government  Department  of  Telegraphs  was  created  in  this 
country,  do  not  go  beyond  the  limits  necessary  to  insure  a  well- 
regulated  public  service  in  taking  the  construction  as  well  as  the 
working  of  the  lines  out  of  the  hands  of  public  enterprise.  They 
give  for  instance  to  the  Department  the  faculty  of  purchasing 
letters  patent,  whereby  an  interest  is  created  in  favour  of  particu- 
lar instruments,  to  the  prejudice  of  others  of  perhaps  equal 
merit,  and  such  a  course  is  by  no  means  calculated  to  stimulate 
invention. 

The  erection  of  lines  for  local  and  private  purposes  is  an  im- 
portant branch  of  telegraphy  which  I  submit  should  have  remained 
entirely  outside  the  scope  of  a  public  department,  in  order  that 
competition  might  have  a  free  opportunity  of  developing  such 
applications,  as  is  the  case  in  the  United  States,  where  private 
and  circular  telegraphy  is  undoubtedly  in  advance  of  other 
countries. 

In  venturing  upon  these  observations,  I  wish  it  to  be  clearly 
understood  that  I  do  not  mean  to  insinuate  that  the  engineers  and 
other  officers  of  the  telegraph  administration  have  not  been  most 
anxious  to  secure  the  greatest  amount  of  public  benefit,  or  that 
they  have  been  remiss  in  their  endeavours  to  improve  the  condition 

♦  See  Statistical  Tables  in  the  "  Iron  Age,"  for  14  June,  1877. 
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of  the  line-wire  and  working  instruments  upon  which  the  public 
service  depends. 

Great  improvements  have  indeed  been  recently  made  by  the 
Postal  Telegraph  Department  in  the  rate  of  working  of  Wheat- 
stone's  automatic  circuits,  and  in  the  employment  of  fast-speed- 
translators  or  repeaters,  as  is  proved  by  the  following  data,  for 
which  I  am  indebted  to  our  Vice-President,  Mr.  W.  H.  Preece. 
For  instance,  it  has  been  found  that  the  insertion  of  one  of  the 
new  fast-speed  translators  in  Dublin  has  more  than  doubled  the 
rate  of  working  between  London  and  Cork,  and  the  insertion  of 
one  of  these  relays  in  Anglesea  has  improved  the  rate  of  working 
between  London  and  Dublin  about  50  per  cent. 

As  an  indication  of  the  rate  at  which  messages  can  be  trans- 
mitted, it  appears  that  the  Queen's  Speech,  containing  801  words, 
was  sent  to  Leicester  in  4m.  28secs.,  being  at  the  rate  of  179  words 
per  minute.  The  quickest  rate  at  which  it  was  sent  by  key  was 
between  London  and  Reading,  where  it  occupied  seventeen  minutes, 
or  at  the  very  high  speed  of  47*1  words  per  minute. 

It  is  perhaps  interesting  to  remark  that  on  the  first  night  of 
the  Session  over  420,000  words  were  actually  transmitted  from  the 
central  station,  and  over  1,000,000  words  were  delivered  in  different 
parts  of  the  country. 

The  quadruplex  system  of  telegraphy  continues  to  be  worked 
with  very  satisfactory  results  between  London  and  Liverpool,  and 
it  has  quite  quadrupled  the  power  of  the  one  wire  to  carry 
messages.  The  highest  number  of  messages  transmitted  in  one 
hour  has  been  232  ;  about  200  per  hour  have  frequently  been  sent. 

The  system  of  duplexing  Wheatstone  automatic  circuits  is 
gradually  extending,  and  on  the  Leicester  wire  which  carried  the 
Queen's  Speech  at  the  rate  named  messages  were  being  transmitted 
in  the  opposite  direction  by  the  duplex  arrangement  at  the  same 
time. 

In  submarine  telegraphy  ample  scope  still  exists,  as  I  have 
endeavoured  to  show,  for  the  ingenuity  and  enterprise  of  the 
telegraph  engineer ;  but  here  again  the  fr^e  exercise  of  these 
faculties  is  threatened,  not  by  legislative  action,  but  by  a  powerful 
financial  combination.  It  is  intended  by  this  combination  to 
merge  the  interests  of  all  oceanic  and  international  Unes  and  the 
construction  of  new  lines  into  one  interest ;  but  it  seems  hardly 
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probable  that  such  a  monopoly  will  be  able  to  maintain  itself  in 
the  long  run  against  that  irrepressible  spirit  of  British  enterprise, 
which,  thongh  languishing  at  the  present  time  of  unparalleled 
depression,  is  likely  to  reassert  itself  before  long. 

Electricity  has  hitherto  rendered  service  as  the  swift  agency  by 
which  our  thoughts  are  flashed  to  great  distances,  but  it  is  gradually 
asserting  its  right  also  as  a  means  of  accomplishing  results  where 
the  exertion  of  quantitative  effects  are  required.  Much  has  been 
said  about  the  application  of  electricity  for  producing  light,  and 
the  French  Company  Alliance,  as  well  as  the  Granmie  Company, 
have  it  is  known  for  some  years  been  establishing  magneto-electric 
apparatus  to  iDuminate  the  lighthouses  upon  the  French  coast,  and 
for  galvano-plastic  purposes. 

By  an  ingenious  combination  of  two  magneto-electric  machines, 
with  Siemens  armatures,  Mr.  Wilde,  of  Manchester,  succeeded  in 
greatly  augmenting  the  effects  produced  by  purely  mechanical 
means,  but  the  greatest  impulse  in  this  direction  was  given  in 
1866-67  by  the  introduction  of  the  dynamo-electrical  principle,  which 
enables  us  to  accumulate  the  current  active  in  the  electric  circuit 
to  the  utmost  extent  permissible  by  the  conductive  capacity  of  the 
wire  employed.  Dr.  Tyndall  and  Mr.  Douglass,  chief  engineer  to 
the  Trinity  Board,  in  reporting  lately  to  the  Elder  Brethren  upon 
the  power  of  these  machines  and  their  applicability  to  lighthouses, 
give  a  table  showing  that  a  machine  weighing  not  more  than 
3  cwt.  is  capable  of  producing  a  light  equal  to  1,250-candle  power 
per  horse-power  expenditure  of  mechanical  energy.  Assuming 
that  each  horse-power  is  maintained  with  an  expenditure  of  3  lbs. 
of  coal  per  hour  (which  is  an  excessive  estimate)  it  wotdd  appear 
that  one  pound  of  coal  suflBces  to  maintain  a  light  equal  to  417 
normal  candles  for  one  hour.  The  same  amount  of  light  would 
be  produced  by  139  cubic  feet  of  gas  of  18-candle  power,  for  the 
production  of  which  30  pounds  of  coals  are  consumed.  Assuming 
that  of  this  quantity,  after  heating  the  retorts,  &c.,  50  per  cent,  is 
returned  in  the  form  of  gas- coke,  there  remains  a  net  expenditure 
of  15  pounds  of  coal  in  the  case  of  gas-lighting  to  produce  the 
effect  of  one  pound  of  fuel  expended  in  electric  lighting,  or  a  ratio 
of  15  to  1  in  favour  of  the  latter.  Add  to  the  advantages  of 
cheapness  in  maintenance,  and  of  a  reduced  capital  expenditure  in 
favour  of  the  electric  light,  those  of  its  great  superiority  in  quality 
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and  its  freedom  from  the  deleterious  effects  of  gas  in  heating  and 
polluting  the  atmosphere  in  which  it  bums,  and  it  seems  not 
improbable  that  it  will  supersede  before  long  its  competitor  in  many 
of  its  applications.  For  lighthouses,  for  military  purposes,  and 
for  the  illumination  of  large  works  and  public  buildings  the  elec- 
tric light  has  already  made  steady  progress,  while  for  domestic 
applications  the  electric  candle  proposed  by  Jabloschkoff,  or 
modifications  of  the  same,  are  likely  to  solve  the  difficulty  of 
moderating  and  distributing  the  intense  light  produced  by  the 
ordinary  electric  lamp.  The  complete  realization  of  all  the  advan- 
tages of  the  electric  light  remains,  however,  a  problem  to  be 
solved,  and  it  would  be  extravagant  to  expect  from  applications  on 
a  small  scale  such  as  have  hitherto  been  made  anything  like  the 
amount  of  relative  advantage  indicated  by  theory. 

The  dynamo-electric  machine  has  also  been  applied  with  con- 
siderable success  to  metallurgical  processes,  such  as  the  precipita- 
tion of  copper  in  what  is  termed  the  wet  process  of  smelting.  The 
effect  of  one  horse-power  expended  in  driving  a  dynamo-electric 
machine  of  suitable  construction  is  to  precipitate  1120  pounds 
of  copper  per  24  hours,  equivalent  to  an  expenditure  of  72  pounds 
of  coal,  taking  a  consumption  of  3  lbs.  of  coal  per  horse-power 
per  hour. 

Electrolytic  action  for  the  separation  of  metals  need  not  be 
confined  however  to  aqueous  solutions,  but  will  take  perhaps  an 
equally  important  development  for  the  separation  while  in  a  state 
of  fusion  of  the  Ughter  metals,  such  as  aluminium,  calcium,  and 
of  some  of  the  rarer  metals,  such  as  potassium,  sodium,  &c.,  from 
their  compounds.  Enough  has  been  shown  by  Professor  Himly, 
of  Kiel,  and  others,  to  prove  what  can  be  done  in  this  direction, 
although  there  remain  practical  difficulties  (chiefly  the  rapid 
destruction  of  the  vessels  containing  the  fused  masses),  the  removal 
of  which  will  require  patient  perseverance,  but  is  not  likely  to 
prove  of  an  insuperable  character. 

In  an  inaugural  address  which  I  had  occasion  to  deliver  to  the 
Iron  and  Steel  Institute  a  twelvemonth  ago  I  called  attention  to 
another  application  of  the  dynamo-electric  current,  that  of  convey- 
ing mechanical  power,  especially  the  power  of  such  natural  sources 
as  waterfalls,  to  distant  places,  where  such  power  may  find  useful 
application. 

N  2 
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Experiments  have  since  been  made  with  a  view  to  attcertain  the 
percentage  of  power  that  may  thus  be  utilized  at  a  distance,  and 
the  results  of  these  experiments  are  decidedly  favourable  for  such 
an  application  of  the  electrical  conductor.  A  small  machine, 
weighing  3  cwt.  and  entirely  self-contained,  was  found  to  exert 
2*3  horse-power  as  measured  by  a  Prony's  brake,  with  an  expendi- 
ture of  five  horse-power  at  the  other  end  of  the  electric  conductor, 
thus  proving  that  above  40  per  cent,  of  the  power  expended  at  the 
distant  place  may  be  recovered ;  the  60  per  cent,  lost  in  trans- 
mission includes  the  friction  of  both  the  dynamo-electric  and 
electro-motive  engines,  the  resistance  of  the  conductor,  and  the 
loss  of  power  sustained  in  effecting  the  double  conversion.  This 
amount  of  loss  seems  considerable,  and  would  be  still  greater  if 
the  conductor  through  which  the  power  were  transmitted  were  of 
great  length  and  relatively  greater  resistance ;  but  on  the  other 
hand  it  must  be  remembered  that  the  power  of  a  natural  motor 
is  obtained  without  expenditure  of  coal,  and  that  a  small  caloric 
motor  which  the  electric  motor  is  intended  to  supplant  is  in- 
convenient and  very  extravagant  in  fuel.  The  electric  motor 
presents  moreover  this  great  advantage,  that  it  requires  hardly 
any  installation,  and  would  be  available  at  any  time  by  merely 
closing  the  electric  circuit  without  incurring  the  risk  and  in- 
convenience inseparable  from  steam  and  gas  engines. 

Without  considering  at  present  the  utilization  of  natural  forces, 
let  us  take  the  case  of  simply  distributing  the  power  of  a  steam- 
engine  of  say  100  horse-power  to  twenty  stations,  within  a  circle 
of  a  mile  diameter,  for  the  production  of  both  light  and  power. 
The  power  of  100  horses  can  be  produced  with  an  expenditure 
of  250  pounds  of  coal  per  hour,  if  the  engine  is  constructed  upon 

250 
economical  principles,  or  of  -gg-  =  12*5  lbs.  per  station.    In  the 

case  of  the  current  being  utilized  for  the  production  of  light  2*3 
X  1200  =  2760,  or  say  2,000  candle-power,  are  producible  at  the 
station,  whereas  if  power  is  desired  2*3  horse-power  may  be 
obtained,  in  both  cases  with  the  expenditure  of  12*5  pounds  of 
coal,  representing  a  penny  an  hour  for  cost  of  fuel,  taken  at 
fifteen  shillings  a  ton.  The  size  of  the  conductor  necessary  to 
convey  the  effect  produced  at  each  station  need  not  exceed  half  an 
inch  in  external  diameter,  and  its  cost  of  establishment  and  main- 
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teDance  would  be  small  as  compared  with  that  of  gas  or  water 
pipes  for  the  conveyance  of  the  same  amount  of  power. 

Electricity,  which  in  the  days  of  Franklin,  Galvani,  Volta,  and 
Le  Sage,  was  regarded  as  an  ingenious  plaything  for  speculative 
minds,  and  did  not  advance  materially  from  that  position  in  the 
time  of  Oersted  and  Ampdre,  of  Oauss  and  Weber,  and  not  indeed 
until  the  noon-day  of  our  immortal  Faraday,  has,  in  our  own 
times,  grown  to  be  the  swift  messenger  by  which  our  thoughts  can 
be  flashed  either  overland  or  through  the  depths  of  the  sea  to 
distances,  circumscribed  only  by  terrestrial  limits.  It  is  known  to 
be  capable  of  transmitting,  not  only  language  expressed  in  con- 
ventional cypher,  but  &C8imile  copies  of  our  drawings  and  hand- 
writing, and  at  the  present  day  even  the  sounds  of  our  voices,  and 
of  resuscitating  the  same  from  mechanical  records  long  after  the 
speaker  has  passed  away.  In  the  arts  it  plays  already  an  important 
part  through  the  creation  by  Jacobi  of  the  galvano-plastic  process, 
and  in  furUier  extension  of  the  same  principle  it  is  rapidly  becom- 
ing an  important  agent  in  the  carrying  out  of  metallurgical 
processes  upon  a  large  scale.  It  has  now  appeared  as  the  formid- 
able rival  of  gas  and  oil  for  the  production  of  light,  and,  unlike 
those  inferior  agents,  it  asserts  its  higher  nature  in  rivalling  solar 
light  for  the  production  of  photographic  images  ;  and  finally  it 
enters  the  ranks  as  a  rival  of  the  steam-engine  for  the  transmission 
and  utilisation  of  mechanical  power. 

Who  could  doubt  under  these  circumstances  that  there  remains 
an  ample  field  for  the  exercise  of  the  ingenuity  and  enterprise  of 
the  members  of  that  Society  I  have  just  had  the  honour  of 
ihddressing? 
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ON   THE   UTILISATION    OF    HEAT   AND   OTHER 

NATURAL   FORCES. 

A  Lecture  delivered  in  the  City  Hall,  Glasgow^  an  Thursday, 

14:th  March,  1878,  under  the  auspices  of  the 

Olasgow  Science  Lectures  Association^ 

By  C.  William  Siemens,  D.C.L.,  F.R.S.,  C.E .♦ 

The  supremacy  which  man  enjoys  over  the  animate  and 
inanimate  creation,  and  for  which  Divine  Authority  may  be 
quoted,  cannot  be  said  to  be  the  result  of  his  superior  muscular 
development,  for  amongst  the  members  of  the  animal  kingdom 
there  are  many  which  are  his  superiors  in  strength,  agility,  swift- 
ness, and  in  natural  aptitude  to  provide  themselves  against  the 
vicissitudes  of  cold  and  hunger.  Who  has  not  looked  with  a 
feeling  akin  to  envy  upon  the  deer  in  watching  its  swift  progress 
to  the  mountain  top,  or  on  the  eagle  soaring  majestically  aloft, 
while  feeling  his  own  insuflSciency  of  power  to  play  lightly  with 
the  force  of  gravity. 

The  compensating  advantage  in  our  &vour  is  the  intelligence 
with  which  we  are  enabled  to  call  forces  of  nature  not  our  own 
into  requisition  to  do  our  behests.  Man  in  his  most  primitive 
condition  already  commences  to  exercise  his  mastery  over  nature, 
by  having  recourse  to  the  sling  and  the  arrow  for  reaching  his 
prey,  by  taking  advantage  of  animal  power  to  draw  the  plough, 
and  when  in  exchanging  his  commodities  for  those  of  neighbour- 
ing people,  both  his  merchandise  and  himself  are  carried  by  beasta 
of  burthen,  who  tamely  submit  their  superior  muscular  energy  to 
his  will. 

At  another  stage  we  find  man  utilising  the  inanimate  forces  of 
nature  by  causing  the  falling  stream  to  give  motion  to  the  mill- 
stone, or  by  calling  into  requisition  the  force  of  the  wind  for 
propelling  him  along  the  surface  of  the  waters  ;  and  following  his 
progress  step  by  step,  we  finally  arrive  at  our  own  condition  of 
social  existence,  in  which  we  are  dependent  upon  the  power  of 

*  Reprinted  by  pennisdoD  of  Messis.  William  Collins,  Sons,  and  Company. 
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Bteam  for  propelling  us  both  by  land  and  sea  at  a  speed  rivalling 
that  of  our  friends  the  deer  and  the  eagle,  and  for  accomplishing 
for  us  the  innumerable  purposes  of  grinding,  spinning,  pumping, 
and  lifting,  upon  which  our  material  well-being  now  depends. 
It  would  not  be  too  much  to  say  that  the  power  of  man  consists 
really  in  his  ability  to  direct  the  forces  of  nature,  and  that  the 
degree  of  civilisation  to  which  he  has  attained  is  conmiensurate 
with  his  command  of  those  forces.  It  is  therefore  no  idle  ques- 
tion on  which  I  intend  to  address  you  this  evening,  and  I  feel 
much  oppressed  with  the  weight  of  matter  which  I  have  to  bring 
before  you,  although  I  shall  not  attempt  to  deal  with  more  than  a 
few  points,  to  which  I  hope  to  be  able  to  attract  your  interest. 

In  order  to  understand  the  forces  of  nature,  and  to  direct  their 
application,  it  is  necessary  that  we  should  at  least  have  a  general 
conception  of  their  origin.  The  time  was  not  long  ago  when  the 
forces  in  nature  appeared  to  us  as  spasmodic  and  unconnected, 
when  the  energy  of  the  wind  and  of  the  falling  stream,  the  energy 
displayed  in  vegetation  and  in  muscular  action,  the  force  of  heat 
and  the  almost  unknown  force  of  electricity  appeared  to  have  no 
connection  with  one  another,  and  seemed  to  be  beyond  the  reach 
of  human  calculation. 

The  probability  of  connecting-links  between  the  different  forces 
of  nature  has,  however,  presented  itself  to  some  of  the  greatest 
minds  of  different  ages;  thus,  Aristotle,  '' considered  the  first 
principle  in  nature  to  be  a  unity  of  all  its  manifestations,  and  the 
manifestations  themselves  he  reduced  always  to  motion  as  their 
foundation."  Again,  in  Lord  Bacon's  "  Aphorisms,"  the  chapter  on 
"  The  First  Vintages  of  the  Force  of  Heat "  contains  the  follow- 
ing remarkable  passage  : — '^  From  the  instances  taken  collectively, 
as  well  as  singly,  the  nature  whose  limit  is  heat  appears  to  be 
motion."  And  further  on,  "  But  that  the  very  essence  of  heat,  or 
the  substantial  self  of  heat,  is  motion,  and  nothing  else  limited," 
<&c.  Bacon  fails,  however,  in  his  attempts  to  prove  his  philo- 
sophy, by  confounding  the  visible  motion  of  heating  water,  or  of 
fire,  with  the  intrinsic  motion  of  the  particles  that  manifests 
itself  as  heat. 

Count  Bumford,  in  1798,  made  the  first  important  advance  to 
connect  heat  with  mechanical  force,  supporting  his  theory  by 
means  of  experiments  which  were  intended  to  determine  the  actual 
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nnmerical  relation  between  them,  and  we  observe  with  sarprise 
how  near  his  experimental  results  approached  to  the  now-aooepted 
determination  of  the  mechanical  eqaivalent  of  heat. 

Sir  Humphrey  Davy  caused  the  fusion  of  two  pieces  of  ioe  by 
friction,  and  thus  virtually  proved  the  identity  of  heat  and  motion, 
though  he  failed  to  give  expression  to  that  view. 

Oamot,  in  1824,  sought  to  determine  how  heat  produced 
mechanical  work ;  and  although,  in  one  respect,  he  appears  to 
have  receded  from  the  views  already  advanced  by  others  before 
him,  in  speaking  of  heat  as  a  subtle  fluid,  he  makes  the  remarkable 
statement  that  the  greatest  possible  work  an  engine  can  perform 
is  a  function  of  the  temperatures  between  which  it  works,  and  not 
of  the  nature  of  the  substance  employed.  He  also  was  the  first  to 
draw  attention  to  the  important  &ct  that  in  working  a  caloric 
engine  some  heat  must  necessarily  descend  fh)m  a  higher  to  a 
lower  point  of  temperature,  whereas  another  portion  disappears  in 
the  operation. 

The  next  and  most  important  step  in  the  advancement  of  this 
branch  of  science  we  owe  to  the  independent  investigation  of 
three  discoverers — viz.,  Grove  of  London,  Mayer  of  Heilbronn,  and 
Joule  of  Manchester — three  men  whose  modes  of  thought  differed 
very  widely  from  each  other,  but  who  each  of  them  pronounced 
distinctly  the  complete  identity  of  all  physical  forces,  proving 
their  mutual  convertibility  coupled  with  complete  indestructi- 
bility. To  Dr.  Joule  we  owe,  moreover,  the  determination  of  the 
numerical  equivalent  in  units  of  heat  by  which  mechanical  effect 
is  measured. 

But  although  the  mechanical  equivalents  of  heat,  as  well  as 
those  of  electricity  and  chemical  afiinity,  were  thus  absolutely 
established,  much  remained  to  be  accomplished  to  assign  to  the 
new  theory  its  actual  signification.  This  was  done  independently 
and  by  different  methods  by  Professor  Olausius  in  Germany,  and 
by  your  own  illustrious  townsmen,  Bankine  and  Sir  William 
Thomson,  in  this  country.  The  two  former,  starting  from  different 
hypotheses,  determined  the  general  equation  of  thermodynamics 
which  expresses  the  relation  between  heat  and  mechanical  energy 
under  all  circumstances ;  while  the  latter,  in  building  upon  the 
basis  of  Carnot  and  Joule,  solved  some  important  new  problems 
in  thermodynamics,  and  extended  analogous  principles  to  electricity 
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and  magnetism,  thereby  creating  what  may  justly  be  termed  a  new 
science.  Other  names,  including  those  of  Seguin,  Helmholtz,  and 
Tait,  should  not  be  passed  over  without  mention. 

The  popular  volume  entitled  "  Heat  a  Mode  of  Motion,"  which  was 
produced  in  1863  by  Professor  Tyndall,  also  did  valuable  service 
by  introducing  to  the  larger  scientific  public  a  knowledge  of  this 
most  important  new  branch  of  science,  and  by  terminating  for 
ever  the  view  which  had  generally  prevailed  up  to  that  time, 
according  to  which  heat  and  electricity  were  regarded  as  subtle 
fluids  or  imponderable  substances.  According  to  present  views, 
all  the  agencies  in  nature  may  be  defined  as  energy,  varying  only 
in  their  outward  manifestations,  as  heat  or  as  electricity,  as 
chemical  aflSnity  or  as  mechanical  efiect,  and  presenting  them- 
selves as  sensible  or  kinetic  energy,  or  as  dormant  or  potential 
energy. 

Thus,  when  I  lift  a  pound  weight  one  foot  high,  muscular 
kinetic  energy  is  exercised,  causing  a  certain  consumption  of  the 
potential  energy  resident  in  the  muscle  of  the  arm ;  in  suspend- 
ing it,  the  force  thus  exerted  becomes  so  much  stored  up,  or 
potential  energy,  which  may  at  any  time  be  called  into  requisition 
for  the  accomplishment  of  various  purposes.  Thus,  if  attached 
to  a  string  passing  over  a  pulley,  it  maybe  made  to  impart  motion 
to  a  train  of  wheels  for  driving  a  clock,  or  to  accomplish  any  other 
kind  of  mechanical  work.  Again,  if  allowed  to  drop  from  its 
elevated  position  upon  a  plate  of  glass,  it  may  produce  the 
mechanical  effect  of  breaking  the  sheet  of  glass  into  fragments, 
causing  at  the  same  time  considerable  sound,  whilst,  if  allowed  to 
fall  upon  a  sheet  of  lead,  it  will  cause  an  indentation  without 
producing  appreciable  sound ;  but  if  in  this  instance  we  could 
have  measured  the  temperature  of  the  lead  before  it  was  struck, 
and  again  immediately  after,  we  should  be  able  to  detect  a  certain 
increase  of  heat,  the  amount  of  which  is  absolutely  determined  by 
Joule's  equivalent ;  thus,  if  the  piece  of  lead  were  one  pound  in 
weight  and  were  equally  heated  throughout,  by  the  shock  of  the 
falling  weight  of  1  lb.  through  1  foot,  772  repetitions  of  the  same 
would  produce  heat  sufficient  to  raise  its  temperature  34**'18  Fahr., 
which  would  again  be  equivalent  to  the  heating  of  one  pound  of 
water  1*  Fahr.,  or  to  the  unit  of  heat  Or  our  potential  force  of 
cue  foot-pound  could  be  utilised  to  produce  magnetism  and  an 
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electric  current  by  means  of  a  machine  (the  dynamo-electric 
machine)  which  I  shall  have  occasion  to  describe  to  you  presently, 
which  electric  current  may  in  its  turn  be  utilised  to  produce  light 
such  as  at  present  illuminates  this  hall.  By  means  of  the  same 
dynamo-electric  apparatus  our  unit  of  force  could  be  utilised  to 
cause  the  separation  of  chemical  compounds,  accomplishing,  for 
instance,  the  deposit  of  copper  of  definite  amount  from  its 
solation. 

It  may  be  said  generally  that  without  energy  both  in  its  kinetic 
and  potential  forms  it  would  be  impossible  to  imagine  the  very 
existence  of  life,  of  vegetation,  and  indeed  of  material  creation. 
It  is  by  molecular  or  potential  energy  that  the  particles  of  all 
matter,  whether  solid,  liquid,  or  gaseous,  are  maintained  in  their 
relative  position  ;  it  is  by  an  augmentation  of  this  form  of  energy 
that  ice  is  changed  into  water,  and  by  a  further  augmentation 
that  water  is  changed  into  steam  or  vapour,  giving  rise  through 
its  withdrawal  to  rainfall,  with  all  its  attendant  benefits,  to 
vegetation  ;  whilst  it  is  by  the  potential  energy  residing  in  coal 
that  we  derive  warmth,  cook  our  food,  and  work  our  factories. 

Whence,  it  may  be  asked,  is  all  this  energy  derived  ?  Is  it  that 
our  earth  constitutes  herself  a  mine  of  potential  energy,  which  we 
have  only  to  tap  and  utilise  for  our  purposes  ?  A  little  examina- 
tion into  this  question  will  convince  us  that  we  have  no  such 
store  to  fia.ll  back  upon,  and  that,  excepting  the  coal,  there  is 
nothing  within  our  earth  to  yield  us  a  supply  of  energy.  The 
water  of  the  ocean  is  the  result  of  the  combustion  of  hydrogen 
which  may  have  taken  place  at  some  early  period  of  the  earth^s 
history,  when  it  must  have  given  rise  to  an  enormous  generation 
of  heat ;  enough,  perhaps,  to  constitute  our  planet  a  luminary 
body  ;  but  this  combustion  having  been  once  accomplished,  this 
energy  is  irrecoverably  lost  to  us,  excepting  the  small  remnant  which 
prevents  the  water  from  assuming  the  solid  form,  and  which  is 
unavailable  for  our  purposes. 

If  we  examine  the  solid  constituents  of  the  earth,  such  as  the 
siliceous  or  calcareous  rocks,  we  shall  find  that  they  also  are  the 
result  of  former  combustion  ;  in  the  case  of  the  mountain  lime- 
stone we  find  that,  on  heating  it,  it  separates  into  two  substances, 
— calcic  oxide,  a  solid,  and  carbonic  acid,  a  gaseous  body.  In 
examining  each  of  these  constituents  we  find  that  they  also  are 
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the  resnlts  of  combastion,  the  one  of  the  metal  calciuin,  and  the 
other  of  the  metalloid  carbon ;  a  combustion  which  must  also 
have  been  accomplished  at  an  early  period  of  the  earth's  history. 
Other  rocks  we  find  to  be  the  product  of  combustion  of  aluminium, 
magnesium,  silicon,  and  other  chemical  elements  ;  and  only  com- 
paratively rare  substances,  such  as  gold,  platinum,  and  copper, 
besides  native  sulphur  and  pyrites,  may  still  be  looked  upon  as 
stores  of  potential  energy.  Excepting  these,  and  the  important 
deposits  of  coal,  the  earth  may  indeed  'be  likened  to  a  ball  of 
cinder,  whose  energy  has  long  been  spent  and  dissipated  into 
space,  and  which  is  dependent  for  its  supply  of  energy  upon 
external  sources.  Without  such  external  supply,  the  water  upon 
its  surface  would  be  turned  into  solid  ice,  its  animal  and  vegetable 
kingdom  must  soon  come  to  an  end,  rain  must  cease  to  fall,  and 
the  very  winds  must  cease  to  blow.  It  is  not  now  difficult  to 
conceive  whence  the  all-vivifying  energy  to  which  we  owe  our 
existence  is  derived ;  it  is  from  our  great  luminary — the  Sun. 

It  has  been  justly  remarked  that  poetic  vision  sometimes  goes 
beyond  the  conception  of  the  sober  mind,  and  there  never,  per- 
haps, lived  a  poet  who  was  more  remarkable  for  such  distant  vision 
than  Qoethe,  who,  in  his  famous  tragedy  of  "  Faust,"  has  accumu- 
lated an  almost  inexhaustible  store  for  thoughtful  meditation. 
Faust,  in  his  eagerness  for  knowledge,  conjures  up  into  his  presence 
bi  spirit,  which  reveals  itself  to  him  as  the  Spirit  of  the  Earth  in 
the  following  remarkable  words,  according  to  the  translation  of 
Mr.  Theodore  Martin  : — 

''  In  the  cnrrents  of  life,  in  action's  storm, 
I  wander  and  I  wave ; 
Everywhere  I  be  I 
Birth  and  the  grave, 
An  infinite  sea ; 
A  web  ever  growing, 
A  life  ever  glowing. 
Thus  at  Time's  whizzing  loom  I  spin, 
And  weave  the  living  vesture  that  God  is  mantled  in." 

Surely  Goethe  was  free  from  vulgar  superstition,  and  must  have 
conceived  that  his  Spirit  of  the  Earth  represented  an  entity 
capable  of  precise  definition,  whenever  science  had  sufficiently 
advanced  to  render  such  a  definition  possible.  Such  an  advance 
has  since  been  made,  and  Goethe's  Spirit  of  the  Earth  presents 
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itself  to  UB  as  the  all-animating,  all-yiyif  jing  solar  ray,  by  which 
our  earth  is  clad,  and  to  which  we  owe  onr  material  existence. 

The  coal  itself,  which  yields  us  so  important  a  supply  of  energy, 
is  no  exception  to  this  rule,  being  only  the  result  of  vegetation  in 
former  ages,  when  the  ray  of  the  sun  separated  carbon  from 
carbonic  acid  of  the  atmosphere  in  the  leaves  of  plants  in  the  same 
manner  in  which  it  does  to-day,  and  thus  made  for  us  a  store  of 
accumulated  carbon,  or,  metaphorically  speaking,  of  accumulated 
sunbeams  which  may  be  called  large,  but  which,  in  view  of  our 
ever-increasing  requirements,  must  become  exhausted,  not  indeed 
in  our  lifetime,  but  in  the  lifetime  of  those  who  follow  us  in  com- 
paratively few  generations  to  come. 

According  to  the  Report  of  the  Coal  Commissioners,  published 
in  1871,  there  were  then  nearly  150,000,000,000  of  tons  of  coal 
available  in  Great  Britain.  The  present  rate  of  consumption  is 
about  132,000,000  of  tons  annually,  and  statistics  show  that  there 
is  a  mean  annual  increase  in  the  output  of  8^  millions  of  tons, 
and  a  calculation  at  this  rate  of  increase  would  give  250  years  as 
the  life  of  our  coal-fields.  It  must  be  borne  in  mind,  however, 
that  long  before  the  last  ton  of  coal  is  brought  to  the  surface,  the 
efiPect  of  its  gradual  failure  will  have  made  itself  painfully  manifest. 
Districts  whose  industry  is  most  active  and  populations  largest, 
will  first  experience  the  change,  and  it  behoves  us  to  consider  in 
good  time  what  resources,  if  any,  we  shall  have  to  fall  back  upon. 

I  have  shown  that  the  universal  source  of  energy  is  the  sun,  but 
there  is  one  important  exception,  namely,  the  force  of  the  tidal 
wave.  This  is  of  cosmical  origin,  depending  upon  the  acquired 
rotation  of  the  earth,  as  influenced  by  the  local  attraction  exer- 
cised upon  it  by  the  moon  and  the  sun,  and,  if  utilised,  would  tend 
to  a  gradual  reduction  in  the  course  of  ages  of  the  earth^s  rotative 
velocity.  The  amount  of  available  energy  represented  by  this 
source  is  vast  indeed,  but  cannot  be  utilised  to  a  large  extent, 
except  in  comparatively  few  localities  and  at  great  inconvenience 
and  expense. 

For  all  practical  purposes  we  depend  upon  the  solar  ray  past  and 
present  for  our  supply  of  useful  energy,  and  when  we  shall  have 
consumed  the  stores  produced  in  former  ages,  we  must  be  content 
to  live  with  it  from  hand  to  mouth.  This  condition  of  things  may 
satisfy  the  negro  in  Central  Africa  or  the  agriculturist  of  Southern 
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Europe,  who  lives  on  the  fruit  of  the  land,  but  cannot  but  appear 
highly  unsatisfactory  to  an  audience  such  as  I  have  the  honour  of 
addressing. 

The  sun  makes  his  appearance  to  the  inhabitants  of  Glasgow  at 
somewhat  rare  intervals,  I  am  told,  and  it  might  be  supposed  from 
this  fact  that  his  action  is  correspondingly  unimportant  to  their 
well-being.  Such  is  not,  however,  the  case,  as  it  can  easily  be 
proved  that  the  action  of  the  solar  ray  is  as  potential  in  its  results 
at  Glasgow  as  in  Central  Africa.  The  very  clouds  that  so  fre- 
quently obstruct  the  dii*ect  rays  of  the  sun  are  the  result  of  his 
evaporative  effect  exercised  upon  the  Atlantic  Ocean.  The  steam 
raised  there  by  the  sun's  heat  condenses  when  driven  by  the  prevailing 
south-west  wind  against  your  elevated  shores,  and,  in  condensing, 
produces  a  temperature  which  makes  your  northern  climate  as  tem- 
perate almost  as  that  of  Southern  Europe.  You  are  furnished  at  the 
same  time  with  an  abundance  of  rain  water,  which,  as  I  shall  pre- 
sently show,  could  be  made  serviceable  for  a  supply  of  mechanical 
power,  and  even  of  heat  and  light,  to  an  amount  vastly  superior 
to  the  total  energy  you  now  derive  from  coal. 

These  observations  may  suffice  to  define  generally  our  present 
standpoint  of  scientific  knowledge  regarding  energy  in  its  different 
forms.  It  is  not  my  purpose  to  penetrate  deeper  into  this  new  branch 
of  science,  which  we  owe  to  the  illustrious  persons  whose  names  I 
have  mentioned,  but  my  task  is  the  more  humble,  though,  perhaps, 
not  less  useful  one  of  considering  some  of  the  applications  of  this 
science  for  our  material  wants.  It  is  in  this  direction  that  my 
individual  efforts  have  been  exerted  ever  since  the  year  1846, 
when,  fired  up  by  the  first  announcement  of  the  labours  of  Camot, 
Grove,  Joule,  and  Mayer,  I  conceived  the  possibility  of  realising 
at  least  a  portion  of  the  economical  results  revealed  to  us  by 
scientific  research. 

An  inquiry  into  the  economical  results  of  the  caloric  motors  of 
the  day,  by  the  light  of  the  Dynamical  Theory  of  Heat,  revealed 
to  me  the  &ct  that  the  best  steam  engine  of  that  day  yielded  only 
about  -^  part  of  the  mechanical  effect  of  the  heat  consumed,  the 
remaining  ^  being  lost  in  the  form  of  heated  products  of  com- 
bustion passing  away  up  the  chimney,  and  in  heating  the  water 
inside  the  condenser.  It  appeared  as  though  the  great  inheritance 
bequeathed  to  us  by  Watt,  had  nearly  accomplished  its  mission,. 
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and  that  we  had  reached  another  starting-point  in  applied 
science  commensurate  to  the  one  then  just  accomplished  in  pure 
science. 

It  was  evident,  that  in  order  to  produce  greater  results,  higher 
temperatures  had  to  be  resorted  to,  and  it  was  equally  evident,  that 
inasmuch  as  the  range  of  the  elastic  fluid  giving  motion  to  a 
working  piston  was  necessarily  Umited,  it  would  not  be 
possible  to  convert  the  whole  of  the  heat  that  had  been  employed 
in  producing  the  highly  heated  elastic  medium  into  onward 
motion  of  the  piston,  and  that,  therefore,  a  method  had  to  be  devised 
for  storing  the  residue  of  the  heat  contained  in  the  elastic  medium 
after  the  accomplishment  of  each  stroke  of  the  engine.  Such  an 
appliance  presented  itself  ready-made  in  the  regenerator,  or  heat 
recuperator,  as  it  might  be  more  appropriately  called,  a  contrivance 
which  had  been  suggested  as  far  back  as  1817  by  the  Rev.  Robert 
Stirling,  of  Dundee,  and  which  was  afterwards  applied  to  a  heated 
air  engine  by  his  brother,  Mr.  James  Stirling. 

I  will  not  inflict  on  you  a  detailed  description  of  the  engine 
resulting  from  these  reflections,  nor  an  account  of  the  innumerable 
difficulties  and  disappointments  to  which  they  led.  Suffice  it  to  say 
that  I  obtained  economical  results  sufficient  to  prove  the  correctness 
of  the  principles  upon  which  I  had  gone  to  work,  but  the  complete 
practical  realisation  of  those  principles  (involving,  as  it  does,  the 
use  of  steam  or  air  very  highly  heated  under  pressure)  is  a  matter 
which  has  yet  to  be  achieved,  as  the  endeavours  of  James  Stirling, 
Ericsson,  and  other  pioneers  in  the  same  field,  have  not  led  to  any 
more  satisfactory  results  than  my  own. 

On  the  other  hand,  the  steam-engine  constructed  upon  the 
general  principles  laid  down  by  James  Watt  has  undergone  some 
important  changes ;  these  consist  of  improved  modes  of  firing, 
improved  construction  of  boilers,  the  introduction  of  surface  con- 
densation, and  such  modifications  in  the  construction  of  the  engine 
itself  as  enable  us  to  carry  into  eflect  the  expansive  action  of 
steam  to  a  much  greater  extent  than  formerly.  These  improve- 
ments have  been  introduced  more  particularly  into  the  marine- 
engine,  a  class  of  engines  which  fifteen  years  ago  compared 
unfavourably  as  regards  economical  results  with  land-engines, 
particularly  with  such  as  were  used  for  pumping  water,  known  as 
the  Cornish  engine,  and  for  giving  motion  to  large  factories,  for 


SIR    WILLIAM   SIEMENS,    RR,S,  191 

which  the  double  cylinder,  or  WoolflT  engine,  had  come  largely  into 
use.  It  \&  due  in  great  measure  to  the  energies  of  one  of  your 
naval  constructors,  the  late  Mr.  John  Elder,  that  a  more 
economical  marine  engine  has  been  brought  into  use  in  the  shape 
of  a  modification  of  WoolfF's  engine,  in  which  the  crank  of  a  high- 
pressure  cylinder  is  placed  at  right  angles  to  that  of  the  low- 
pressure  or  expansive  cylinder,  whereby  the  important  advantage 
is  realised  that  a  single  pair  of  cylinders  produces  a  continuity  of 
driving  power  throughout  the  revolution  of  the  engine-shaft. 

The  economical  results  obtained  through  the  introduction  of 
these  improvements  are  strikingly  illustrated  by  the  fact  that  one- 
horse-power  is  now  produced  with  an  expenditure  of  2  lbs.  of  coal 
per  hour,  whereas  in  the  most  economical  marine-engines  fifteen 
years  ago  double  the  amount  was  employed. 

The  calorific  effect  residing  in  one  pound  of  pure  carbon,  if 
burnt  under  the  most  favourable  circumstances  (producing  carbonic 
acid  as  the  result  of  combustion),  is  14,000  heat  units  ;  but 
common  coal,  containing  an  average  amount  of  ash,  moisture,  and 
absorbed  carbonic  acid,  may  be  taken  at  12,000  units  with  perfect 
combustion.  These  represent  12,000  x  772  =  9,264,000  ft.  lbs.  of 
force ;  and  the  two  pounds  of  coal  consumed  per  horse-power 
represent  twice  that  amount,  or  18,528,000  fb.  lbs.,  whereas  one 
horse-power  is  represented  by  83,000  x  60  =  1,980,000  ft.  lbs. 
per  hour.  This  comparison  brings  us  to  the  conclusion  that  the 
best  steam-engine  of  the  day  utilises  only  about  one-nmth  part  of 
the  heat  producible  by  the  combustion  of  the  fuel  employed. 

But  it  must  be  remembered  that  although  force  may  be  converted 
entirely  into  its  equivalent  of  heat,  heat  cannot  be  converted  into 
force  without  loss,  through  heat  descending  from  a  point  of  higher 
energy  or  temperature  to  a  lower  point,  the  amount  of  force 
realisable  being  dependent  upon  the  range  between  the  maximum 
and  minimum  temperatures,  or  in  the  case  of  an  elastic  fluid  engine, 
the  temperature  before  and  after  expansion. 

An  engine  capable  of  developing  one  horse-power  with  two 
pounds  of  coal  per  hour,  is  worked  with  a  pressure  of  60  pounds 
above  the  atmosphere,  or  74*7  pounds  on  the  square  inch,  with  a 
corresponding  initial  temperature  of  307*  Fahr.,  and  a  pressure  in 
the  condenser  of  1  pound  on  the  square  inch,  corresponding  to 
105'  Fahr. ;  we  find,  by  taking  the  ratio  of  the  difference  of  these 
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numbers  to  that  of  the  greater  given  in  absolute  degrees  of  tem- 
perature, that  the  efficiency  of  the  steam  is  ^^7-105    202 
^  ^  807  +  461     768 

But  we  must  also  consider  the  loss  of  effect  carried  away  by  the 
heated  products  of  combustion.  The  temperature  of  the  fire  may 
be  taken  at  2500*,  and  that  of  the  chimney  at  500*  Fahr.,  above 
the  atmospheric  temperature,  and  the  ratio  of  the  difference  of 

these  numbers  to  the  greater  gives  — --— -  —  =  -  as  the  efficiency 

2500  5 

of  the  furnace,  which  agrees  with  that  of  the  best  regulated  furnaces 
worked  with  chimney  draught. 

By  the  multiplication  together  of  these  ratios  we  obtain  the  com- 
bined theoretical  efficiency  of  -—  x  .  =  — —  =  -  (approximately) 

of  the  steam  and  furnace  worked  upon  the  best  known  and  approved 
principles. 

Thus  it  is  shown  that  the  best  steam-engines  now  constructed 
are  capable  of  realising  f  of  the  heat  generated  in  the  combustion 
of  the  fuel  under  the  boiler,  whilst  the  remaining  |  form  the  margin 
for  future  improvement, — a  large  margin,  it  must  be  owned,  and 
one  that  can  be  dealt  with  only  by  increasing  the  range  of  tem- 
peratures, the  most  perfect  engine  being  one  in  which  the 
temperature  ranges  from  that  produced  in  combustion,  say, 
8000*  Fahr.,  to  the  minimum  temperature  producible  in  a 
condenser. 

The  production  of  mechanical  work  is,  however,  not  the  only, 
nor  indeed,  the  most  important  employment  of  fuel ;  its  largest 
consumption  takes  place  in  the  smelting  and  re-heating  of  metals 
and  other  substances.  Here,  again,  the  actual  results  obtained  are 
very  much  below  those  indicated  by  scientific  inquiry. 

Great  improvements  have,  indeed,  been  effected  in  blast  furnace 
pconomy  by  the  introduction  of  the  hot  blast  by  Nielson.  Yet,  if 
we  consider  the  conversion  of  iron  ore  into  finished  products,  such 
as  wrought  iron  or  steel,  as  a  connected  process,  we  find  that  there 
remains  a  very  large  margin  for  improvement ;  and  ultimate 
economical  results  can  only  be  looked  for,  I  venture  to  think,  when 
the  several  operations  now  employed  are  replaced  by  a  direct  or 
single  process  of  conversion. 

In  order  to  heat  a  pound  of  iron  to  the  welding  point  (say. 
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2,700'  Fahr.),  the  nnmber  of  heat  units  absorbed  by  the  iron  does 
not  exceed,  according  to  the  best  authorities,  about  900,  which 

would  be  producible  with  about  ———  =  0*075  lb.  of  coal. 

In  an  ordinary  furnace,  the  coal  burned  to  heat  a  ton  of  iron  to 
the  welding  point  amounts  to  about  12  cwts.,  or  '6  lb.  of  coal  per 
pound  of  iron,  making  the  actual  consumption  eight  times  that 
indicated  by  theory. 

Again,  in  melting  a  ton  of  steel  in  pots  the  number  of  heat 
units  actually  absorbed  by  the  metal  may  be  roughly  estimated  at 
about  1,800  units  per  pound  weight,  whereas  the  fuel  actually 
consumed  to  melt  a  ton  of  mild  steel  in  pots  amounts  to  3  tons  in 
the  dense  form  of  coke,  or  3  x  12,000  =  36,000  units  per  pound  of 
steel  melted. 

Here  we  find  that  the  actual  consumption  exceeds  the  theoretical 
in  the  ratio  of  20  : 1, — without  taking  into  consideration  the  loss 
of  eflPect  which  had  already  taken  place  in  converting  the  coal  into 
coke. 

Here  is  a  field  for  effecting  a  saving  in  fuel  which  has  particu- 
larly occupied  my  attention  for  a  number  of  years,  and,  with  your 
permission,  I  will  give  you  a  description  of  the  means  resorted  to 
by  myself  and  my  brother,  Frederick  Siemens,  who  is  associated 
with  me  in  these  improvements,  to  accomplish  more  economical 
results. 

These  consist  in  the  combination  of  an  apparatus  for  the  entire 
conversion  of  fiiel  into  unrefined  gas,  with  a  furnace  constructed 
upon  the  regenerative  principle,  suitable  for  the  combustion  of 
such  gaseous  fuel. 

The  gas-producer,  Fig.  1,  Plate  8,  is  a  rectangular  fire-brick 
chamber,  one  side,  B,  inclined  at  an  angle  of  from  45°  to  GO"",  and 
provided  with  a  grate,  C,  at  the  foot,  through  which  passes  a  regulated 
quantity  of  air.  Fuel  is  filled  in  through  a  hopper.  A,  at  the  top 
of  the  incline,  and  carbonic  acid  gas  is  the  first  result  of  com- 
bustion taking  place  at  the  foot  of  the  producers.  The  carbonic 
acid  gas  thus  produced,  in  passing  through  the  thick  stratum  of 
incandescent  fuel  above,  is  converted  into  carbonic  oxide,  while 
some  of  the  surplus  heat  distils  the  hydrocarbons  in  the  fuel  on 
the  incline.  Below  the  grate  water  is  supplied  in  limited  quantity, 
E,  which  is  decomposed  into  its  elements  by  heat  which  would 

VOL.   III.  o 
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otherwise  be  lost  by  radiation  into  the  atmosphere,  and  thns 
enriches  the  gas  by  the  addition  of  hydrogen  and  the  formation  of 
carbonic  oxide  free  from  nitrogen.  This  mixture  of  gases  passes 
up  a  brick  stack,  H,  and  is  then  carried  through  a  horizontal 
"elevated  cooling  tube,"  J,  wherein  a  certain  amount  of  the 
energy  of  sensible  heat  is  transformed  into  that  of  pressure,  in 
which  form  it  is  required  for  two  reasons  :  firstly,  that  there  may 
be  no  leakage  of  air  into  the  gas  flue  ;  and,  secondly,  that  the  gas 
may  be  delivered  with  a  slight  outward  pressure  at  the  furnace. 
The  furnace  consists  of  the  regenerators,  valves,  and  heating 
chamber.  The  regenerators  are  four  chambers,  C,  E,  Fig.  2, 
Plate  3,  containing  fire-bricks  so  arranged  as  to  allow  air  or 
gas  to  pass  through  them :  these  fire-bricks  will  be  heated  by 
hot  gas.,  and  will  heat  cool  air  or  gas  passing  through  the 
chambers.  The  regenerators  are  divided  into  pairs  of  two,  which 
are  connected  with  special  reversing  valves,  so  arranged  that  the 
gas-regenerator  of  the  admission  pair  is  connected  with  the  gas- 
producer,  and  the  air-regenerator  with  the  atmosphere,  while  the 
products  of  combustion  pass  through  the  exit  regenerators  to  the 
chimney.  The  reversing  valves  are  arranged  like  four-way  cocks, 
so  that  by  throwing  over  the  flaps  the  admission  regenerators  may 
become  exit  regenerators,  and  vice  versd.  The  heating  chamber, 
D,  is  placed  above  the  regenerators,  and  there  are  two  sets  of 
ports  leading  from  it  to  the  two  pairs  of  regenerators. 

When  the  furnace  is  in  action,  and  at  a  certain  high  tempera- 
ture, air  enters  the  air-regenerator  from  the  atmosphere,  and  gas 
the  gas-regenerator  from  the  producer  ;  these  currents  are  heated 
as  they  traverse  the  brickwork  of  their  respective  regenerators, 
and  finally  combine  in  the  furnace,  adding  the  heat  of  the  brick- 
work through  which  they  have  passed  to  that  of  chemical  com- 
bination or  combustion.  The  flame  produced  having  done  its 
work  in  the  heating  chamber,  the  products  of  combustion  pass 
down  the  exit  regenerators,  which  they  heat  to  a  high  temperature. 

After  a  certain  time,  generally  half  an  hour,  the  direction  of 
the  currents  is  reversed  by  means  of  the  reversing  valves,  the  exit 
regenerators  becoming  those  of  admission  ;  and  thus  each  pair  of 
regenerators  is  alternately  employed  to  heat  the  entering  air  and 
gas,  and  to  cool  the  products  of  combustion,  which  finally  leave 
the  chimney  at  a  comparatively  low  tempeijiture. 
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By  this  arrangement  of  furnace  great  economy  is  attained,  great 
cleanliness  of  working  and  purity  of  flame  ;  but  it  has  been  prin- 
cipally valuable,  as  owing  to  the  great  heat  obtainable,  it  has 
enabled  metallurgical  processes  to  be  effected,  which  cannot  be 
attempted  in  ordinary  furnaces.  The  temperature  is  limited 
theoretically  by  the  point  of  dissociation  (or  the  point  at  which 
the  energy  of  chemical  affinity  is  overcome  by  that  of  sensible 
heat),  and  practically  by  the  resistance  to  fusion  offered  by  the 
refractory  materials  employed  in  the  construction  of  the  furnace. 
The  economy  is  proved  by  the  fact  that  a  ton  of  iron  can  be  heated 
to  the  welding  point  with  7  cwts.  of  coal ;  and  a  ton  of  steel 
melted  with  12  cwts.,  whilst  from  2  to  3  tons  of  coke  were  formerly 
employed  to  produce  the  same  effect. 

Having  thus  dealt  with  the  two  principal  applications  of  coal 
to  useful  purposes,  I  pass  over  its  manifold  other  applications  for 
domestic  and  general  uses,  and  ask  you  to  accompany  me  to  the 
consideration  of  that  other  great  store  of  energy,  the  tidal  wave. 
In  order  to  utilise  this,  large  basins  or  reservoirs  would  have  to  be 
provided  along  the  shore  of  the  tidal  sea  or  estuary,  to  be  filled 
with  tidal  water  during  the  flood,  and  to  be  discharged  during  the 
ebb  of  the  tide.  The  energy  of  the  inflowing  and  outflowing 
stream  of  water  can  best  be  utilised  by  means  of  such  turbine  or 
vortex-wheel  as  we  owe  to  Professor  James  Thomson,  and  is  a 
matter  with  which  I  need  not  detain  you  at  present.  What  I  wish 
to  show  is,  what  is  the  amount  of  power  recoverable  with  a  given 
area  of  tidal  basin,  and  a  given  rise  or  fall  of  tide. 

Suppose  the  actual  rise  of  tide  to  be  12  feet,  8  feet  would  be 
available  during  half  the  time  of  the  rise  or  fall,  which  would 
be  equivalent  to  an  effective  head  of  4  feet  during  the  twenty 
hours,  what  is  the  power  that  can  be  utilised  per  acre  of  suri&ce  ? 
An  acre  of  ground  contains  43,560  square  feet,  and  the  weight  of 
sea  water  is  64  lbs.  per  cubic  foot ;  multiplying  these  numbers 
into  the  height  of  fall,  and  dividing  by  the  equivalent  of  1  horse- 
power, we  obtain  5'6  horse-power  as  the  effective  energy  of  an  acre 
of  impounded  sea  water.  Considering  the  great  cost  of  construct- 
ing sea  walls  to  form  these  tidal  basins,  and  considering  also  the 
value  of  the  foreshores  in  estuaries,  or  protected  portions  of  the 
seashore,  where  alone  such  constructions  would  be  practicable,  it 
will  be  at  once  apparent  that  the  utilisation  of  the  tidal  wave  is 

0  2 


196  THE   ADDRESSES,    LECTURES,    ETC,    OF 

both  costly  and  restricted  in  its  application.  Although  the  force 
is  apparently  obtained  without  expenditure,  the  intermittance  of 
the  supply,  the  interest  upon  the  outlay,  the  cost  of  maintenance, 
and  the  tendency  for  such  basins  to  silt  up  are  drawbacks  of  such 
serious  nature  that  we  may  dismiss  the  question  of  the  utilisation 
of  this  source  of  natural  energy  from  serious  consideration. 

But  what  about  the  utilisation  of  the  sources  of  energy  depend- 
ing upon  the  solar  ray  from  day  to  day.  It  has  been  calculated 
that  the  total  calorific  effect  produced  by  solar  rays  upon  the  sur- 
face of  this  globe  would  be  sufficient  in  amount  to  evaporate 
annually  an  ocean  of  boiling  water  covering  the  whole  surface  to 
the  depth  of  14  feet,  or  to  melt  a  stratum  of  ice  of  upwards  of 
100  feet  in  thickness. 

In  order  to  produce  the  same  calorific  effect  by  means  of  a 
theoretically  perfect  furnace,  we  must  consider  what  quantity  of 
water  is  represented  by  a  depth  of  14  feet  over  the  surface  of  the 
earth.  The  earth's  mean  diameter  is  about  42,000,000  feet  in 
round  numbers,  and  its  mean  circumference  is  132,000,000  feet, 
and  the  multiplication  of  these  numbers  gives  its  surface  as 
6,500,000,000,000,000  of  square  teet.  If  we  multiply  this 
by  the  depth  of  14  feet,  and  by  the  density  of  water,  62-4, 
we  obtain  77,000,000,000,000,000  of  cubic  feet,  equal  to  nearly 
6,000,000,000,000,000,000  of  pounds  of  water. 

The  heat  which  evaporates  a  pound  of  water,  in  a  perfect  boiler, 
is  about  1000  heat  units,  so  that  a  pound  of  coal  will  evaporate 
12  lbs.  of  water,  and  a  ton  of  coal  about  27,000  lbs.  We 
shall  therefore  require,  taking  only  round  numbers,  about 
180,000,000,000,000  of  tons  of  coal  per  annum  to  perform  the 
effect  of  the  sun's  rays  upon  the  earth's  surface.  This  quantity  is 
about  660,000  times  as  great  as  the  total  quantity  of  coal  raised 
annually  throughout  the  world. 

These  figures  prove  that  after  all  we  are  not  so  entirely  depen- 
dent upon  the  solar  energy  of  former  days,  represented  by  coaJ,  as 
we  have  been  apt  to  suppose  ;  but  that,  on  the  contrary,  a  vastly 
superior  supply  of  solar  energy  comes  to  us,  year  by  year,  by  direct 
radiation,  which  at  the  present  time  is  actively  employed  in  pi*o- 
ducing  summer  and  winter,  the  fertilising  rain,  the  gentle  winds, 
the  raging  storm,  and  all  those  other  natural  effects  which  we 
behold,  but  which  we  have  not  yet  had  occasion  to  utilise  for  our 
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specific  purposes,  except  to  a  very  small  extent.  The  application 
of  natural  forces  has,  indeed,  yielded  in  recent  times  to  what  may 
be  called  the  artificial  employment  of  coal ;  the  ancient  water- 
wheel  has  in  many  cases  gone  to  ruin,  windmills  no  longer  crowd 
the  elevated  ground  near  our  towns  and  villages,  and  the  steam 
funnel,  with  its  flag  of  suffocating  smoke,  has  superseded,  to  a 
great  extent,  the  more  graceful  but  less  certain  sail  for  the  pro- 
pulsion of  our  vessels.  This  change  has  been  the  natural  conse- 
quence of  the  abundant  supply  of  coal  which  we  now  enjoy  ;  but 
this  supply,  as  I  have  endeavoured  to  show,  is  not  without  limit, 
and  the  time  will  come  when  man  will  have  to  revert  to  those 
natural  forces  upon  which  he  has  for  the  present  turned  his 
back. 

It  would,  however,  be  wrong  to  suppose  that  a  resumption  of 
the  use  of  natural  forces  would  throw  us  back  to  the  time  of  the 
windmill  and  the  primitive  water-wheel  which  used  to  give  motion 
to  isolated  establishments.  We  shall  have  learned  to  store,  to 
transport,  and  to  utilise  these  forces  in  a  manner  adapted  to  our 
superior  requirements  ;  and  who  knows  whether  the  time  may  not 
come  when  our  descendants  in  the  third  or  fourth  generation  will 
look  back  upon  the  indiscriminate  users  of  coal  with  something 
like  the  same  feeling  that  we  look  upon  the  users  of  flint  and 
bronze  implements.  Indeed,  without  waiting  for  the  extinction 
of  our  coal-fields,  it  appears  to  me  not  improbable  that  natural 
forces  will  be  resorted  to  simply  on  account  of  their  comparative 
cheapness  and  convenience  of  application. 

When  little  more  than  a  twelvemonth  ago  I  visited  the  great 
falls  of  Niagara,  I  was  particularly  struck  with  the  extraordinary 
amount  of  force  which  is  lost,  as  far  as  the  useful  purposes  of  man 
are  concerned.  100,000,000  of  tons  of  water  fall  there  every  hour 
from  a  vertical  height  of  150  feet,  which  represents  an  aggregate 
of  16,800,000  horse-power,  producing  as  their  effect  no  other 
result  than  to  raise  the  temperature  of  the  water  at  the  foot  of 

the  fall — -:  =  ~-Fahr.     In  order  to  reproduce    the   power   of 
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16,800,000  horses,  or,  in  other  words,  to  pump  back  the  water 
from  below  to  above  the  fall,  would  require  an  annual  expenditure 
of  not  less  than  266,000,000  of  tons  of  coal,  calculated  at  an 
average  consumption  of  4  lbs.  of  coal  per  horse-power  per  hour  : 
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which  amount  is  eqaivalent  to  the  total  coal  consumption  of  the 
world. 

In  stating  these  facts  in  my  inangoral  address  on  assuming  the 
presidency  of  the  Iron  and  Steel  Institute,  I  ventured  to  express 
the  opinion  that  in  order  to  utilise  natural  forces  of  this  descrip- 
tion at  distant  towns  and  centres  of  industry  the  electric  con- 
ductor might  be  resorted  to.  This  view  was  at  that  time 
unsupported  by  experimental  data  such  as  I  have  been  able  since 
then  to  collect,  and  before  concluding  this  lecture  I  propose  to 
bring  some  of  the  results  of  these  further  inquiries  before  your 
notice. 

Our  knowledge  of  electric  force  is,  as  you  are  aware,  of  very  recent 
origin.  The  f  rictional  electrical  machine  and  the  galvanic  battery 
have  been  utilised  for  producing  slight  eflFects  at  great  distances, 
thus  giving  rise  to  one  of  the  great  institutions  of  the  present  age, 
the  Electric  Telegraph.  We  have  hitherto  failed,  however,  to 
produce  by  means  of  electricity,  effects  in  any  way  commensurate 
with  those  produced  through  the  combustion  and  distillation  of 
coal,  which  provide  us  with  the  means  of  driving  our  factories 
and  lighting  our  towns  with  gas.  It  can  be  demonstrated,  indeed, 
that  the  galvanic  battery,  which  is  dependent  for  its  development 
of  energy  on  the  combustion  of  zinc,  could  never  rival  the  effects 
due  to  the  combustion  of  coal  economically,  for  the  simple  reason 
that  it  takes  12  pounds  of  coal  to  separate  a  pound  of  zinc  from 
its  ores,  while  the  amount  of  energy  liberated  in  the  combustion  or 
oxidation  of  a  pound  of  zinc  is  represented  by  1400  heat  units, 
whereas  that  by  the  combustion  of  a  pound  of  ordinary  coal  is 
represented  by  12,000  similar  units. 

The  great  discovery  by  Faraday  of  the  induced  current  has 
enabled  us,  however,  to  produce  electricity  by  the  expenditure  of 
force,  and  by  a  particular  arrangement  of  a  rotative  armature  and 
electro-magnets  (which  is  chiefly  due  to  my  brother.  Dr.  Werner 
Siemens),  the  current  so  produced  may  be  accumulated  and 
directed  in  such  a  manner  as  to  produce  continuous  currents,  more 
powerful  in  their  quantitative  effects  than  could  be  accomplished 
by  batteries  or  any  other  means. 

Very  powerful  currents  indeed  are  produced  by  means  of  these 
machines,  Plate  4,  properly  called  Dynamo-Electric,  by  the  expen- 
diture of  mechanical  force  only,  in  imparting  rotative  motion  to  an 
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armature  or  keeper  of  cylindrical  form  surrounded  by  insulated 
wires,  laid  longitudinally  upon  the  cylinder,  and  revolving  with  it 
in  the  magnetic  field  due  to  the  polar  surfaces  of  electro-magnets, 
the  coils  of  which  are  excited  by  the  very  current  set  up  through 
rotation  in  the  wire  upon  the  armature. 

Thus  an  accumulative  principle  of  action  and  reaction  is 
inaugurated  not  altogether  dissimilar  in  principle  to  the  accumu- 
lative action  already  described  to  you  in  reference  to  the  regenera- 
tive gas  furnace,  and  as  in  the  gas  furnace  temperatures  can  be 
produced  limited  only  by  the  point  of  dissociation  of  combustible 
matter,  so  the  intensity  of  electrical  action  producible  in  the 
dynamo-electric  machine  is  limited  only  by  the  point  of  ultimate 
magnetisation  of  which  iron  is  capable.  As  a  matter  of  fact  and 
experiment,  a  dynamo-electric  machine  such  as  is  actually 
employed  at  the  Lizard  Lighthouse,  weighing  altogether  3  cwts. 
3  qrs.,  is  capable  of  converting  3*3  horse-power  into  electrical 
energy,  which  energy  is  employed  for  the  production  of  an  electric 
light  equal  to  4188  candle-power.  The  smaller  machine,  which  I 
have  placed  before  you,  weighs  only  2  cwts.  2  qrs.,  converts  2 
horse-power  into  electrical  energy,  which  energy  may  be  employed 
for  the  production  of  an  electric  light  equal  to  1250  candles,  or 
for  producing  mechanical  force  capable  of  being  utilised  at  a 
distance  for  giving  motion  to  machinery,  for  pumping  water,  or 
any  other  useful  purpose.  Experiments  have  shown  that  the 
amount  of  mechanical  force  that  may  thus  be  recovered  is  equal, 
or  nearly  equal,  to  one-half  the  force  expended  in  the  original 
production  of  the  current.  The  diagrams  placed  upon  the  wall 
may  serve  to  give  you  a  better  idea  of  the  construction  of  these 
machines. 

Let  us  suppose  that  at  some  central  station  100  horse-power  of 
steam  or  water  power  was  employed  to  give  motion  to  several 
dynamo-electric  machines  of  the  dimensions  found  most  convenient 
in  practice,  and  that  by  means  of  metallic  conductors  of  suitable 
dimensions  the  electric  current  produced  at  the  central  station  was 
conducted  to  a  number  of  halls  or  factories  requiring  to  be  lighted, 
or  to  utilise  mechanical  power.  If  illumination  were  the  only 
object  in  view,  the  total  amount  of  light  that  could  be  thus  pro- 
duced would  be  equal  to  125,000  candle-power.  This  would  be 
equivalent  to  6250  Argand  burners,  each  of  20  candle-power,  at  a 
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confiomption  per  burner  of  6  cubic  feet  of  gas  per  hour,  or  a  total 
consumption  of  87,500  cubic  feet  of  gas  to  produce  the  same  effect 
of  light.  This  would  require  8|  tons  of  coal,  and  the  electric 
light  about  as  many  hundredweights. 

It  would  be  fallacious  to  suppose,  however,  that  in  resorting  to 
the  electric  light  we  should  be  satisfied  with  anything  like  the 
candle-power  that  now  satisfies  us  in  using  gas,  even  as  we  are  not 
now  satisfied  with  the  light  of  lamps  and  candles  since  we  have 
become  accustomed  to  gas-lighting.  There  is  this  further  incon- 
venience connected  with  the  electric  light,  that  its  rays  are  so 
intense  that  they  must  not  reach  our  eyes  without  having  first  been 
softened  down,  either  by  the  interposition  of  some  semi-transparent 
substance,  such  as  ground  glass,  or  by  directing  the  light  against 
screens,  or  against  the  ceiling  of  the  room,  as  was  suggested  by 
the  Duke  of  Sutherland,  so  as  to  illuminate  by  reflection  only.  In 
making  due  allowance  for  these  losses  of  effect  there  remains,  how- 
ever, ample  margin  in  favour  of  the  electric  light,  to  make  it 
cheaper,  and  certainly  more  brilliant  than  gaslight.  Its  practical 
application  for  large  halls  and  places  where  powerfiQ  light  effects 
are  required,  will  therefore  be  a  question  only  of  time,  while  for 
domestic  purposes  gaslight  will  long  continue  to  hold  its  own, 
owing  to  the  greater  facility  which  it  offers  of  subdividing  the 
effects  of  light,  and  of  accommodating  its  intensity  to  immediate 
requirements  by  simply  opening  and  closing  an  ordinary  tap. 

My  present  object,  however,  is  not  to  discuss  the  relative  merits 
of  the  two  modes  of  illumination,  but  simply  to  show  that  power 
derived  from  a  distant  source  is  capable  of  being  utilised  for  the 
production  of  light  of  a  very  brilliant  character,  a  light  which  is 
comparable  with  solar  light  in  showing  every  object  in  its  true 
colour,  and  in  producing  similar  chemical  effects,  such  as  the 
taking  of  photographic  images. 

If  mechanical  force  is  required  to  be  distributed,  the  arrange- 
ments are  in  every  respect  similar  to  those  for  the  distribution  of 
electric  light,  and  it  has  been  proved  experimentally  that  the 
amount  of  power  recovered  at  the  distant  station  is  nearly  equal 
to  half  the  power  employed  at  the  central  station. 

At  first  sight  this  loss  of  power  may  be  considered  large,  but  if 
we  compare  the  cost  of  producing  a  limited  amount  of  power  by 
the  magneto-electric  machine,  and  by  a  gas  or  steam  engine,  it 
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will  be  found  that  the  magneto-electric  machine  recommends 
itself,  not  only  by  its  cleanliness  and  by  the  ease  with  which  it  can 
be  turned  on  and  off  at  any  moment,  but  that  it  is  the  cheaper 
machine  as  far  as  I'egards  the  consumption  of  coal.  In  work- 
ing a  small  gas  or  steam  engine,  the  consumption  of  fuel  cannot 
be  taken  at  less  than  8  pounds  per  horse-power  per  hour,  whereas 
in  working  a  100  horse-power  steam  engine  on  economical 
principles,  2,  or  say  2:5,  pounds  per  hour  of  coal  suffice  to  produce 
1  horse-power.  Suppose  that  45  per  cent,  of  the  power  available 
at  the  central  station  is  reproduced  at  the  distant  one,  the  amount 
of  coal   per   hour  consumed   at   the   distant  station  would  be 

2*5  X  —  =  — is  5*6  lbs.,  or  30  per  cent,  less  than  if  a  gas  or  steam 
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engine  were  directly  employed. 

The  principal  objection  that  has  been  raised  by  electricians  to 
the  conveyance  of  power  to  distances  of  miles,  as  here  proposed,  is 
on  account  of  the  apparently  rapid  increase  in  the  size  of  the  con- 
ductor required  with  increase  of  distance.  In  order  that  the 
magneto-electrical  machine  may  work  under  the  most  favourable 
conditions,  it  should  have  an  internal  resistance  depending  in  a 
great  measure  upon  the  nature  of  the  work  to  be  performed,  but 
not  exceeding  for  quantitative  effects  one  ohm  or  unit  of  resistance. 
If  the  resistance  is  greater,  a  notable  proportion  of  the  power  ex- 
pended will  be  converted  into  heat  in  the  conductors,  causing  both 
loss  of  effect  and  great  inconvenience.  By  another  law,  the 
electrical  resistance  of  the  circuit  exterior  to  the  machine  should 
be  somewhat,  but  not  much,  larger  than  the  internal  resistance, 
say  1\  unit ;  the  external  resistance  is  composed  of  two  elements, 
namely,  the  conductor  and  the  resistance  of  the  electric  lamp,  or 
electro-magnetic  engine,  which  latter  may  be  taken  as  amount- 
ing also  to  one  unit,  leaving  only  half  a  unit  available  for  the  con- 
ductor. These  conditions  determine  really  the  size  of  the  con- 
ductor for  any  distance  to  which  the  current  has  to  be  conveyed. 

Suppose  the  distance  to  be  half  a  mile,  a  copper  wire  of  0'28 
inch  diameter  will  produce  the  half  unit  resistance  to  be  desired, 
which  is  already  a  wire  of  considerable  dimensions  for  the  purpose 
of  working  a  single  lamp.  If  the  distance  be  doubled,  wire  of  the 
same  thickness  would  give  twice  the  electrical  resistance,  and  in 
order  to  reduce  it  again  to  half  a  unit,  its  sectional  area  must  be 
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doubled  ;  we  have  thus  a  conductor  of  double  length  and  sectional 
area,  and  therefore  of  four  times  the  weight,  and  relying  upon 
this  calculation  it  is  argued  that  the  weight  of  the  conductor  must 
increase  as  the  square  of  the  distance  :  so  that  a  conductor  of  80 
miles'  length  would  require  to  be  (60)  ■  =  8600  times  the  weight 
of  the  half-mile  conductor,  and  this  enormous  increase  in  weight 
would  certainly  be  required  if  the  object  to  be  accomplished  was 
the  working  of  one  electric  lamp  by  a  dynamo-electric  machine. 

My  critics  have,  however,  feUen  into  the  error  of  overlooking 
the  fact  that  half  a  unit  resistance  is  the  same  for  a  circuit  capable 
of  working  one  lamp  as  it  is  for  working  100  or  1000  lamps. 
Electricity  is  not  conducted  upon  the  conditions  appertaining  to  a 
pipe  conveying  a  ponderable  fluid,  the  resistance  of  which  increases 
with  the  square  of  the  velocity  of  flow  :  it  is,  on  the  contrary,  a 
matter  of  indifference  what  amount  of  energy  is  transmitted 
through  an  electric  conductor,  the  only  limit  is  imposed  by  the 
fact  that  in  transmitting  electrical  energy  the  conductor  itself 
retains  a  certain  amount  proportional  to  that  transmitted,  which 
makes  its  appearance  therein  in  the  form  of  heat.  If  this  heat 
wafi  allowed  to  accumulate,  the  electrical  resistance  of  the  con- 
ductor would  increase  in  proportion  to  such  increase,  and  a  point 
might  be  reached  where  fusion  of  the  wire  would  ensue. 

I  will  now  connect  the  spiral  of  platinum  wire  I  hold  in  my 
hand  with  the  dynamo-electrical  machine  which  is  working  a 
hundred  yards  off,  and  you  will  discover  in  a  moment  that  the 
wire  is  red-hot,  owing  to  the  amount  of  electricity  that  has  been 
passed  through  a  wire  of  so  small  a  sectional  area. 

The  real  power  of  transmission  of  an  electric  current  depends, 
therefore,  upon  its  capability  to  discharge  its  heat  to  surrounding 
objects,  and  it  will  be  readily  conceived  that  a  wire  of  sixty  times 
the  sectional  area  and  sixty  times  the  length  of  another  wire  is 
capable  of  radiating  away  60  ^  QO^  460  times  as  much  heat  per 
hour  as  the  smaller  conductor,  and  that  460  machines  or  lights 
may  be  supplied  through  it  without  causing  inconvenience. 

When,  some  weeks  ago,  I  had  occasion  to  use  this  argument 
before  the  Institution  of  Civil  Engineers,  your  President,*  who 
happened  to  be  at  the  meeting,  inmiediately  recognised  its  force, 
and,  with  the  fertility  of  mind  for  which  he  is  so  remarkable, 

•     *  Sir  William  Thonuon. 
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there  and  then  suggested  a  means  by  which  the  transmitting 
power  of  a  large  electricsal  conductor  might  be  almost  indefinitely 
increased  by  giving  it  the  form  of  a  hollow  tube  through  which 
water  might  be  made  to  flow.  It  is  evident  that  cold  water  flow- 
ing through  such  a  conductor  would  prevent  an  inconvenient 
accumulation  of  heat  in  the  metal,  and  it  would  not  be  difiicult  to 
introduce  and  discharge  the  flowing  water  at  intervals  from  the 
pipe  without  interfering  with  the  necessary  insulation  of  the  con- 
ductor from  the  earth. 

Our  last  experiment  proved  that  intense  heat  can  be  generated 
in  the  electric  conductor,  and  I  now  propose  to  bring  before  you 
another  simple  experiment,  to  show  how  readily  the  heat  so 
generated  may  be  employed  for  heating  water.  I  will  immerse  the 
spiral  coil  of  platinum  wire  which  I  hold  in  my  hand  in  a  glass 
jar  containing  about  two  pints  of  water,  and  after  closing  the 
electric  circuit  you  will  perceive,  in  the  course  of  a  minute  or  two, 
that  the  water  is  brought  to  the  boiling  point,  nor  would  this 
mode  of  heating  water  in  small  quantities  be  expensive  if  currents 
were  laid  on  to  our  houses  from  dynamo-electric  machines,  and 
who  knows  whether,  in  the  electrical  age  towards  which  we  seem 
to  be  gravitating,  the  apparatus  before  you  may  not  be  the  common 
coffee  machine  of  the  day. 

After  this  digression,  let  us  return  for  a  moment  to  my  proposal 
of  last  year  to  convey  1000  horse-power  a  distance  of  30  miles 
through  a  conductor  8  inches  diameter. 

The  electrical  resistance  of  this  conductor  would  be  '18  of  a 

unit,  and  supposing  that  the  total  resistance  in  circuit  was  made 

2^  units,  which,  as  I  before  stated,  gives  a  favourable  working 

*18 
condition,  it  follows  that  -^  x  1000  =  72  horse-power  would  be 

expended  in  heating  the  conductor. 

This  would  represent  about  15  lbs.  of  coal  per  hour,  a  quantity 
quite  insufficient  to  raise  a  mass  of  1900  tons  of  copper,  with  a 
surface  of  182,000  square  feet,  to  a  sensibly  heated  condition.  So 
far  from  admitting  therefore  that  I  have  overstated  my  case 
regarding  the  capability  of  my  large  electrical  conductor,  I  am 
convinced,  on  the  contrary,  that  its  sectional  area  might  be  safely 
reduced  to  one-half  that  previously  given  (or  its  diameter  to  2 
inches),  whereby  its  cost  would  also  be  reduced  to  one-half. 
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It  would  not  be  necessary  to  seek  on  the  other  side  of  the 
Atlantic  for  an  application  of  this  mode  of  transmitting  the 
natural  force  of  fiilh'ng  water,  as  there  is  perhaps  no  country  where 
this  force  abounds  to  a  greater  extent  than  on  the  west  coast  of 
Scotland,  with  its  elevated  lands  and  heavy  rainfells.  Tou  have 
already  conducted  the  water  of  one  of  your  high-level  lochs  to 
Glasgow,  by  means  of  a  gigantic  tube,  and  how  much  easier  would 
it  be  to  pass  the  water  in  its  descent  from  elevated  lands  through 
turbines,  and  to  transmit  the  vast  amount  of  force  that  might  thus 
be  collected,  by  means  of  stout  metallic  conductors,  to  towns  and 
villages  for  the  supply  of  light  and  mechanical  power  ! 

Practical  difficulties  would,  no  doubt,  have  to  be  contended 
with,  regarding  chiefly  the  proper  distribution  of  the  main  current 
over  its  numerous  branches.  This  subject  has  latterly  occupied 
my  attention  in  some  degree,  and  admits,  I  believe,  of  a  satisfactory 
solution. 

It  is  not  my  desire,  however,  to  occupy  your  attention  with 
matters  of  practical  detail  of  this  kind,  nor  to  enlarge  further  upon 
the  advantageous  applications  that  could  be  made  of  the  electricity 
produced  by  natural  forces  for  other  purposes,  such  as  the  separa- 
tion of  copper  and  other  metals  from  their  combinations. 

Much  might  be  said,  also,  regarding  the  utilisation  of  the 
irregular  force  of  the  wind,  which  represents  an  enormous 
aggregate  of  available  energy  capable  of  collection  and  distribution 
in  countries  where  other  sources  of  energy  may  be  wanting. 

A  number  of  windmills,  such  as  may  be  constantly  seen  work- 
ing in  Holland  for  the  drainage  of  the  land  might,  for  instance, 
be  employed  to  raise  water,  by  pumping,  to  an  elevated  lake  or 
reservoir,  whence  the  power  could  be  drawn  off  by  means  of 
hydraulic  motors  when  required,  and  might  be  conducted  electri- 
cally to  centres  of  habitation. 

Other  modes  of  utilising  solar  energy,  either  in  the  form  of  the 
direct  ray  or  in  other  modified  forms,  might  be  added  to  the 
illustrations  I  have  selected.  In  dwelling  probably  too  much  upon 
these,  I  fear  to  have  taxed  your  patience,  and  to  have  laid  myself 
open  to  the  reproach  of  having  betrayed  a  preference  for  those 
branches  of  the  general  subject  with  which  I  have  been  profes- 
sionally or  otherwise  connected.  I  do  not  deny  such  a  charge,  but 
plead  for  my  excuse  that  those  are  the  very  branches  upon  which 
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I  may  possess  some  right  to  speak^  with  some  chance  of  engaging 
your  interest. 

Whether  or  not  I  have  been  in  the  least  degree  successful  in 
accomplishing  this  is  a  question  which  you  will  judge,  I  hope, 
rather  by  my  desire  to  discharge  the  duty  I  had  undertaken  than 
by  the  standard  furnished  you  by  my  predecessors  in  this  place. 


THE   MICROPHONE.* 

At  a  discussion  upon  Mr.  William  Preece's  paper  on  the  micro- 
phone, which  took  place  before  the  Society  of  Telegraph  Engineers 
on  Thursday  last,  the  Duke  of  Argyll  called  attention  to  the 
important  part  which  that  invention  was  likely  to  play  in  physio- 
logical research.  As  chairman  of  the  meeting  I  took  occasion  to 
refer  to  the  intimate  connection  between  the  microphone  and  its 
two  elder  sisters,  the  telephone  and  the  phonograph,  in  conjunction 
with  which  it  formed  a  discovery  which  would  probably  be  hereafter 
regarded  as  one  of  the  greatest  achievements  in  natural  science  of 
the  present  century.  I  ventured  further  to  draw  an  analogy 
between  the  action  of  the  phonograph  and  the  action  of  the 
brain  in  the  exercise  of  memory,  and  with  your  permission  I  will 
enlarge  upon  this  speculation  to  the  extent  of  making  my  reasoning 
clear  enough  to  submit  the  same  to  the  critical  test. 

All  impressions  received  by  us  from  without,  either  through  the 
tympanum  of  the  ear,  the  retina  of  the  eye,  or  through  the 
sensitive  nerves  of  the  skin,  are,  it  is  generally  believed  by 
physiologists,  communicated  to  corpuscular  bodies  in  the  brain, 
which  lie  embedded  in  a  grey  substance,  the  nature  and  precise 
function  of  which  have  not  yet  been  fully  explained.  It  would 
appear  that  the  corpuscular  bodies  in  which  the  sensitive  neiTes 
terminate  are  connected,  through  the  medium  of  extremely  delicate 
filaments,  with  the  nervous  system  of  volition,  the  reaction  of  the 

*  Excerpt  "Nature,"  May  30,  1878. 
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one  STBtem  upon  the  other  being  attributable  to  mental  energy. 
It  may  be  conceived  that  any  fresh  impressions  received  on  the 
extremely  complex  sensitive  network  of  the  brain  may  give  rise 
then  and  there  to  acts  of  volition  ;  but  how,  it  may  be  asked,  can 
acts  of  volition  arise  from  impressions  that  were  communicated 
through  the  sensitive  nerves  years  before,  having  been  committed 
in  the  meantime  to  what  we  term  the  memory  ?  But  in  order 
that  the  mind  can  deal  with  an  impression  previously  received  it 
seems  necessary  that  it  must  have  the  power  of  reproducing  the 
same  from  some  material  Record  by  which  the  impression  has  been 
rendered  permanent.  Take  the  case  of  a  tune  that  we  have  heard 
in  early  youth  and  which  may  not  have  since  recurred  to  us.  By 
some  incident  or  other  that  tune  and  the  words  connected  with  it 
become  suddenly  revivified  in  the  mind.  If  the  tune  had  been 
sung  into  a  phonograph  it  could  have  been  reproduced  at  any 
time  by  releasing  a  spring  moving  the  barrel  of  the  instrument ; 
and  it  seems  a  fair  question  to  ask  whether  the  grey  substance  of 
the  brain  may  not,  after  all,  be  something  analogous  to  a  store- 
house of  phonographic  impressions  representing  the  accumulated 
treasure  of  our  knowledge  and  experience,  to  be  called  into 
requisition  by  the  directing  power  of  the  mind  in  turning  on,  as  it 
were,  one  barrel  or  another. 

Such  a  hypothesis  might  possibly  serve  also  to  explain  how  in 
sleep,  when  the  directing  power  of  the  mind  is  not  active,  a  local 
disturbance  in  the  nervous  system  may  turn  on  one  or  more 
phonographic  barrels  at  a  time,  and  thus  produce  the  confused 
images  of  dreamland !  A  powerful  mind  would  exercise  a 
complete  control  over  the  innumerable  barrels  constituting  our 
store  of  knowledge,  whereas  in  a  weak  mind  the  impressions  of 
the  past  would  be  brought  back  into  evidence  in  a  confused  and 
irregular  manner.  Such  a  supposition  might  also  account  for  the 
more  vivid  recollection  of  impressions  received  in  early  life,  when 
the  mechanical  record  stored  up  in  the  brain  may  be  supposed  to 
have  been  more  distinctly  and  indelibly  rendered.  In  speaking  of 
these  impressions  as  phonographic  it  does  not  follow  that  they 
were  originally  conveyed  through  the  tympanum  of  the  ear. 
Mr.  Willoughby  Smith,  at  the  meeting  above  referred  to,  called 
attention  to  the  fact  that,  by  substituting  crystalline  selenium  for 
carbon  in  the  microphone,  a  ray  of  sunlight  directed  upon  the 
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selenium  prodaces  a  noise  comparable  with  that  produced  by  a 
Nasmyth  hammer ;  and  it  is  quite  feasible  that  the  impressions 
received  through  the  retina  of  the  eye,  and  the  nervous  system 
generally,  would  be  equally  susceptible  of  being  recorded  in  the 
cerebral  storehouse.  The  record  itself  might  be  supposed  to  be  of 
a  mechanical,  or,  more  probacy,  of  a  molecular  character,  the  one 
thing  important  being  that  it  must  be  material. 

These  observations  are,  no  doubt,  extremely  crude,  but  may 
serve  possibly  to  direct  the  attention  of  physiologist?  to  a  point  of 
interest  to  their  science ;  nor  would  it  be  the  first  occasion  on 
which  a  phenomenon  of  inanimate  nature  had  revealed  the  secrets 
of  am'mate  organisation. 

C.  WiLLUM  Siemens. 


ADDRESS 
Of  C.  William  Siemens,  D.C.L.,  F.R.S.,* 

President  of  the  Iron  and  Steel  Institute,  delivered  at  the  Paris 
Meeting  on  thelGth  September,  1878. 

The  Iron  and  Sbeel  Institute  has,  from  its  very  origin,  assumed 
a  somewhat  cosmopolitan  character.  Not  only  has  it  flcvoted  a 
considerable  portion  of  its  proceedings  to  the  record  of  achieve- 
ments in  foreign  countries,  but  it  counts  among  its  members 
foreign  metallurgists  and  others  connected  practically  with  the 
treatment  of  iron  and  steel,  who,  although  not  able  frequently  to 
attend  oar  meetings,  appear  through  their  adhesion  to  appreciate 
our  labours.  Belgium  is  represented  upon  our  list  by  no  less  a 
personage  than  the  enlightened  King  of  that  country,  while  of  our 
other  foreign  members  I  need  only  mention,  in  this  place,  the 
well-known  names  of  Akermann  of  Sweden ;  Kolokoltzoff  of 
Russia ;  Erupp  of  Essen  ;  Harmann  and  Lurmann  of  Osnabriick ; 
Tunner  of  Leoben ;  d'Allemagne  and  d'Andrimont  of  Li^ge  ; 

*  Excerpt  Journal  of  the  Iron  and  Steel  Institute,  1878,  pp.  307-314. 
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6uchene  and  Greiner  of  Seraing  ;  Tenore  as  representing  Italy  ; 
and  Ybarra,  Spain ;  Griiner,  Jordan,  Schneider,  de  Wendel, 
Morel,  Guutier,  and  P^riss^  as  representatives  of  Prance  ;  and  of 
our  American  members.  Cooper,  Holley,  Burden,  and  Qowen. 
The  large  number  of  gentlemen  proposed  at  the  present  meeting 
of  the  Institute,  including  several  foreign  names  of  distinction, 
proves  that  the  general  interest  felt  in  our  proceedings  is  not 
abating. 

A  further  important  step  towards  giving  this  Institute  an 
international  character  was  made  in  1873,  when  we  accepted  the 
invitation  of  the  Belgium  engineers  and  ironmasters  to  hold  our 
summer  meeting  at  Li^e.  llie  success  of  that  meeting,  under 
the  able  presidency  of  my  friend  and  predecessor  in  office,  Mr.  I. 
Lowthian  BeU,  is  still  fresh  in  the  memory  of  all  those  members  of 
the  Institute  who  could  avail  themselves  of  the  invitation. 

We  are  now  for  the  second  time  assembled  upon  foreign  soil, 
having  accepted  the  invitations  kindly  given  us  by  the  Institution 
des  Ingenieurs  Civils,  by  the  Society  d'Encouragement,  and  by  the 
Directors  of  the  Conservatoire  des  Arts  et  Metiers. 

When  at  Li^ge,  we  found  ourselves  in  the  midst  of  a  great  iron- 
producing  district,  an  advantage  which  we  cannot  boast  of  on 
the  present  occasion,  inasmuch  as  in  Paris  and  the  Departments 
immediately  surrounding  it,  iron  and  steel  industries  are  con- 
spicuous by  their  absence.  On  the  other  hand,  we  have  the 
advantage  of  meeting  at  one  of  the  greatest  centres  of  intelligence 
in  all  branches  of  knowledge,  including  those  in  which  we  are 
particularly  interested,  and  of  finding  at  the  Universal  Exhibition 
opportunity  of  viewing  the  mineral  and  manufactured  produce  of 
nearly  all  civilised  nations  brought  into  juxtaposition  so  as  to 
facilitate  comparison  between  them,  although  allowance  must,  of 
course,  be  made  for  the  limited  space  and  imperfect  arrangement 
appertaining  to  the  greater  part  of  the  exhibits  other  than  French. 

Eighteen  months  have  now  elapsed  since  I  had  the  honour 
of  addressing  you  upon  assuming  the  office  of  President  of  this 
Institution,  and  the  present  is  the  last  time  upon  which  the 
responsibility  of  conducting  its  meetings  will  devolve  upon  me. 

In  the  address  I  delivered  upon  that  former  occasion,  I  referred 
to  the  already  depressed  condition  of  the  steel  and  iron  trade 
throughout  the  world,  and  but  few  of  us  would  have  thought  at 
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that  time,  that  so  far  from  selling  prices  having  reached  their 
lowest  point,  they  were  only  upon  the  middle  of  a  descending 
incline.  Among  the  causes  which  I  then  enumerated  for  the 
depression  of  prices,  I  assigned  the  first  place  to  foreign  compe- 
tition, an  opinion  the  merit  of  which  you  will  have  ample 
opportunity  of  testing  at  the  present  meeting,  when  we  hope  to 
discuss  matters  of  great  interest  to  both  the  British  and  foreign 
ironmaster. 

The  challenge  given  by  Prance  to  the  industrial  world  through 
her  Universal  Exhibition,  and  the  special  invitation  which  our 
Institute  has  received  from  the  French  engineers  and  metallurgists 
to  meet  them  in  friendly  discussion  of  the  methods  adopted  in 
both  countries  for  the  attainment  of  ever-improving  results,  shows 
a  confidence  on  their  part  that  they  have  matters  of  interest  to 
place  before  us  ;  and  if  any  one  of  our  members  should  still  have 
any  doubt  in  his  mind  regarding  the  recent  advance  in  French 
practice,  I  am  satisfied  that  the  opportunities  he  will  have  of 
visiting  some  of  the  leading  works  in  this  c>ountry  will  satisfy  him 
regarding  their  advanced  condition. 

We  shall  go  home,  I  doubt  not,  with  the  conviction  that  we 
have  returned  from  a  visit  to  formidable  rivals  in  the  markets  of 
the  world,  but  we  shall  return  home  \^ith  the  further  conviction 
that  those  formidable  rivals  have  behaved  to  us  most  generously 
in  giving  us  access  to  their  secrets  of  success,  and  that,  in  reality, 
we  may  look  upon  them  as  friends,  whose  rivalry  is  productive  of 
that  stimulus  to  further  exertion,  without  which  we  should  not 
probably  have  made  those  remarkable  advances  in  the  means  of 
cheapening  production,  which  are  the  characteristic  features  of 
our  more  recent  achievements. 

In  the  address  already  referred  to,  I  ventured  to  express  the 
opinion,  that  in  the  contest  for  cheapness  upon  which  civilised 
nations  were  at  that  time  engaged,  England  would  be  able  to 
hold  her  own,  owing  to  her  abundant  supply  of  fuel  and  of  ores, 
coupled  with  her  ample  means  of  intercommunication  and  with 
her  facilities  for  reaching  the  markets  of  the  world ;  advantages 
which  more  than  compensate  for  the  somewhat  higher  rate  of 
wages  payable  in  England ;  and  considering  the  natural  aptitude 
of  the  British  people  to  be  stimulated  to  exertion  under  difficulty, 
as  also  the  results  revealed  by  recent  statistics,  I  see  no  reason  to 
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alter  that  opinion.  England  must  for  a  long  time  retain  the  first 
position  for  massive  and  cheap  production,  whereas  we  shall 
probably  find  that  our  neighbours  excel  in  the  aptitude  they 
evidently  possess  for  adapting  new  materials  to  particular  pur- 
poses, of  which  the  present  Exhibition  furnishes  us  with  so  many 
striking  examples.  Again,  whilst  the  English,  to  realise  a  novel 
proposition,  make  bold  attempts  (not  always  carefully  matured 
beforehand),  the  French  systematically  study  a  question  in  all  its 
aspects,  and  fortify  their  views  by  carefdl  inquiry  into  the  experi- 
ence obtained  elsewhere,  before  they  commence  operations,  which 
are  then  carried  out  with  all  the  economical  and  other  advantages 
resulting  from  such  an  exhaustive  preliminary  inquiry.  If  we 
seek  a  cause  for  the  remarkable  aptitude  of  adapting  means  to 
special  ends,  to  which  I  have  referred,  we  shall  probably  find  it  in 
the  advantages  France  and  other  Continental  countries  have 
enjoyed  for  at  least  a  generation  of  a  more  extended  technical 
education  than  we  could  boast  of,  and  of  the  personal  influence 
which  has  been  exercised  by  a  line  of  scientific  writers  and 
experimentalists,  of  whom  I  shall  only  mention  here  the  honoured 
names  of  Reaumur,  Ebehnen,  Regnault,  Pouillet,  P^let,  Thomas, 
and  Le  Ch^telier,  as  belonging  to  the  past,  and  of  DeviUe,  Griiner, 
Jian,  Laurens,  Jordan,  Fr6my,  and  Dumas,  who  are  fortunately 
still  among  us.  It  is  chiefly  to  such  men  as  these  that  France 
owes  her  admirable  system  of  technical  education,  which  enables 
her  to  place  her  metallurgical  establishments  under  the  guidance 
of  men  who  are  scientifically  qualified  for  the  discharge  of  their 
respective  duties,  and  for  the  attainment  of  practical  results  which 
may  well  excite  our  admiration. 

Public  education  in  France  is  divided  into  five  faculties,  those 
of  literature,  law,  medicine,  theology,  and  science  ;  it  is  the  latter 
only  with  which  we  are  principally  concerned,  and  in  reference  to 
which  I  propose  to  offer  a  few  remarks.  Foremost  amongst  the 
schools  for  technical  education  stands  the  Ecole  Polytechnique 
with  its  branches,  the  Ecole  (ies  Mines,  and  the  Ecole  des  Ponts 
et  ChauBsees,  destined  exclusively  for  the  education  of  govern- 
ment, railway,  and  mining  engineers,  not  to  speak  of  the  military 
and  naval  branch  of  the  school,  nor  of  the  comparatively  small 
number  who  join  the  Regie  de  Tabac,  Salpfitre,  &c.,  and  the  naval 
construction.    The  admission  to  the  Ecole  Polytechnique  is  by 
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competitive  examination.  The  degree  of  Bachelor  in  Science 
or  Literature  is  required  for  admission  to  the  competition.  This 
examination  is  a  somewhat  severe  test  of  sound  primary  education, 
as  it  comprises  the  whole  of  arithmetic,  elementary  geometry, 
algebra,  trigonometry,  descriptive  geometry,  physics  and  general 
chemistry,  and  a  knowledge  of  Gennan.  From  120  to  150  are 
admitted  per  annum,  out  of  a  number  five  times  as  great,  who 
present  themselves  usually  for  examination.  The  pupils  pass  two 
years  at  the  Ecole  Polytechnique  :  the  studies  are  purely  scientific  ; 
they  embrace  the  higher  mathematics,  mechanics,  physics,  chemistry, 
astronomy,  &c.  There  are  some  20  or  25  places  in  the  Civil 
Service  set  apart  annually  by  the  Government  for  the  benefit  of 
the  first  students  in  the  order  of  their  classification  at  the  final 
examinations  of  the  Ecole  Polytechnique ;  and  as  these  are 
extremely  honourable  and  highly  prized  by  the  students,  it  re- 
sults in  a  close  competition  and  in  the  attainment  of  a  high 
standard. 

The  students  who  pass  suflSciently  high  can  choose  to  enter  into 
the  Ecole  des  Pouts  et  Chauss^es,  or  the  Ecole  dcs  Mines.  In 
these  the  student  engineers  remain  three  years,  and  receive  a  state 
allowance  of  £72  a  year.  The  instruction  has  for  its  object 
the  application  of  the  physico-mathematical  sciences  to  special 
branches  of  engineering.  At  the  Ecole  des  Mines,  for  example, 
the  course  consists  of  geology,  mineralogy,  analytical  chemistry, 
and  metallurgy.  Some  of  the  students  complete  their  practical 
instruction  by  travelling  in  France  and  abroad,  at  the  partial 
expense  of  the  State. 

Of  equal  importance  with  the  Ecole  Polytechnique  and  its 
branches  is  the  Ecole  Centrale  des  Arts  et  Manufactures,  though 
somewhat  inferior  to  it  as  regards  the  curriculum  of  mathematical 
and  physical  knowledge.  Its  special  object  is  to  train  engineers 
for  private  industry,  and  it  turns  out  annually  from  100  to  120 
scholars,  who  can  boast  of  having  received  a  three  years'  course  of 
general  scientific  education,  including  the  higher  branches  of 
mathematics,  physical  science,  pure  and  applied  chemistry,  geology, 
mechanics,  metallurgy,  mineralogy,  and  other  branches  of  usefiil 
information,  fitting  them  for  the  career  of  the  civil  engineer  and 
of  the  manufacturer.  This  school  was  originally  founded  by  an 
association  of  aavans,  and  without  connection  with  the  state,  but 
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since  1860  it  has  been  placed  under  the  direction  of  the  Minister 
of  Agriculture  and  Commerce. 

It  is  not  my  intention  to  advocate  the  establishment  of  an 
Ecole  Polytechnique  with  its  superior  adjuncts,  the  Ecole  des 
Mines  and  the  Ecole  des  Fonts  et  Chauss^  in  Great  Britain^ 
for  the  simple  reason  that  we  require  no  Government  engineers 
to  direct  our  public  works.  The  Ecole  Centrale  differs  in  its 
organization  essentially  from  that  of  the  Ecole  Polytechnique, 
insomuch  as  it  makes  no  promise  of  employment  to  its  students, 
depending  for  its  success  upon  the  amount  and  character  of  the 
technical  education  it  may  succeed  in  imparting  to  the  majority  of 
the  students  that  pass  from  its  walls  into  practical  life,  and  it 
is  thus  one  which  recommends  itself  specially  to  our  ideas  of 
independent  action. 

The  only  establishment  in  Great  Britain  comparable  with  the 
Ecole  Centrale  as  regards  metallurgy  is  our  School  of  Mines, 
which,  if  it  were  installed  in  a  capacious  building,  and  had  other 
branches  of  knowledge  added  to  its  curriculum,  might  easily, 
under  the  guidance  of  such  men  as  Percy,  Smyth,  Frankland,  and 
Huxley,  be  developed  into  an  institution  which  would  give  rise  to 
beneficial  results  difficult  to  over-estimate. 

In  addition  to  the  Ecole  Centrale  many  other  schools  are 
established  in  France,  foremost  amongst  which  stand  that  of  the 
Conservatoire  des  Arts  et  Metiers,  where,  under  the  able  direction 
of  General  Morin  and  of  M.  Tresca,  both  Membres  de  Tlnstitut, 
an  education  is  provided  intended  for  the  class  of  foremen  or 
head  workmen  of  the  manufactories  of  the  capital.  The  students 
have  the  great  advantage  of  the  admirable  collection  of  models 
and  specimens,  which  gives  the  Conservatoire  des  Arts  et  Metiers 
a  world-wide  reputation.  The  courses  are  public  and  gratuitous, 
and  attract  larger  numbers  from  other  classes  than  those  for  which 
they  are  intended ;  foreign  professor  and  others  who  take  an 
interest  in  the  progress  of  technology  being  often  present. 

There  are,  besides,  local  schools  scattered  throughout  the 
country,  such  as  the  Ecole  des  Mineurs  de  St.  Etienne,  intended 
for  managers  of  mines,  where  the  instruction  is  more  elementary 
and  more  practical  than  that  of  the  Ecole  des  Mines,  and  the 
Ecoles  des  Arts  et  Metiers  at  Alais,  Chalons,  Aix,  Angers,  and 
elsewhere,  where  foremen  and  works  managers  are  trained.    Besides 
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these  there  are  Ecoles  Industrielles  at  Paris,  Lyons,  Lille,  &c.,  and 
it  is  gratifying  to  observe  the  great  attention  given  to  such 
elementary  education  at  leading  works. 

By  way  of  example  I  will  only  cite  the  instance  of  Le  Creusot, 
where  the  schools  aflford  instruction  to  over  6000  children  of  both 
sexes  of  the  population  connected  with  those  works,  and  the  out- 
lying branches.  The  number  of  teachers  employed  in  these  schools 
amount  to  121,  and  although  the  information  given  to  the  children 
is  strictly  elementary,  care  is  taken  to  impart  the  elements  of  the 
higher  branches  of  knowledge  to  those  who  seem  desirous  and  fit 
to  rise  to  a  higher  level. 

The  Creusot  Works  taken  altogether  form  a  most  interesting 
instance  of  what  can  be  accomplished  by  patient  industry  and 
systematic  organisation.  Situated  in  a  district  possessing  moderate 
deposits  of  coal  of  an  inferior  character,  a  meagre  clay  iron  stone, 
having  only  a  scanty  population,  and  without  possessing  the 
advantage  of  natural  means  of  communication,  an  establishment 
has  been  reared  chiefly  through  the  genius  of  the  late  M.  E. 
Schneider,  representing  an  annual  production  of  125,000  tons  of 
iron  and  steel  wrought  into  the  forms  of  rails,  forgings,  plates, 
and  finished  engines,  remarkable  for  their  finish  and  general 
quality.  Yet  these  works  depend  in  a  great  measure  for  their 
superior  ores  upon  a  supply  from  the  coast  of  Africa,  and  for  a 
portion  of  their  fuel  upon  the  south  of  France,  whilst  their  produce 
has  to  pass  over  some  hundred  miles  of  railway  before  it  reaches 
any  harbour  or  important  market  of  the  world. 

Some  of  you  will  have  the  opportunity,  thanks  to  the  kind 
invitation  of  M.  Henri  Schneider,  of  visiting  these  remarkable 
works,  and  your  attention  wiU  be  especially  attracted  by  a  steam- 
hammer,  recently  erected  there,  which  with  its  weight  of  80  tons 
falling  through  a  distance  of  5  metres,  is  by  far  the  most  powerful 
tool  of  this  description  now  in  existence,  and  does  excellent  service, 
I  believe,  in  consolidating  heavy  ingots  of  steel  for  the  production 
of  steel  cannon,  armour-plate,  and  other  heavy  forgings. 

The  works  of  Terrenoire,  with  which  we  have  been  made 
acquainted  from  time  to  time  by  the  interesting  papers  of 
M.  Gautier,  the  chemist  of  those  works,  furnish  another  instance 
of  great  results  produced  by  a  combination  of  intelligence  and 
systematic    management ;    and,    thanks    to    the    invitation    of 
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M.  Jullien,  the  managing  director  of  the  Terrenoire  Works, 
those  members  of  our  Institute  who  wish  to  avail  themselves  of 
it  will  have  an  opportunity  of  visiting  these  and  other  remarkable 
works  of  the  same  industrial  centre. 

Another  section  of  our  body  will  be  able  to  take  advantage  of 
the  invitation  of  M.  de  Wendel  to  visit  a  group  of  works  in  the 
Meurthe  and  Moselle  district,  where  an  oolitic  ore  is  worked  not 
dissimilar  in  character  to  Cleveland  ore,  and  it  will  be  a  matter  of 
considerable  interest  to  those  more  intimately  connected  with  the 
Cleveland  district  to  observe  the  points  of  difference  in  the  practice 
of  the  two  countries. 

The  papers  presented  to  us  for  discussion  are  of  a  highly 
interesting  character.  Foremost  amongst  them  stands  that  of 
M.  Jordan,  "  On  the  Iron  Ore  Resources  of  France,"  from  which 
we  shall  gather  a  great  deal  of  valuable  information  regarding  the 
distribution  of  the  mineral  wealth  of  this  country,  and  the  system 
and  methods  generally  adopted  for  the  production  of  those  highly- 
finished  materials  and  appliances  that  meet  our  view  in  passing 
through  the  French  portion  of  the  Exhibition.  We  shall  have  a 
paper  from  M.  March^  dealing  with  general  questions  of  interest 
regarding  the  application  of  steel,  and  another  from  our  own 
member  of  Council,  Mr.  Adamson,  giving  an  elaborate  series  of 
tests  of  that  material,  showing  to  what  extent  it  may  be  relied 
upon  in  its  application  to  the  construction  of  boilers  and  for  other 
engineering  purposes.  Professor  Akermann  will  enlighten  us  on 
the  present  state  of  iron  and  steel  manufacture  as  judged  from 
the  Paris  Exhibition,  and  there  are  other  papers  on  special  subjects 
by  M.  Pdrisse,  Mr.  Bothwell,  and  Messrs.  Thomas  and  Oilchrist. 

Bearing  in  mind  the  important  communications  just  alluded 
to,  I  shall  not  venture  to  take  up  your  time  with  any  elaborate 
observations  regarding  the  iron  and  steel  industries  of  the  country 
you  have  come  to  visit,  and  it  remains  for  me  in  conclusion  of 
these  introductory  remarks  only  to  express  our  high  sense  of 
appreciation  of  the  kind  and  hospitable  manner  in  which  we  have 
been  received,  and  to  assure  our  hosts  beforehand  that  although 
we  occupy  in  a  certain  degree  the  position  of  rivals  towai'ds  them, 
as  we  stand  also  as  rivals  of  one  another,  we  come  among  them 
animated  with  that  kindliness  of  feeling  and  that  desire  to 
exchange  knowledge    and  experience  which  does  not  preclude 
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friendly  sentiments,  and  even  admiration  on  our  part  for  the 
achievements  of  our  confreres.  These  intercommmiications  must 
lead  ultimately,  not  only  to  the  cheapening  of  the  cost  of  pro- 
duction, but  chiefly  to  the  attainment  of  fresh  starting-points  in 
the  application  of  iron  and  steel  for  the  useful  purposes  of  man, 
and  through  which  we  may  hope  to  re-establish  that  balance 
between  consumption  and  our  increased  means  of  production 
so  essential  to  our  prosperity  as  a  class. 


REMARKS  AT  THE  ANNUAL  DINNER  OP  THE 
IRON  AND  STEEL  INSTITUTE, 

Held  m  the  ffdtel  Continental,  Farts,  on  the  11th  September^  1878. 

The  Chairman,*  (Dr.  C.  W.  Siemens),  said  he  had  now  the 
pleasure  to  propose,  "Prosperity  to  the  Learned  Societies  of 
France."  In  his  introductory  remarks  on  the  previous  day  he 
had  referred  to  the  educational  establishments  of  France  so  far  as 
concerned  technical  education,  and  he  pointed  out  that  the 
"  ficole  Polytechniqne  "  gave  an  education  of  the  very  highest  order 
to  the  mining  and  railway  engineers  of  that  country.  He  also 
pointed  out  that  the  "  feole  Centrale "  gave  an  education  of 
perhaps  not  quite  so  high  an  order,  but  still  very  good,  to  the 
young  manufacturer,  who,  after  he  left  that  establishment,  entered 
the  workshop  and  the  factory.  He  had  also  pointed  to  the 
admirable  "  Conservatoire  des  Arts  et  Metiers/'  which  was  so  ably 
presided  over  by  General  Morin  and  by  M.  Tresca.  In  order  to 
convey  such  an  amount  of  knowledge,  it  was  necessary  that  science 
should  be  cultivated,  and  for  the  cultivation  of  science  that 
country  also  possessed  estabUshment«  that  might  well  be  called 
the  envy  of  the  civilised  world.  The  "  Academic  des  Sciences," 
one  of  the  five  branches  of  the  Institute  of  France,  was  an 
establishment  which  had  arisen  towards  the  end  of  the  last  century, 
and  had  attained  great  fame  throughout  the  world.     He  need  only 
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mention  such  names  as  Lavoisier,  Laplace^  Ampfere,  and  Arago,  in 
order  to  remind  them  of  so  many  fixed  stars  who  had  illumined 
the  firmament  of  science.  Modem  science  was  in  a  great  measure 
created  by  these  men,  and  this  country  might  well  be  proud  to 
possess  such  an  academy  as  the  "Academic  des  Sciences."  They 
had  to-night  three  members  of  that  Acad^mie  amongst  them.  The 
French  Academic  des  Sciences  corresponded  to  the  Royal  Society, 
with  this  difference,  that  its  members  were  fewer  in  number,  and 
it  might  be  assumed  that  their  quality  was  thus  rendered  more 
select ;  however  that  might  be,  he  (the  Chairman)  thought  it  one 
of  the  highest  distinctions  he  could  boast  of  to  be  a  Fellow  of  the 
Royal  Society,  and  he  felt  additional  pleasure  to  do  honour  in  their 
name  to  the  French  Academic.  Among  other  establishments  in 
France  for  the  cultivation  of  science,  he  would  mention  the 
"  feole  des  Mines,"  which  they  had  that  day  visited  under  the 
distinguished  guidance  of  MM.  Dupont  and  Lan,  who  had  so 
kindly  taken  them  over  that  great  establishment.  They  had, 
further,  the  "  Soci^t^  d'Encouragement,"  who  had  so  hospitably 
placed  their  rooms  at  the  disposal  of  the  Institute.  That  in- 
stitution had  done  a  great  deal  of  good  in  promoting  the  interests 
of  industry,  and  was  under  the  able  presidency  of  M.  Dumas, 
Membre  de  TAcad^mie.  Then  they  had  what,  to  use  an  Irishism, 
might  be  called  a  French-British  Association,  a  body  correspond- 
ing entirely  with  our  British  Association ;  and  he  was  happy  to 
say  that  he  had  the  eminent  Pi'esident  of  that  Society  on  his  left, 
M.  Fr^my.  Last,  but  not  least,  there  was  the  '^Soci^t^  des 
Ingenieurs  Civils,"  which  corresponded  to  the  English  Institution 
of  Civil  Engineers,  although,  perhaps,  in  that  instance,  they  might 
claim  to  be  the  older  and  more  important  body  of  the  two,  inasmuch 
as  they  represented  civil  engineering  in  all  its  branches.  Yet  the 
French  Institution  gave  promise  of  great  results,  and  was  at  this 
moment  under  the  able  presidency  of  M.  Tresca,  who  was  on  his 
right.  These  were  the  principal  scientific  bodies  that  occurred  to 
him  at  that  moment,  and  without  further  comment  he  would 
propose  "Prosperity  to  the  Scientific  Institutions  of  France," 
coupling  with  the  toast  the  respected  names  of  M.  Fr6my  and 
M.  Tresca. 
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REMARKS  ON  the  occasion  of  THE  EXCURSION  of  the 
IRON   AND    STEEL    INSTITUTE    TO    CREUSOT. 

The  President*  (Dr.  Siemens)  said  he  rose  to  thank  their 
worthy  host  for  the  kind  manner  in  which  he  had  received  them 
ah^ady,  and  at  the  same  time  to  thank  him  for  the  kind  words  he 
had  spoken  with  regard  to  his  presidency.  He  had  for  many  years 
been  proud  to  consider  himself  a  friend  of  that  house.  He  had 
enjoyed  the  society  of  that  house  many  years  ago,  and  the  more  he 
knew  of  M.  Henri  Schneider  the  more  admiration  did  he  feel  for  him. 
Looking  upon  him  from  whatever  point  they  might,  he  could  only 
express  by  the  word  "admiration"  the  impressions  they  received 
of  his  character.  The  man  who  found  Creusot  a  comparative 
wilderness,  a  small  place  cast  away  in  a  valley,  had  by  his  genius, 
his  method,  his  system,  his  honesty  of  purpose,  created  an  estab- 
lishment there  such  as,  he  believed,  the  world  could  not  boast  of 
elsewhere.  Naturally,  Creusot  had  got  its  minerals  and  its  fuel, 
but  those  minerals  and  that  fuel  put  together  would  give  very  poor 
results  indeed — ^the  fuel  was  a  non-binding  kind  of  anthracite  ;  the 
stone  was  very  poor  ironstone  of  the  oolitic  formation.  If  any 
ordinary  person  had  made  the  attempt  to  produce  iron  there  he 
would  have  reUnquished  it  very  soon  ;  but  with  growing  means  of 
communication  M.  Schneider  took  advantage  of  all  the  circum- 
stances he  could.  He  himself  had  very  great  pleasure  in  going 
with  him  when  he  paid  daily  visits  to  inspect  systematically  the 
result  from  the  puddling  furnaces  and  works,  and  rewarded  with 
a  premium  the  puddling  furnace  which  produced  in  that  day  the 
best  set  of  samples.  It  was  through  such  a  system  as  that  that 
Creusot  was  able  to  produce  the  marvellous  results  which  they  saw 
now.  The  ironstone  had  to  be  supplemented  by  ironstone  from 
abroad — the  coal  of  the  district  had  to  be  supplemented  by  bind- 
ing coal  from  the  South  of  France.  Elaborate  machinery,  which 
in  those  days  was  considered  refined  machinery,  had  to  be  erected 
to  grind  those  coals  together  and  bum  them  in  an  apparatus, 
which  up  to  this  day  had  not  been  acknowledged  in  England,  and 
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which  they  might  have  good  reason  for  not  acknowledging  there, 
but  which  at  Creusot  produced  good  results.  Thej  had  seen  that 
which  was  poor  coal  and  poor  ironstone  originally  produce  iron 
and  steel  of  the  very  highest  quality,  and  in  the  blast  furnace  they 
got  a  ton  of  pig  metal  for  a  ton  of  coke,  a  result,  he  might  say, 
which  was  not  surpassed  in  England.  All  that  was  the  result  of 
the  genius  of  their  host^s  Mher,  but  it  requii-ed  more  than  that ; 
it  required  more  than  an  ironmaster  to  create  Le  Creusot ;  it  re- 
quired a  man  who  could  go  forth  in  the  world  and  take  his  posi- 
tion, and  M.  E.  Schneider,  as  was  well  known,  was  President  of 
the  National  Assembly,  and  it  was  there  he  made  an  impression 
and  developed  the  power  necessary  to  produce  such  results  as  they 
saw.  Of  M.  Henri  Schneider  he  would  say  only  that  he  was  the 
affectionate  son  of  his  father.  He  never  knew  a  son  of  such 
thorough  devotion  as  M.  Henri  Schneider  always  was — to  his 
knowledge — to  his  fether,  and  now  that  the  great  responsibility 
of  conducting  those  works  had  been  thrown  upon  himself,  he  had 
shown  himself  his  father's  worthy  successor.  In  Le  Creusot  to- 
day he  saw  no  backsliding  anywhere ;  everywhere  progress,  and 
nothing  could  better  express  the  great  example  set  by  M.  E. 
Schneider  than  was  expressed  by  the  beautiful  statue  in  the 
pavilion,  where  the  poor  mother  of  the  Creusot  child  pointed  to 
its  founder  saying,  "  That  is  the  man — follow  him."  It  was  a 
great  pleasure  to  him  to  thank  their  host  in  the  name  of  the 
members  of  the  Institute  for  the  magnificent  and  princely  recep- 
tion he  had  given  them.  Nothing,  he  thought,  could  exceed  the 
cordiality  and  the  liberality  of  the  reception  which  they  had  re- 
ceived, and  they  would  go  home  indeed  gratified  beyond  measure 
with  the  kindly  feeling  to  which  that  visit  would  lead.  Before 
proposing  the  health  of  their  host.  Dr.  Siemens  proposed  the 
health  of  Madame  E.  Schneider. 

At  the  dinner  the  members  collected  among  themselves  a  sub- 
scription of  1000  francs,  which  was  remitted  to  Messrs.  Schneider 
in  due  course  by  the  President,  who  also  sent  the  following 
letter : — 

Fabis,  23r(2  September,  1878. 

Dear  Mbssieurs  Schihsideb  &  Compaity, — It  would  be  un- 
possible  for  me  to  express  to  you,  in  adequate  terms,  the  feeling  of 
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entire  satis&ction  with  which  the  Members  of  the  Iron  and  Steel 
Institute  left  Le  Creasot  on  Saturday  last.  The  enlightened 
system  with  which  those  gigantic  works  are  carried  on  could  not 
fail  to  produce  a  deep  impression  upon  every  one  of  your  visitors  ; 
and  I  need  scarcely  say  that  your  generous  hospitality  will  long 
be  remembered,  and  will  do  much  to  strengthen  the  friendly 
feeling  already  existing  between  the  metallurgists  of  the  two 
countries. 

It  was  felt  by  us  at  Dijon  that,  before  separating,  some  outward 
expression  might  not  inappropriately  be  given  of  our  appreciation 
of  what  you,  and  all  connected  with  you,  had  done  for  us,  and  it 
occurred  to  us  that  this  might  best  be  accomplished  by  means  of 
a  complimentary  subscription  to  the  Greusot  Hospital.  No  large 
subscriptions  were  asked  for ;  but  as  every  one  present  cheerfully 
responded  to  my  proposal,  the  collection  soon  reached  the  amount 
of  2560  francs  50  cents,  which  I  have  much  pleasure  in  forward- 
ing you  in  the  shape  of  my  cheque  for  £102  10«.,  of  which 
please  to  dispose  in  the  manner  you  think  best  for  the  intended 
purpose. 

In  thanking  you  in  the  name  of  the  Iron  and  Steel  Institute  for 
your  very  kind  reception  of  them,  and  in  thanking  you  for  the 
friendly  consideration  shown  to  myself,  believe  me  to  remain,  with 
my  respectful  remembrances  to  Madame  Schneider,  and  very  kind 
regards  to  M.  Henri  Schneider,  very  truly  yours, 

(Signed)        C.  William  Siemens. 

Hearty  cheers  were  given  for  M.  Henri  Schneider  on  leaving 
for  Paris. 


ELECTRIC    LIGHTING. 

To  THE  Editor  op  **The  Times." 

Sir,— The  intelligence  flashed  through  the  Atlantic  cable  a  few 
days  since  to  the  eflfect  that  Mr.  Edison,  the  ingenious  inventor  of 
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the  phonography  etc.,  had  succeeded  in  dividing  electric  currents 
indefinitely  for  the  distribution  of  light  and  power,  appears  to 
have  taken  the  public  by  surprise,  and  has  exerted  a  most  depress- 
ing influence  upon  the  holdera  of  gas  shares.  Having  given  close 
attention  to  the  question  of  electric  lighting  ever  since  1867 — 
when  following  the  researches  of  my  brother,  Dr.  Werner  Siemens, 
I  presented  a  paper  to  the  Royal  Society  describing  the  dynamo- 
electric  principle — I  may  be  allowed  to  make  a  few  remarks  upon 
the  novelty  and  probable  effect  of  Mr.  Edison's  startling  announce- 
ment. 

In  passing  an  electric  circuit  from  a  main  conductor  into 
several  or  any  number  of  branches,  the  current  divides  itself 
between  those  branches,  according  to  the  well-known  law  of  Ohm, 
in  the  exact  inverse  ratio  of  the  electric  resistance  presented  by 
each  branch.  A  current  may  thus  be  divided,  for  instance,  into 
ten  separate  currents  of  precisely  equal  force,  if  each  branch  is 
made  to  consist  of  a  wire  of  the  same  length  and  conductivity ; 
but  if  one  of  these  wires  was  again  to  be  slit  into  ten  wires, 
presenting  in  the  aggregate  the  same  conductivity,  each  of  these 
wires  would  only  convey  100th  part  of  the  total  current.  In  the 
same  way  one  of  the  minor  wires  might  again  be  subdivided 
into  branches,  each  of  which  would  convey  an  amount  of  electric 
current  which  would  be  accurately  expressed  by  the  relative  re- 
sistance of  the  branch  in  question,  divided  by  the  total  resistance 
of  all  the  branches  put  together.  It  would  thus  seem  that 
nothing  could  be  more  easy  than  to  divide  a  powerful  electric 
current  among  as  many  branches  of  varying  relative  importance 
as  might  be  desired ;  but  in  the  case  of  electric  lighting  a  diflft- 
culty  arises  in  consequence  of  the  varying  resistance  in  each 
electric  light  or  candle,  due  to  the  necessarily  somewhat  varying 
distance  of  the  carbon  points  from  each  other,  upon  which  the 
length  of  the  luminous  arc  depends.  In  order  to  work  a  number 
of  lights  upon  different  branches  of  the  same  current,  it  is  necessary 
to  furnish  each  branch  with  a  regulator  so  contrived  that  an 
increase  of  current  corresponding  to  too  near  an  approach  of  the 
carbon  points  will  produce  automatically  an  increased  resistance 
in  that  branch  circuit,  whereas  an  accidental  increase  in  the 
distance  between  the  carbon  points  of  any  lamp  will  cause  the 
regulator  to  reduce  the  extraneous  resistance  of  the  circuit  to  a 
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minimum.    Such  a  mode  of  regnlatinp:  currents  was  present  in 
my  mind  when,  in  addressing  the  Iron  and  Steel  Institute  in 
March,  1877,  I  ventured  to  express  my  conviction  that  natural 
forces,  such  as  represented  by  large  waterfalls,  could  be  utilised 
for  the  production  of  motive  power  and  electric  light,  in  towns  at 
a  distance  of  even  30  miles  from  such  source,  by  means  of  a  large 
electric  conductor.    This  suggestion  gave  rise  to  a  good  deal  of 
discussion  and  criticism,  especially  in  the  United  States  ;  but  I 
replied  to  some  of  these  criticisms  in  delivering  one  of  the  Science 
Lectures  at  Glasgow  in  March  last,  having  already  referred  to  the 
matter  in  a  discussion  that  was  held  before  the  Institution  of  Civil 
Engineers  on  the  29th  of  January  last.    Having  in  the  meantime 
perfected  the  regulator,  I  showed  it  in  operation  at  the  soiree  of 
the  Royal  Society  on  the  19th  of  June,  and  have  only  been  waiting 
to  get  experimental  data  complete,  in  order  to  bring  the  whole 
subject  before  one  of  the  scientific  bodies.    The  arrangement  may 
be  said  to  consist  simply  of  a  thin  strip  of  copper  or  silver,  say 
6  inches  long  and  half  an  inch  broad,  stretched  horizontally 
between  two  supports,  with  a  weight  or  spring  exerting  a  certain 
pressure  in  the  middle.    The  branch  circuit  to  be  regulated  is 
passed  through  this  strip  of  metal,  which  is  thereby  heated  to  a 
certain  moderate  extent,  depending  upon  the  amount  of  current 
passing,  and  upon  the  rate  of  radiation  of  the  heat  produced  in 
the  strip  to  surrounding  objects.    Suppose  that  when  the  normal 
condition  of  things  obtains,  the  strip  of  metal  is  maintained  at 
the  temperature  of,  say,  100*  Fahr.,  and  suppose  that  by  an  acci- 
dental approach  of  the  carbons  of  a  lamp,  the  resistance  of  the 
circuit  is  suddenly  decreased,  an  almost  instantaneous  increase  of 
temperature  of  the  thin  strip  will  ensue,  which  will  cause  it  to 
elongate  slightly,  and  allow  the  weight  resting  in  the  middle  to 
descend,  which  in  its  turn  causes  an  increase  in  the  resistance  of  - 
a  small  rheostat,  through  which  the  branch  current  in  question 
has  to  flow. 

It  will  thus  be  seen  that  it  is  not  so  much  the  novelty  of  the 
announcement  made  by  Mr.  Edison,  as  the  manner  in  which  it 
has  been  conveyed  to  us  that  has  alarmed  a  portion  of  the  British 
public,  and  I  hold  that  such  startling  announcements  as  these 
should  be  deprecated,  as  being  unworthy  of  science  and  mischievous 
to  its  true  progress. 
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Although  I  am  strongly  of  opinion  that  electricity  will  gradu- 
ally replace  gas  in  many  of  its  most  important  applications,  as 
being  both  cheaper  and  more  brilliant,  I  still  hold  the  opinion, 
quoted  by  Mr.  Northover  in  his  letter  to  you  of  yesterday,  that  its 
application  will  be  limited,  at  least  during  our  generation,  to  such 
larger  purposes  ad^  the  lighting  of  our  coasts,  to  naval  and  military 
signalling,  to  harbours,  quays,  warehouses  and  public  buildings, 
including  perhaps  picture  galleries  and  drawing  rooms,  where  the 
objections  to  gas  are  already  felt  to  the  extent  of  banishing  that 
means  of  lighting  to  the  passages,  offices  and  bed-rooms.  I  am, 
however,  of  opinion  that  a  revolution  even  to  the  extent  indicated, 
must  be  the  work  of  time,  and  that  while  gas  will  undoubtedly  in 
due  course  be  supplanted  by  its  more  brilliant  rival  for  the  pur- 
poses just  indicated,  the  consumption  of  gas  will  be  maintained  by 
the  increasing  area  of  application  resulting  from  increase  of  towns, 
and  by  additional  applications  for  cooking  and  for  heating  pur- 
poses, for  which  gas  will  supplant  the  use  of  solid  fuel,  and  thus 
confer  a  new  benefit  upon  mankind  by  doing  away  with  the 
nuisance  of  smoke  and  ashes.  If  gas  companies  only  rightly 
understood  their  interests,  they  would  themselves  take  up  electric 
lighting  for  those  purposes  for  which  it  has  the  decided  preference, 
and  at  the  same  time  promote  the  application  of  gas  for  heating, 
in  doing  which  they  would  clearly  increase  their  business  as  light- 
ing companies,  while  benefiting  the  public  by  providing  them  with 
the  very  best  sources  of  heat  and  light. 

I  am,  Sir,  your  obedient  servant, 

C.  William  Siemens. 

12,  QusiN  AvNB*8  Gate,  Wbstmiksitkr,  Oct.  11, 1878. 


To  THE  Editor  of  "The  TiMEa 


»» 


Sir,— A  letter  in  The  Times  of  this  day's  date  by  Captain  J.  T. 
Bucknill,  R.E.,  points  out  certain  objections  to  the  mode  of  electric 
street-lightmg  suggested  by  me,  and  affords  me  an  opportunity, 
with  your  kind  permission,  of  explaining  my  views  on  this  subject 
rather  more  fully  than  I  have  had  occasion  to  do  hitherto. 
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Captain  Bucknill  points  out  very  forcibly  that  in  the  experi- 
ments carried  out  last  3pring  at  the  South  Forelands  by  Professor 
Tyndall  and  Mr.  Douglass,  for  the  Trinity  House,  great  loss  of 
illuminative  effect  was  observed  to  result  from  an  increase  of 
electrical  resistance  of  the  metallic  conductor  through  which  the 
current  is  communicated  to  the  lamp  from  the.  dynamo-electrical 
machine.  This  loss  was  relatively  greater  in  the  case  of  the 
Siemens  than  in  that  of  the  Gramme  machine,  for  the  simple 
reason  that  the  former  machine  had  been  constructed  with  little 
resistance  in  its  own  coils,  the  intention  having  been  to  produce 
quantity  rather  than  intensity  of  effects.  Electricians  will  readily 
follow  me  when  I  say  that  the  internal  resistance  of  the  dynamo 
machine,  or  the  size,  thickness,  and  length  of  the  insulated  wire 
employed  in  its  construction,  should  always  be  made  proportionate 
to  the  external  resistance,  comprising  the  lamp  and  its  leading 
wires,  in  order  to  obtain  a  maximum  effect.  It  would  be  as  wrong 
and  wasteful  to  employ  a  dynamo  machine  of  considerable  internal 
resistance  to  work  through  a  circuit  of  little  resistance  as  it  is  to 
attempt  a  greater  external  resistance  with  a  machine  of  little 
internal  resistance,  such,  for  instance,  as  would  be  suitable  for 
effecting  metallic  precipitation. 

As  an  example  of  producing  electric  light  at  a  considerable  distance 
I  may  here  mention  the  interesting  application  by  Sir  William 
Armstrong,  who  lights  his  library  at  Craigside  successfully  with  a 
current  produced  by  a  waterfall  1500  yards  distant.  A  Siemens 
dynamo-machine  of  the  smallest  type  is  employed  to  generate  the 
current,  and  this  is  conveyed  to  the  lamp  and  back  again  to  the 
machine  by  a  copper  wire  of  three-tenths  of  an  inch  diameter, 
suspended  at  intervals  from  iron  posts,  and  representing  a  resist- 
ance of  1\  units  or  Ohms.  If  a  waterpipe  or  the  metals  of  a 
railway  or  tramway  could  have  been  pressed  into  service  for 
the  return  of  the  current,  one-half  of  the  line-resistance  might 
have  been  saved,  or  the  distance  of  the  light  from  the  source 
might  have  been  increased  to  nearly  3000  yards.  This  would, 
therefore,  be  the  limit  of  distance  to  which  the  light  might  be 
carried  in  a  town,  where  the  water  and  gas  pipes  constitute  a 
perfect  return  wire  for  any  number  of  electric  circuits. 

Sir  William  Armstrong  now  intends  to  put  up  a  medium-sized 
dynamo-raachme  at  the  source  of  water  power,  and  to  utilise  the 
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smaller  machine  as  a  motor  for  working  the  lathes  and  other  tools 
at  his  experimental  workshop  daring  the  daytime,  while  re- 
serving the  faculty  of  lighting  his  principal  apartments  in  the 
evening. 

This  practical  illustration  of  the  power  of  the  electrical  con- 
ductor serves  to  show  the  possibility  of  application  upon  a  large 
scale  such  as  I  have  ventured  to  suggest.  A  true  comparison 
between  the  cost  of  the  electric  current  and  its  rival,  gas,  cannot 
be  instituted  until  central  motor  stations  are  established  in  populous 
districts,  where  steam  may  be  produced  at  the  cheap  rate  of  2\  lbs.  of 
coal  per  horse-power  per  hour,  and  whence  radial  conductors  may 
supply  the  neighbourhood  within,  say,  a  mile  radius,  with  both 
light  and  also  with  mechanical  power  for  minor  industrial  pur- 
poses. The  realisation  of  such  a  system  involves  the  means  of 
subdividing  the  electric  current  to  a  certain  extent,  a  problem  which 
offers  no  insuperable  difficulties  when  continuous  currents  are 
used  instead  of  the  reversing  currents  which  have  hitherto  been 
mostly  resorted  to  for  street  lighting. 

I  do  not  quite  follow  Captain  Bucknill  in  his  argument  that  my 
plan  of  street  illumination  (by  means  of  comparatively  powerful 
lights  placed  100  yards  apart  at  a  considerable  height  under 
metallic  reflectors)  involved  comparatively  long  metallic  conduc- 
tors, which  must  result  in  loss  of  effect,  for  the  mere  raising  of  the 
light  does  not  constitute  a  material  increase  in  the  length  of  the 
conductor,  whereas  it  is  well  known  that  working  with  reversed 
currents,  and  the  shading  of  the  electric  light  when  placed  in  the 
line  of  ordinary  vision  by  semi-transparent  glass  globes  cut  off 
between  60  and  70  per  cent,  of  the  effect.    It  is,  moreover,  well 
known  that  in  order  to  produce  the  electric  light  cheaply  it  should 
be  effected  in  as  concentrated  a  form  as  possible,  the  reason  being 
that  the  light  increases  in  the  square  ratio  of  the  current  pro- 
ducing it.    The  same  reasoning  points  to  the  &ct  that  extreme 
subdivision  of  the  light  for  domestic  purposes  must  be  attended 
with  great  loss  of  effect,  which  loss  is  vastly  increased  if  it 
is  attempted  to  dispense  with  the  electric  arc  and  subdivide  the 
mere  glow  of  a  wire  of  platinum  or  iridium  or  of  a  stick  of  carbon 
traversed  by  the  current. 

We  have  to  be  careful  not  to  attempt  to  purchase  our  practical 
results  at  the  expense  of  principles  in  nature  which  will  soon 
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reassert  themselves  at  a  time  of  eulightened  competition  like  the 
present. 

I  am,  Sir,  your  obedient  servant, 

C.  William  Siemens. 

12,  QtTBEN  Akne's  Gate,  S.W.,  Dee.  12, 1878. 


STEEL     FOR     WAR     PURPOSES. 
To  THE  Editor  op  "The  Times." 

Sir, — ^Although  I  have  followed  the  discussion  that  has  recently 
appeared  in  the  columns  of  The  Times,  and  in  which  General 
Younghusband,  Sir  J.  H.  Lefroy,  Mr.  Krupp,  and  Mr.  Bessemer 
have  taken  part,  having  reference  to  my  lecture  before  the  Royal 
United  Service  Institution  on  the  above  subject,  I  have  hitherto 
abstained  from  taking  part  in  the  controversy,  and  should  much 
have  preferred  to  maintain  this  reserve  if  that  discussion  had  not 
somewhat  drifted  away  from  the  facts. 

In  my  lecture,  and  upon  all  previous  occasions  of  discussing  the 
history  of  modem  steel  manufacture,  I  have  spoken  with  the 
greatest  admiration  of  the  Bessemer  process,  the  achievement  of 
which  marks  an  epoch  in  the  metal  industry  of  the  world ;  but 
simultaneously  with  the  Bessemer  process  another  process  has 
grown  up  by  my  labours  and  has  attained  a  position  of  its  own  as 
regards  the  production  of  certain  kinds  of  steel — notably  of  those 
mild  steels  of  uniform  quality  which  are  more  particularly  applic- 
able for  war  purposes.  According  to  published  statistics  for  1877 
the  total  quantity  of  steel  manufactured  by  this,  the  open-hearth 
process,  was  during  that  year  275,000  tons,  and  its  use  has  since 
that  time  considerably  increased,  notwithstanding  the  present 
extreme  depression  in  trade. 

I  have  no  desire  to  question  or  limit  the  ultimate  capability  of 
the  Bessemer  process  as  regards  high  and  uniform  qualities  of 
steel ;  but  Mr.  Bessemer's  remarks  in  his  letter  of  to-day  would 
lead  the  reader  to  infer  that  the  steel  for  war  purposes  actually 
furnished  by  Sir  Joseph  Whitworth,  by  Krupp  of  Essen,  and  by 

VOL.  in.  Q 
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the  Creusot  and  Terrenoire  Works  was  produced  by  the  Bessemer 
process,  which  is  an  inference  that  would  be  simply  inconsistent 
with  the  fact  that  the  process  with  which  my  name  is  connected  is 
employed  for  these  purposes  by  the  very  works  specially  mentioned 
by  Mr.  Bessemer.  With  regMxi  to  Mr.  Krupp's  works,  all  I  know 
is  that  he  uses  my  process  very  largely,  although  it  is  commonly 
reported  that  in  casting  his  ordnance  he  still  employs  the  crucible. 
Sir  Joseph  Whitworth,  in  working  out  his  remarkable  system  of 
compressing  steel  in  the  fluid  state,  by  means  of  which  he  has 
obtained  unequalled  results  as  regards  the  combined  qualities  of 
strength,  toughness,  and  uniformity  of  material,  tried,  it  is  true, 
in  the  first  instance,  both  steel  made  in  crucibles  and  in  the 
Bessemer  converter  ;  but,  as  a  matter  of  fact,  it  should  be  stated 
that  during  the  last  three  or  four  years  he  has  used  no  other  than 
open-hearth  steel,  and  has  lately  erected  extensive  plant  in  accord- 
ance with  my  designs. 

In  your  Money  Article  of  to-day  you  again  refer  to  an  interest- 
ing trial  recently  made  by  Messrs.  Bolckow,  Vaughan  and  Co.,  of 
Middlesborough,  who  appear  to  have  succeeded  in  producing 
Bessemer  metal  from  Cleveland  pig  in  adapting  to  their  Bessemer 
converter  Mr.  Thomas's  lime  lining.  The  success  of  this  process 
will  depend  upon  the  question  whether  such  a  lining  can  be  made 
to  stand  in  practical  working  and  upon  the  percentage  of  phos- 
phorus that  can  be  removed  through  the  action  of  such  basic 
lining  ;  but  I  confess  that  my  own  efforts  in  1868  to  adapt  a  basic 
lining  of  alumina,  magnesia,  or  lime  to  the  metal  chamber  of  my 
furnace  proved  unavailing.  One  great  difficulty  I  encountered 
with  these  linings  was  that  when  defective  they  could  not  be 
mended  at  the  end  of  an  operation  by  the  introduction  of  addi- 
tional quantities  of  the  same  material,  which  in  the  case  of  a  silica 
lining,  combine  readily  with  the  old  material  under  the  influence 
of  intense  heat.  The  mere  fact  of  producing  steel  from  Cleveland 
material  is,  however,  no  novelty,  and  has  been  practised  to  some 
extent  by  the  use  of  the  open-hearth  process ;  large  contracts 
having  for  some  years  been  carried  out  for  converting  old  iron 
rails  into  steel  rails  by  some  of  my  licensees. 

I  am,  sir,  your  obedient  servant, 

C.  William  Siemens. 

12,  QuKEK  Aiwb's  Gate,  S.W.,  March  19,  1879. 
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To  THE  Editor  of  "The  Times." 

Sm, — Since  writing  my  letter  to  you  under  the  above  heading 

yesterday  I  have  been  informed  that  Sir  Joseph  Whitworth  and 

Co.  still  continue  the  use  of  pots  in  melting  steel  for  tools  and 

other  particular  purposes,  and  I  shall  feel  obliged  if  you  will  give 

a  place  for  this  correction  of  my  previous  statement  in  your  next 

impression. 

I  am,  sir,  your  obedient  seiTant, 

C.  William  Siemens. 

12,  QoKKN  Anvk's  Gate,  Wbstmivstsr,  S.W.,  March  20,  1879. 


EEMAEKS 

Of  C.  W.  Siemens,  D.C.L.,  F.R.S., 

On  quitting  the  Chair  of  the  Iron  and  Steel  Institute. 

The  President  ♦  (Dr.  Siemens),  in  acknowledging  the  vote  of 
thanks  to  the  President  and  Council  for  their  services  during  the 
past  year,  said  he  wished  to  make  a  few  parting  remarks  before 
leaving  the  chair  and  handing  into  it  his  successor — a  gentleman 
who  was  so  well  known  to  them  that  he  need  not  say  a  word  in 
bis  commendation.  What  concerned  him  (Dr.  Siemens)  more 
immediately  was  to  give,  in  a  few  words,  an  account  of  his 
stewardship  during  the  last  two  years.  Those  two  years  had  been 
years  of  singular  difficulty,  not  only  to  the  iron  trade  generally, 
but  to  the  Institute  as  well.  When  he  first  took  the  chair  they 
had  lost  their  Foreign  Secretary,  and  immediately  after  he  had 
assumed  office  they  also  lost  their  General  Secretary — ^a  gentleman 
who  had  been  at  the  foundation  of  the  Society,  and  who  seemed  to 
be  an  integral  and  inseparable  part  of  it.  This  conjunction  of 
unfortunate  circumstances  rendered  the  management  of  the  affairs 
of  the  Institute  a  matter  of  greater  difficulty  to  those  who  remained 

*  Excerpt  Journal  of  the  Iron  and  Steel  Institute,  1879,  pp.  5-7. 
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behind  ;  and  he  thought  that  the  Institute  had  proved  its  vitality 
in  having  passed  through  such  a  crisis  without  suffering  in  any 
way,  and  he  might  now  boldly  assert  that  during  the  last  two  years 
its  prosperity  and  influence  had  been  steadily  increasing.  At  the 
time  when,  two  years  ago,  he  assumed  the  office  of  President,  the 
number  of  members  appearing  on  their  books  was  946,  and  at 
that  moment  the  number  did  not  exceed  941.  It  seemed  thus  to 
follow  that  the  Institute  had  been  going  back  as  far  as  numbers 
were  concerned  ;  but  it  must  be  remembered  that  two  years  ago 
their  list  of  members  was  not  in  a  very  satisfectory  condition. 
Names  had  been  continued  on  the  list  which  ought  to  have  been 
erased.  Gentlemen  had  been  elected  almost  without  having  been 
sufficiently  consulted,  and  had  utterly  neglected  to  pay  their 
subscriptions  or  to  attend  to  the  business  of  the  Institute.  The 
Council  thought  that  the  time  had  arrived  when  such  names 
should  be  withdrawn  from  the  register,  and  a  considerable  number 
of  names  had  been  accordingly  removed.  That  number  had 
been  since  recovered  to  within  five,  and  they  had  that  day 
candidates  on  their  register  (including  the  newly  elected  members) 
amounting  to  fifty,  so  that,  if  all  the  gentlemen  were  elected 
whose  names  had  been  passed  by  the  Council,  their  number  would 
come  up  to  998,  or  within  two  of  a  thousand.  It  was  a  notable 
fact  that  the  Society  had  existed  exactly  ten  years,  and  at  the  end 
of  that  time  it  counted  1,000  members,  thus  showing  ten  years  of 
continued  advance  and  prosperity.  As  regarded  the  papers  read 
during  the  last  two  years,  he  should  not  enlarge  upon  their  merits, 
but  it  was  well  known  that  they  had  been  of  a  very  interesting 
character.  Twenty-four  papers  in  all  had  been  read,  and  that  day 
there  were  presented  to  them  eleven  additional  papers  of  more 
than  average  interest.  They  had  especially  two  subjects  to  discuss 
which  were  of  paramount  interest  to  every  one  concerned  with 
steel — namely  its  production,  and  its  application.  Therefore  he 
might  say  that  the  Institute  had  a  large  balance  at  its  bankers  ; 
not  its  bankers  in  the  ordinary  sense  of  the  word,  but  its 
intellectual  bankers,  in  the  shape  of  papers  to  be  discussed.  The 
two  general  autumn  meetings  which  had  occurred  during  his 
tenure  of  office  had  also  been  of  considerable  interest.  At  the 
Newcastle  meeting  the  attendance  had,  perhaps,  been  the  largest  on 
record,  and  the  meeting  at  Paris  was  one  of  great  interest  to  all 


S/R    WILLIAM   SIEMENS,    F.R.S.  229 

those  who  avaQed  themselves  of  the  invitation  received  from  that 
city.  They  had  had  associated  with  them  the  leading  scientific 
men  and  metallurgists  of  France,  and  they  had  been  invited  to 
visit  its  most  important  works,  and  had  been  shewn  an  amount  of 
cordial  hospitality  such  as  they  could  not  soon  forget.  (Hear, 
hear.)  He  had,  therefore,  great  satisfaction  in  resigning  his  office 
that  day,  and  in  saying  that,  at  any  rate,  the  Institute  had  not 
suffered  during  the  time  he  had  held  the  honourable  position  of 
President.  (Hear,  hear.)  He  owed  this  to  those  who  had 
supported  him  more  than  to  his  own  individual  efforts,  although 
those  efforts,  whatever  their  shortcomings,  had  been  most  cordially 
given.  The  President-elect  was  a  gentleman  who  was  well  known 
to  them  for  his  great  practical  knowledge.  He  had  been  one  of 
those  who  had  founded  the  prosperity  of  the  great  Cleveland  iron 
district.  But  although  some  years  ago  he  professed  chiefly  that 
kind  of  knowledge  which  they  called  practical — the  knowledge 
obtained  by  observation — a  remarkable  change,  he  noticed,  had  of 
late  come  over  him.  He  (the  President-elect),  now  spoke  of  a 
hundredth  per  cent,  of  phosphorus  and  carbon  in  steel,  as  though 
he  had  just  emerged  from  the  laboratory  of  the  School  of  Mines, 
and  he  had  proved  in  his  own  person  the  great  importance  of  the 
change  wrought  in  the  opinions  of  practical  metallurgLsts  through 
the  operations  of  the  Iron  and  Steel  Institute.  After  all  there 
was  no  essential  difference  between  knowledge  obtained  by  observa- 
tion and  knowledge  obtained  through  study,  and  it  seemed  absurd 
for  one  man  to  say  "  I  prefer  one  method  of  obtaining  knowledge," 
and  for  another  to  say  "  I  prefer  knowledge  obtained  in  another 
way."  It  was  only  the  conjunction  of  study  and  observation  that 
constituted  perfect  knowledge,  or  such  knowledge  as  was  productive 
of  useful  results.  It  was  for  the  extension  of  such  knowledge  that 
the  Institute  existed,  and  for  such  knowledge  it  had  done  good 
service.  He  had  great  pleasure  in  introducing  into  the  chair  his 
successor,  their  President-elect,  Mr.  Williams.    (Cheers.) 
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ON   TECHNICAL    EDUCATION .♦ 

An  Address  delivered  at  the  Distribution  of  Prizes,  Ac,  to  Students 
of  the  Belgrave  Mechanics'  Institute,  Tunbridge  Wells, 

on  the  dth  December,  1879, 

By  C.  William  Siemens,  F.R.S. 

Dr.  Siemens,  having  expressed  the  great  pleasure  it  had  afforded 
him  to  distribute  the  prizes,  said  that  when  their  chairman  told 
them  he  (Dr.  Siemens)  would  deliver  an  interesting  and  instructive 
address  on  the  arts  and  sciences,  he  reckoned  rather  without  his 
host. 

He  had  not  attended  that  evening  to  enlighten  them,  but  had 
come  amongst  them  on  account  of  the  deep  interest  he  felt  in  the 
development  of  science  and  art.  It  was  with  a  view  of  show- 
ing the  sympathy  he  felt  with  them  in  their  doings  there  that  he 
responded  to  the  invitation  to  attend  and  distribute  the  prizes. 

He  must  congratulate  first  of  all  the  managers  of  that  school 
of  science  and  art  on  the  very  excellent  results  which  had  been 
laid  before  them  that  evening,  and  next  the  managers  who 
directed  the  classes  and  organisations  of  an  institution  like 
this,  the  teachers  deserved  praise  for  the  assiduity  and  zeal  they 
had  displayed  in  bringing  their  students  forward  to  such  a  point 
as  to  come  out  in  the  general  competition  with  such  excellent 
results.  And  while  it  was  most  gratifying  to  the  management, 
they  must  not  leave  out  their  very  zealous  and  excellent  secretary 
(Mr.  SkiUen),  who  deserved  a  considerable  amount  of  praise. 

But  really  congratulation  was  deserved  most  by  those  students 
who  had  t^en  the  prizes.  It  must  not  only  be  a  gratifica- 
tion— a  very  great  gratification — to  them  to  feel  they  had  done 
their  duty,  and  had  given  proof  that  they  really  had  striven  for 
good  results,  but  he  would  congratulate  them  chiefly  on  account 
of  the  solid  nature  of  the  information  which  they  had  attained, 
and  which  was  capital  for  them    to    start    life  with — capital 

*  Excerpt  '*  Kent  and  Sussex  Courier,'*  Wednesday,  December  10,  1879. 
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which  was  better  than  any  other  that  could  be  handed  down  to 
them — a  capital  that  would  ever  increase  and  always  produce 
good  fruits. 

Science  and  art  schools  had  in  recent  years  been  greatly 
developed,  and  one  would  think  that  development  was  most 
natural  in  the  great  centres  of  industry  such  as  Manchester, 
Birmingham,  Liverpool,  and  such  like  places.  But  it  was  most 
gratifying  to  find  in  a  secluded  town  like  Tunbridge  Wells,  where 
manufacture  was  not  carried  on  in  such  a  prominent  manner  as  in 
the  great  towns  he  had  mentioned,  that  the  work  of  instruction 
in  science  and  art  went  on  steadily,  showed  year  by  year  better 
results,  and  brought  forth  fruit.  When  he  spoke  of  fruits  he 
did  not  mean  pounds,  shillings,  and  pence  only,  but  fruits  which 
would  be  more  permanent  than  that. 

The  time  was,  indeed,  when  this  county  of  Kent  was  an 
industrial  centre,  and  when  the  iron  smelting  of  the  country  was 
done  chiefly  in  Kent  and  the  neighbouring  county  of  Sussex. 
How  little  industry  was  thought  of  300  years  ago  might  be 
gathered  from  the  fact  that  in  Queen  Elizabeth's  time  an  Act 
was  passed  for  the  purpose  of  putting  down  iro^  smelting  in  this 
county,  inasmuch  as  it  was  regarded  simply  as  a  nuisance,  as  it 
used  up  a  great  deal  of  timber  from  the  forests,  and  interfered 
consequently  with  deer  hunting,  which  was  then  one  of  the  great 
national  pastimes. 

The  consequence  of  that  Act  was  that  iron  smelting  lingered 
and  lingered  till  two  centuries  later,  when  Dudley,  a  plain 
common  sense  man,  conceived  the  idea  of  smelting  iron  by 
means  of  stone  coal,  as  it  was  then  called,  instead  of  wood.  He 
put  the  coal  into  an  oven,  and  burnt  it  into  coke,  with  which 
he  smelted  the  iron,  and  found  that  it  performed  the  operation 
just  as  well  as  charcoaL  This  laid  the  foundation  of  that  mighty 
industry  of  this  country,  which  was  now  one  of  the  chief  sources 
of  our  national  wealth. 

It  was  not,  however,  till  little  more  than  a  century  ago  that  a 
mighty  impulse  was  given  to  another  great  industry  in  Lancashire 
by  Compton  and  Arkwright,  who  first  developed  mechanical  cotton 
spinning.  Now,  instead  of  a  million  persons  using  spinning 
wheels,  there  was  one  machine  in  Manchester  which  would  perform 
an  equal  amount  of  work. 
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This  gave  rise  to  another  mighty  impulse,  which  teuded  to 
make  this  comitry  the  workshop  of  the  worid.  It  was  pro- 
bably the  greatest  of  all  the  mighty  impulses  to  which  he  could 
allude.  He  alluded  to  what  was  done  by  Newcomen,  also  a 
man  of  this  neighbourhood,  and  after  him  came  Watt,  who 
completed  the  steam  engine,  which  revolutionised  the  whole 
civilised  worid. 

To  the  three  great  inventions  already  mentioned,  might  be 
added  that  by  Cort,  of  converting  cast  iron  into  wrought  iron 
by  the  quick  process  of  puddling  and  rolling  instead  of  by  the 
slow  process  of  flushing  fires  and  hanmiei's.  This  produced  an 
outlet  and  gi'eat  development  to  the  system  introduced  by 
Dudley. 

It  was  through  these  inventions  that  England  became  the 
greatest  industrial  producing  country  of  the  world  ;  but  another 
race  of  men  were  required  to  give  application  to  these  great  dis- 
coveries. These  were  Fletcher  and  Bell,  who  first  placed  a  steam 
engine  on  a  ship  and  propelled  that  ship  over  the  ocean  to  all  parts 
of  the  world  ;  and  next  came  a  man  whose  name  would  be  known 
to  the  end  of  the.  world — George  Stephenson,  a  colliery  workman — 
who  saw  that  this  steam  engine  could  be  put  on  wheels,  and  carry 
loads  on  wheels  from  one  end  of  the  country  to  the  other.  These 
were  the  two  inventions  which  had  given  us  the  steam  engine  in  a 
practical  form,  and  had  so  developed  it  that  it  passed  goods  and 
passengers  from  place  to  place  in  much  less  time  and  with  much 
less  expenditure  of  labour  and  money  than  could  be  done  under 
the  systems  previously  in  vogue. 

Now  it  might  be  said  that  the  men  he  had  mentioned  were  none 
of  them  scientific  men,  that  they  were  men  who  had  risen  from 
the  ranks,  who  by  their  indomitable  perseverance,  their  genius,  and 
their  self -tuition  had  accomplished  these  extraordinary  results,  and 
it  might  be  asked  why  should  we  then  trouble  ourselves  much  about 
technical  education  when,  without  it,  such  results  had  been  pro- 
duced ;  and  it  might  be  said  that  surely  without  it  we  might  go  on 
prospering  and  keep  our  foremost  position  among  nations.  Such 
arguments  would  be  very  fallacious.  A  man  of  genius  made  his  way 
in  whatever  position  he  might  be  placed,  and  the  very  diflSculties  he 
had  to  encounter  in  early  life  were  the  hard  discipline  and  educa- 
tion of  mind,  which  enabled  him  to  battle  with  and  conquer  the 
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still  greater  difficulties  which  crossed  his  path  later  on  in  life. 
He  did  not  think  he  need  farther  combat  the  arguments  he  had 
referred  to. 

What  the  great  men  he  had  mentioned  had  produced  in  the 
shape  of  steam  engines,  railways,  steam  navigation,  surely  these 
inventions  and  the  various  works  for  the  production  of  iron, 
c6tton,  fabrics,  and  so  on,  all  require  intelligent  supervision,  and 
such  intelligent  supervision  could  not  be  given  by  those  who 
were  ignorant,  but  by  persons  who  must  have  knowledge  of  the 
processes  which  were  being  canned  on.  If  the  persons  in  charge 
had  not  the  necessary  knowledge,  the  comfort,  happiness,  and 
even  the  lives  of  Her  Majesty's  liege  subjects  would  be  sacrificed 
in  various  ways.  It  would  not  therefore  be  safe  for  them  to  trust 
themselves,  their  lives,  convenience  and  comfort  to  illiterate 
persons — to  persons  without  knowledge  of  the  processes  they  had 
to  superintend  and  direct.  It  was  there  where  technical  education 
became  a  necessity. 

He  woald  go  even  further,  and  say  that  this  education  had 
been  for  some  length  of  time  neglected  in  this  country.  We  had 
been  content  with  our  position,  and  had  rather  allowed  things  to 
go  on  as  they  were,  until  we  saw  on  the  other  side  of  the  channel 
that  the  nations  of  the  continent  had  established  schools  for 
higher  and  lower  education,  and  had  by  that  means  produced 
classes  of  men  eminently  qualified  for  superintending  their  rail- 
ways, their  telegraphs,  and  other  works,  and  by  dint  of  that 
intelligence  and  information,  they  had  been  able  to  raise  up  a  very 
powerful  competition. 

It  would  be  wrong  to  suppose  that  the  natural  wealth  of 
coal,  iron,  and  such  other  products  were  confined  to  this  island. 
Nothing  of  the  sort.  In  other  countries  there  were  vast  deposits 
of  these  minerals.  In  the  United  States  there  were  deposits  of 
coal,  perhaps  ten  times  more  important  in  volume  than  ours,  and 
the  ironstone  was  infinitely  more  important  also.  Therefore  the 
race  of  competition  had  truly  set  in  between  nation  and  nation, 
and  it  was  a  competition  and  warfare  that  redounded  to  the  honour 
and  profit  of  all  parties  concerned^  and  for  one  he  hoped  the  time 
was  not  far  distant  when  civilised  nations  would  confine  their  war- 
fare to  the  production  of  means  for  the  comfort  and  development 
of  the  human  species,  instead  of  excelling  one  another  in  the  thick- 
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ness  of  their  armour-plates  and  the  perfection  of  their  engines  for 
the  destruction  of  one  another. 

These  institutions,  therefore,  for  the  spread  of  science  and  art 
education  had  become  an  absolute  necessity,  and  having  been 
once  taken  up  in  this  country,  not  under  the  absolute  super- 
intendence of  the  Government,  but  by  the  aid  of  the  Government, 
with  a  certain  amount  of  supervision  they  were  sure  to  lead  to 
greater  results  than  if  they  had  simply  followed  the  lead  of  some 
continental  nations  who  looked  to  their  governments  only  for  the 
establishment  of  such  schools. 

There  was  one  point  which  he  might  perhaps  be  allowed  to 
call  attention  to,  and  that  was  the  education  of  the  schoolmasters 
themselves.  No  doubt  there  were  many  excellent  schoolmasters 
busy  now  in  the  different  schools  of  art  and  science,  but  he 
thought  that  something  would  have  to  be  done  to  produce 
teachers  of  really  high  eflBiciency  in  greater  numbers.  It  was 
there  that  the  shoe  pinched  at  the  present  time.  It  was  one 
thing  to  know  a  subject  sufficiently  well  to  pass  an  examination 
in  it,  but  it  was  quite  another  thing  to  be  able  to  teach  that  art 
or  science  to  others.  In  order  to  do  so,  teachers  must  not  only 
know  absolutely  what  they  taught,  but  they  must  know  also  what 
relation  there  was  between  that  branch  of  science  and  other 
sciences.  A  teacher  must  in  fact  be  a  man  of  general  education. 
There  was,  he  thought,  still  much  room  for  improvement  in  this 
respect. 

The  first  prizes  he  had  to  present  were  given  to  young 
ladies — and  these  were,  he  thought,  the  very  best  prizes  of  all, 
seeing  that  they  were  gained  in  a  national  competition  in  London. 
They  were  art  prizes,  but  they  knew  also  that  young  ladies  had 
taken  prizes  for  electricity  and  magnetism,  and  other  branches  of 
science  which  showed  how  capable  they  were  of  grappling  with 
science  as  well  as  art.  The  interest  that  ladies  took  in  the  present 
day  in  all  branches  of  education  was  moreover  shown  by  the  fact 
that  the  school  board  in  liondon  was  now  composed  of  two  thirds 
gentlemen  and  one  third  ladies.  This  showed  also  that  the  ladies 
were  perfectly  capable  of  discharging  many  duties  which  were 
confined  formerly  entirely  to  men. 

Referring  to  the  working  of  telegraphic  machines,  he  said  he 
believed  that  young  women  were  quicker  than  men  at  that  work, 
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and  he  thought  it  a  great  pity  that  the  Post  Office  authorities  at 
present  discourage  the  employment  of  young  ladies  in  the  telegraph 
service.  One  would  ahnost  think  from  the  number  of  students  in 
electricity  and  magnetism  that  the  art  of  attraction  was  peculiarly 
there.  He  did  not  think  this  was  so,  but  there  was  no  getting 
away  from  the  fact  that  the  telegraphic  art  was  a  sphere  in  which 
there  was  a  great  field  for  the  exercise  of  ability. 

We  were  now,  it  might  be  thought,  at  the  end  of  discovery ; 
we  had  steam  engines  and  gas  lighting  and  railways,  the  electric 
telegraph,  and  everything  except  flying.  He  did  not  believe  in 
our  ability  to  fly,  but  they  need  never  fear  that  they  were  coming 
to  the  end  of  discovery  and  invention. 

There  were  new  branches  of  science  coming  very  near  to  the 
surface  at  this  moment,  one  of  which,  personally,  he  took  a  great 
deal  of  interest  in,  and  which  was  attracting  a  good  deal  of 
attention,  and  that  was  lighting  by  electricity.  He  believed  that 
electricity  was  destined  not  only  to  become  the  most  powerful 
luminant  that  could  come  into  competition  with  gas  without  doing 
away  with  the  necessity  for  it,  but  electricity  was  also  destined  to 
perform  other  very  important  functions  for  us.  By  electricity  we 
could  convey  motive  power  trom  one  place  to  another,  with  the 
least  amount  of  loss,  and  the  greatest  amount  of  comfort,  and  so 
fully  convinced  was  he  of  the  applicability  of  electricity  for  that 
purpose  that  three  years  ago,  when  president  of  the  Iron  and  Steel 
Institute,  in  his  address  to  the  members,  he  gave  a  calculation  of 
the  power  which  was  lost  through  great  waterfalls  not  being 
utilised. 

Shortly  before  that  time  he  had  stood  under  the  falls  of 
Niagara,  and  after  his  first  feelings  of  astonishment  and  wonder 
at  the  greatness  of  the  falls,  he  went  into  a  calculation  as  to  the 
power  the  fall  of  water  there  really  represented.  He  was  astonished 
to  find  that  the  force  lost  at  this  one  place  was  equal  to  the  force 
of  all  the  coal  raised  throughout  the  world.  That  was  to  say  that 
if  the  whole  of  the  coal  raised  annually  throughout  the  world — 
260  million  tons — was  brought  to  the  place  and  consumed  in 
boilers  the  engines  which  all  the  boilers  would  work  would  be  just 
about  sufficient  to  raise  the  water  up  again.  They  would  see  that 
a  force  was  here  lost  that  was  equal  to  all  the  energy  we  laboriously 
took  from  the  mines  of  this  and  other  countries,  and  it  showed 
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that  even  if  our  coal  sapplies  came  to  an  end,  as  in  conrse  of  time 
they  would,  we  should  not  be  altogether  left  without  resources,  but 
should  be  able  to  utilise  those  numerous  forces  in  nature,  which 
we  now  hardly  looked  at,  but  which  in  time  would  perhaps  be  the 
mainstay  of  our  existence.  Of  course  with  such  a  change  there 
would  come  a  great  variety  of  new  arts  and  new  industries,  to 
employ  those  powers  in  this  and  that  direction,  and  there  would 
be  ever  new  fields  opening  out  for  the  exercise  of  their  intelli- 
gence, which  was  after  all  the  greatest  gift  they  had  received  from 
their  Creator. 

What  he  might  say  was  that  it  constituted  the  condition  of 
civilised  man.  No  doubt  we  had  a  moral  elevation  given  by 
religion,  art,  and  letters,  but  after  all  we  could  not  exist  without 
the  material  domination  of  the  world.  In  the  earliest  times 
man  lived  only  a  little  removed  from  the  natural  condition  of 
the  animal.  He,  however,  soon  gained  some  eflBciency,  such  as 
using  the  bow  and  arrow,  and  making  animals  subservient  to  him 
and  employing  them  for  draught  and  other  purposes.  Then  he 
tilled  the  ground,  grew  corn  and  similar  products,  and  step  by 
step  advanced  until  we  had  arrived  at  the  present  state  of  society, 
in  which  man  no  longer  was  made  to  do  the  drudgery  of  work 
which  devolved  on  him  formerly.  There  had  also  taken  place  a 
great  advance  of  mental  activity,  and  we  were,  he  contended,  on 
the  threshold  of  that  period  when  the  great  forces  of  nature  would 
be  more  fully  employed,  and  when  man  would  rise  to  the  position 
which  he  believed  we  were  destined  to  hold. 

He  thanked  them  for  the  patience  with  which  they  had  listened 
to  the  few  remarks  he  had  made,  and  before  sitting  down  he 
begged  again  to  congratulate  the  institution  on  the  sound  position 
it  seemed  to  be  in,  and  the  good  progress  everything  seemed  to 
have  made. 

A  vote  of  thanks  to  Dr.  Siemens  for  his  address  was  carried 
with  acclamation. 

Dr.  Siemens,  in  acknowledging  the  compliment  paid  him,  said 
he  thanked  them  very  much  for  the  kind  manner  in  which  the 
vote  of  thanks  had  been  proposed  and  seconded,  and  also  for  the 
kind  way  in  which  they  had  adopted  it.  He  was  a  comparative 
stranger  in  this  neighbourhood.    Bather  more  than  thirty  years 
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ago  he  came  to  this  country  a  stranger,  and  finding  there  was 
great  scope  for  activity  in  the  pursuits  he  so  much  loved  and 
liked,  he  made  this  country  his  home.  He  had  made  a  great 
many  dear  friends,  and  his  efforts  to  advance  applied  science  had 
always  been  so  cordially  accepted,  and  had  gained  him  so  many 
friends  amongst  all  classes  that  he  had  adopted  England  as  his 
country,  and  hoped  to  live  and  die  here.  He  had  secured  a  resi- 
dence for  the  summer  months  in  this  particular  neighbourhood, 
and  he  hoped,  as  his  work  in  the  active  pursuits  of  life  became 
more  and  more  accomplished  and  drew  to  a  close,  he  should  have 
more  leisure  to  spend  amongst  them.  It  was  a  particular  gratifi- 
cation to  him  to  be  present  amongst  them  that  evening,  and  to 
see  the  activity  which  was  going  on  in  the  development  of 
scientific  subjects,  and  also  in  the  pursuits  of  art.  He  could  not 
help  thinking  that  the  interest  shown  augured  well  for  the  future. 
Again  he  thanked  them  very  much  for  the  compliment  they  had 
paid  him. 


ELECTRICITY    AND    GAS. 

To  THE  Editor  of  "The  Times." 

Sm, — Mr.  W.  H.  Preece,  in  addressing  you  under  the  title  of 
"Electricity  in  Collieries"  on  the  28th  ult.,  points  out,  very 
properly  I  think,  that  the  employment  of  the  electric  light  would 
not  be  without  danger  in  coal  mines,  because  both  the  electric  arc 
and  an  accidental  spark  between  conductors  would  be  liable  to  fire 
a  gaseous  explosive  compound.  When  examined  before  the  Royal 
Commission  on  accidents  in  mines,  I  gave  evidence  to  this  effect 
suggesting  only  an  indirect  application  of  the  electric  light,  by 
which,  if  successful,  the  chance  of  accident  would  be  minimized.  I 
am  not  prepared  however  to  follow  Mr.  Preece  m  his  assertion  that 
electric  light  generally  and  under  ordinary  circumstances  is  an 
illuminant  dangerous  to  life  and  property  ;  his  statements  in  this 
respect  have  actually  caused  unnecessary  alarm  to  those  who  have 
trusted  electricity  for  the  illumination  of  public  buildings,    Mr. 
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Preece  says  that  *'  if  a  mere  crack  or  pinhole  were  to  occur  in  an 
insulating  coating  the  currents  would  escape  to  earth,  generating 
heat  and  producing  fire/'  emphasizing  this  statement  by  asserting 
that  it  is  not  a  chimerical  one,  but  the  result  of  practical  informa- 
tion of  his  own.    Now,  the  dynamo-electric  current  is  powerful  iB 
the  sense  of  doing  a  large  amount  of  work,  but  its  intensity  is  so 
moderate  that  it  is  only  by  rubbing  the  two  unprotected  conduc- 
tors against  one  another  that  vivid  sparks  are  produced.    The 
interposition  of  a  shaving  of  wood  or  other  inflammable  substance 
would  in  itself  supply  a  sufficient  insulating  separator  to  prevent 
the  spark,  and  I  challenge  Mr.  Preece,  notwithstanding  his  well- 
known  skill  as  an  experimenter,  to  the  production  of  an  igneous 
discharge  through  a  mere  pinhole  in  the  insulating  covering  of 
one  or  other  of  the  conductors.    In  practically  arranging  electric 
lights  for  public  buildings  the  insulated  conductors  are  entirely 
separate,  and  the  likelihood  of  danger  to  buildings  is  absolutely 
removed  by  the  precautions  taken.    Mr.  Preece's  reference  to  the 
unfortunate  musician  and  Russian  sailor  who  appear  to  have  been 
struck  dead  by  electric  discharges  while  assisting  to  put  up  electric 
lights,  is  somewhat  sensational.    They  must  have  been  predisposed 
to  succumb  to  an  electric  shock,  and  must  have  grasped  firmly  the 
two  unprotected  leading  wires  with  moist  hands  ;  for  I  and  many 
other  persons  have  frequently  touched  both  poles  of  a  powerful 
dynamo  machine  without  feeling  any  the  worse  for  it.    At  the 
same  time  there  are  dangers  connected  with  the  establishment  of 
this,  as  of  almost  any  apparatus  or  machinery,  which  do  not  in 
any  way  apply  to  the  user  not  set  upon  courting  danger.    Mr. 
Preece  also  charges  the  electric  light  with  being  cold  in  appear- 
ance, but  in  reality  "the  greatest  source  of  heat  which  science 
possesses.'*    Now,  I  quite  agree  with  him  in  this  latter  proposition, 
and  have,  indeed,  constructed  an  electric  furnace  for  fusing  highly 
refractory  materials ;  but  I  wish  to  guard  against  the  inference 
that  because  the  electric  arc  is  hot,  electric  light  must  necessarily 
heat  rooms  in  which  it  is  employed  to  anything  like  the  same 
extent  as  gas  or,  indeed,  any  other  illuminant.    The  following 
simple  calculation,  based  upon  actual  experiment,  will  show  what 
is  the  relative  heating  eflPect  of  the  two  sources  of  light  within  a 
room.    To  produce  4000  candle-power  by  electricity  requires  a 
current  of  84  Webers,  which  again  represents  180  heat  units  per 
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minute.  To  produce  the  same  amount  of  light  by  gas  takes 
200  Argand  burners^  consuming  16  cubic  feet  of  20-candle  gas 
per  minute,  which  consumption  represents  15,000  heat  units. 
Some  additional  heat  will  be  produced  in  the  electric  arc,  however, 
by  the  combustion  of  the  carbon  electrodes,  which  consumption 
amounts  to  6*3  grains  of  carbon  per  minute,  and  will  produce  in 
combustion  12'5  heat  units.  The  total  amount  of  heat  produced 
by  the  electric  arc  is,  therefore,  130  +  12*5  =  142'5  units  per 
minute,  or  rather  less  than  1  per  cent,  of  the  heat  developed  with 
the  same  amount  of  light  by  means  of  gas.  Gas  light  produces, 
moreover,  the  further  inconvenience  of  displacing  the  oxygen  of 
the  air  by  carbonic  acid,  and  by  a  minor,  but  still  very  sensible 
amount  of  sulphurous  acid. 

If  this  calculation  militates  against  gas  as  an  illuminating  agent, 
it  proves,  on  the  other  hand,  its  great  value  as  a  heating  agent ; 
and  just  now,  when  so  much  is  said  about  the  smoke  nuisance,  I 
may  be  allowed  to  add  a  few  words  on  that  subject.  For  upwards 
of  twenty  years  I  have  been  actively  engaged  upon  the  develop- 
ment of  a  system  of  working  furnaces  for  the  manufacture  of 
iron,  steel,  glAss,  &c.,  by  means  of  gas  ftiel  produced  in  a  simple 
gas-generating  apparatus.  Some  thousands  of  these  gas  producers 
are  in  operation,  and  furnish  daily  proof  that  gas  may  be  used 
with  economical  results ;  and  the  smoky  factory  chimney, 
where  it  still  exists,  proves  simply  a  disregard  for  principles  of 
economy.  In  the  year  1858  I  was  anxious  to  take  a  further  step 
in  the  same  direction  in  proposing  to  supply  towns  with  heating 
gas,  and,  having  induced  the  Town  Council  of  Birmingham  to 
support  my  plans,  measures  were  taken  to  obtain  Parliamentary 
power  to  carry  them  into  effect.  It  was  intended  to  separate  the 
two  constituents  of  coal  by  a  comparatively  inexpensive  method, 
supplying  gas  of  low  illuminating,  but  high  heating  power  to 
consumers  at  a  cheap  rate,  and  reserving  the  coke  for  use  in  loco- 
motive engines  and  stoves,  for  which  purpose  it  is  eminently  better 
suited  than  raw  fuel.  Unfortunately,  the  bill  was  thrown  out  by 
a  Committee  of  the  House  of  Lords,  in  consequence  of  the  oppo- 
sition of  the  eristing  gas  companies,  and  the  proposal  has  remained 
in  abeyance  ever  since.  While  it  is  admitted  by  many  that  gas 
fuel  can  be  used  advantageously  for  heating  furnaces,  there  still 
exists  great  objection  to  its  use  upon  the  domestic  hearth,  which 
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is  one  of  the  largest  sources  of  cx)nsumption  of  raw  coal,  and 
certainly  the  cause  of  a  great  amount  of  smoke  in  our  metropolis. 
The  gas  fireplace  sometimes  used  does  not  meet  with  public  favour, 
owing  to  its  uncheerful  appearance,  great  consumption  of  gas,  and, 
most  of  all,  from  the  smell  which  frequently  results  from  its  use. 
It  is  said  to  produce  a  "  dry  "  heat — a  term  which,  to  my  mind, 
conveys  no  definite  meaning,  seeing  that  the  heat  produced  by  an 
open  fireplace  is  purely  radiated  heat,  precluding  the  idea  of  mois- 
ture ;  but  I  have  observed  that  in  the  usual  gas-grates,  consisting 
of  a  number  of  gas  jets  spread  over  the  grate,  and  covered  in  with 
pumice  or  asbestos,  the  heavy  gases  resulting  from  the  combustion 
descend  through  the  grate  bars,  and  thus  find  their  way  into  the 
apartment. 

I  have  lately  constructed  in  my  own  house  gas-grates  that  are 
certainly  free  from  the  defect  just  named,  and  which  are  at  the 
same  time  economical  and  cheerful  in  their  appearance.  The 
arrangement  consists  in  substituting  for  the  fire-grate  below  a 
solid  plate,  so  as  to  exclude  all  communication  with  the  atmosphere, 
except  through  the  front  bars.  A  gas-pipe  perforated  above  with 
a  certain  number  of  small  holes  is  connected  to  the  ordinary  gas 
service.  The  grate  is  filled  with  ordinary  gas-coke  or  anthracite, 
banked  up  well  towards  the  back.  In  this  way  a  cheerful  fire  can 
be  kindled  at  any  time  by  opening  the  gas-tap  and  putting  a 
lighted  match  to  the  grate.  The  gas  flames,  acting  only  in  front 
of  the  grate,  soon  cause  the  surface  of  the  coke  to  glow,  without 
depriving  the  beholder  of  the  cheerful  appearance  of  the  flame. 
In  the  course  of  half-an-hour  the  surface  of  the  heap  of  coke  is 
foirly  red  hot,  throwing  out  fully  as  much  heat  as  an  ordinary  fire, 
while  not  a  particle  of  flame  or  smoke  reaches  the  chimney  ;  the 
combustion  of  the  gas  prevents  the  mpid  consumption  of  coke  in 
front,  and  the  absence  of  air  its  consumption  towards  the  back  of 
the  fire.  When  fairly  ignited  the  gas  may  be  almost  turned  off 
because  the  coke,  once  well  heated,  continues  its  glow  by  slow 
combustion  with  the  atmosphere.  An  ordinary  grate  may  be 
converted  into  a  coke  gas-grate  as  just  described  at  a  very  trifling 
cost,  and  will  be  found  convenient  and  inexpensive  in  its  use  even 
when  using  illuminating  gas  at  85.  6^.  per  thousand  cubic  feet. 
Its  economy  may  be  materially  increased  by  a  sort  of  regenerative 
arrangement,  by  which  the  heat  gradually  accumulating  at  the 
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back  of  the  fire  is  utilized  to  supply  the  gas  flame  with  a  current 
of  hot  air — an  arrangement  which  it  would  take  too  much  space 
to  describe,  but  which  I  shall  be  happy  to  place  at  the  disposal 
of  the  association  recently  formed  with  the  laudable  object  of 
improving  our  winter  atmosphere. 

I  am,  sir,  your  obedient  servant, 

C.  William  Siemens. 

12,  QuEBN  Ahhe's  Gate,  S.W.,  Nov.  2,  1880. 


TELEGRAPH    WIRES. 
To  THE  Editor  op  "  The  Times. 
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Sm, — Among  the  causes  of  danger  and  inconvenience  which 
the  snowstorm  of  yesterday  has  created,  none  will  be  felt  more 
keenly  by  the  public  than  the  partial  interruption  of  the  telegraphic 
communication  throughout  the  country,  and  it  may  be  interesting 
to  inquire  whether  such  occasional  interruption  of  telegraphic 
traffic  is  a  necessary  evil  connected  with  this  great  achievement  of 
recent  times,  or  is  attributable  to  preventable  causes.  It  would 
not  be  difficult  to  prove  that  such  interruptions  are  entirely  pre- 
ventable by  a  reconstruction  of  our  telegraphic  system  in  a  more 
permanent  manner.  This  would  involve  considerable  expenditure, 
it  is  true,  but  an  expenditure  that  would  very  soon  recoup  itself 
through  a  greatly  reduced  cost  of  maintenance.  There  would  be 
immunity,  moreover,  from  those  causes  of  interruption,  great  and 
small,  which  constitute  a  daily  source  of  trouble  to  the  operator, 
and  which,  upon  such  occasions  as  yesterday,  throw  us  suddenly 
back  to  the  condition  of  the  pre-telegraphic  age.  By  the  substi- 
tution of  underground  for  suspended  line  wires,  the  causes  of 
uncertainty  attaching  still  to  the  land  telegraphic  system  of  the 
day  would  be  entirely  removed,  together  with  the  danger  and 
unsightliness  inseparable  from  tall  wooden  poles  strained  to  the 
utmost  by  their  load  of  suspended  wires,  placed  along  our  railways 
and  public  thoroughfares.    Proof  is  not  wanting  in  favour  of  an 

VOL.  III.  R 


242   THE   ADDRESSES,    LECTURES,    ETC,    OF 

iinderground  system  of  land  telegraphy.  When,  in  the  year  1846, 
the  Prussian  Govemment  decided  upon  the  construction  of  elcctrio 
telegraphs  it  adopted  an  underground  system,  which  did  not  prove 
practically  successful,  owing  to  a  want  of  experience  in  insulating 
the  conductors,  and  in  protecting  them  against  the  attacks  of 
animals  and  of  gradual  decay.  The  German  Govemment,  nothing 
daunted  by  the  comparative  failure  of  these  early  experiments, 
decided  five  years  ago  to  resort  again  to  the  underground  system 
for  the  principal  lines  of  communication  throughout  the  country. 
So  complete  has  been  their  success  that,  after  having  laid  down 
some  8000  miles  of  underground  insulated  wire,  they  have  resolved 
upon  a  considerable  further  extension.  The  plan  adopted  in 
Germany  consists  in  enclosing  seven  or  more  insulated  conductors 
within  a  core  of  moist  hemp,  surrounded  by  a  complete  sheath  of 
iron  wire,  which  again,  is  covered  with  a  layer  of  hemp  yam, 
impregnated  with  a  protecting  compound.  These  land  cables  are 
wound  upon  dmms  at  the  sheathing  works,  and  after  being  sub- 
jected to  careful  electrical  tests  are  paid  out  into  trenches  8  feet 
deep,  and  covered  up. 

I  may  state,  I  think,  without  fear  of  contradiction,  that  on 
these  8000  miles  of  underground  wires,  part  of  which  have  now 
been  down  for  five  years,  no  expenditure  for  maintenance  has  been 
incurred,  and,  judging  by  the  perfect  condition  of  the  cables,  it  is 
not  likely  that  any  repair  will  be  required  for  many  years  to  come. 
Taking  this  immunity  from  decay  and  also  from  wear  and  tear  into 
account,  I  am  convinced  that  the  underground  system  is  not  only 
the  most  perfect,  but  will  also  prove  to  be  the  cheapest  in  the  end, 
and  an  occurrence  like  that  of  yesterday  fumishes  perhaps  a 
fitting  opportunity  of  calling,  through  your  courtesy,  public  atten- 
tion to  this  important  matter. 

I  am,  sir,  your  obedient  servant, 

0.  William  Siemens. 

12,  QuBEN  AiiHX*s  Gate,  January  19,  1881. 
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GAS   AND   ELECTRICITY   AS    HEATING   AGENTS, 

A  Lecture  delivered  at  Glasgow  on  Thursday,  27  th  January j  1881, 
under  the  auspices  of  the  Glasgow  Science  Lectures  Association. 

By  0.  William  Siemens,  D.C.L.,  LL.D.,  F.R.S. 

On  the  14th  of  March,  1878, 1  had  the  honour  of  addressing 
you  "  On  the  Utilization  of  Heat  and  other  Natural  Forces."  I 
then  showed  that  the  different  forms  of  energy  which  Nature  has 
provided  for  our  uses,  have  their  origin,  with  the  single  exception 
of  the  tidal  wave,  in  solar  radiation  ;  that  the  forces  of  wind  and 
water,  of  heat  and  electricity,  are  attributable  to  this  source,  and 
that  coal  forms  only  a  seeming  and  not  a  real  exception  to  the 
rule, — ^being  the  embodiment  of  a  fractional  portion  of  the  solar 
energy  of  former  geological  ages. 

On  the  present  occasion  I  wish  to  confine  myself  to  one  branch 
only  of  the  general  subject,  namely,  the  production  of  heat  energy. 
I  shall  endeavour  to  prove  that  for  all  ordinary  purposes  of  heat- 
ing and  melting,  gaseous  fuel  should  be  resorted  to,  both  for  the 
Bake  of  economy,  and  in  order  to  do  away  with  that  bugbear  of 
the  present  day,  the  smoke  nuisance,  but  that  for  the  attainment 
of  extreme  temperatures  the  electric  arc  possesseip  advantages, 
unrivalled  by  any  other  known  source  of  heat. 

Carbonaceous  material  such  as  coal  or  wood  is  practically  inert 
to  oxygen  at  ordinary  temperatures ;  but  if  wood  is  heated  to 
295°  C.  (593'  Fahr.),  or  coal  to  826°  C.  (617°  Fahr.),  according  to 
experiments  by  M.  Marbach,  combination  takes  place  between 
the  fuel  and  the  oxygen  of  the  atmosphere,  giving  rise  to  the 
phenomenon  of  combustion.  It  is  not  necessary  to  raise  the 
whole  of  the  combustible  material  to  this  temperature,  in  order  to 
continue  the  action  ;  the  very  act  of  combustion  when  once  set  in, 
gives  rise  to  a  development  of  heat  more  than  sufficient  to  prepare 
additional  carbonaceous  matter,  and  additional  air  for  entering 
into  combination  ;  thus  a  match  suffices  to  ignite  a  shaving,  and 
this  in  its  turn  to  set  fire  to  a  building. 

The  first  effect  of  combustion  is  therefore  to  heat  the  combus- 

»2 
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tible  and  the  air  necessaiy  to  sustain  combustion  to  the  tempera- 
ture of  ignition,  but  in  dealing  with  the  combustible  called  coal 
other  preparatory  work  has  to  be  accomplished  besides  mere  heat- 
ing in  order  to  sustain  combustion.  The  following  is  an  analysis 
taken  from  Dr.  Percy's  work  on  "  Fuel "  of  a  coal  from  the 
Newcastle  district : — 

Carbon    .        .    81*41  Nitrogen    .        .    2*05 

Hydrogen    .     .      5*83  Sulphur         .     .    0*74 

Oxygen    .        .      7*90  Ash  •        .        .    2*07 

which  shows  at  a  glance  that  nearly  16  per  cent,  of  the  total 
weight  of  the  fuel  consists  of  such  permanent  gases  as  hydrogen, 
oxygen,  and  nitrogen.  These  gases  are  partly  occluded  or  absorbed 
within  the  coal,  and  are  partly  combined  with  carbon,  forming 
such  volatile  compounds  as  the  hydrocarbons  and  anunonia,  so 
that  when  coal  is  subjected  to  heat  in  a  closed  retort,  as  much  as 
34  per  cent,  in  weight  passes  away  from  the  retort  in  a  gaseous 
condition  ;  a  portion  of  this  condenses  again  in  the  form  of  water, 
tar,  and  ammoniacal  liquor,  and  the  rest  passes  into  the  gas  mains 
as  illuminating  gas,  a  mixture  mainly  of  marsh  gas  (CH4),  defiant 
gas  (CaHi),  and  acetylene  (CjH,).  The  result  of  the  distillation 
of  a  ton  of  coal  will  be  as  follows,  from  data  with  which  Mr.  Alfred 
Upward  has  kindly  supplied  me  : — 

Cwt. 

Coke 13-60 

Tar 1-20 

Ammoniacal  liquor 1*45 

Gas 815 

Carbonic  acid 0*18 

Sulphur  removed  by  purifying        .        .    .  0'30 

Loss 0*12 

So  great  is  the  loss  of  heat  sustained  in  an  ordinary  coal  fire,  in 
consequence  of  this  internal  work  of  volatilization,  that  such  a  fire 
is  scarcely  applicable  for  the  production  of  intense  temperature 
effects  ;  and  it  has  been  found  necessary  to  deprive  the  coal  in  the 
first  place  of  its  volatile  constituents  (to  convert  it  into  coke)  in 
order  to  make  it  suitable  for  the  blast  fiimace,  for  steel  melting, 
and  for  many  other  purposes  where  a  clear  intense  heat  is  required. 


S//^    WILLIAM   SIEMENS,    F,R,S,  245 

In  the  ordinary  coke  oven  the  whole  of  the  volatile  constituents 
are  lost,  and  each  100  lbs.  of  coal  yield  only  66  lbs.  of  coke, 
including  the  earthy  constituents  which  on  a  large  average  may 
be  taken  at  6  lbs.,  leaving  a  balance  of  60  lbs.  of  solid  carbon. 
In  burning  these  60  lbs.  of  pure  carbon,  220  lbs.  of  carbonic 
anhydride  (COj)  are  produced,  and  in  this  combination  60  x  14,500 
=  870,000  heat  units  (according  to  accurate  determinations  by 
Favre  and  Silbermann,  Dulong,  and  Andrews)  are  produced. 

The  84  per  cent,  of  volatile  matter  driven  off  yield,  when  the 
condensible  vapours  of  water,  ammonia,  and  tar,  are  separated, 
about  16  lbs.  of  pure  combustible  gas  (being  equal  to  about 
10,000  cubic  feet  per  ton  of  coal),  which  in  combustion  produce 
about  16x22,000  =  852,000  heat  units.  The  escape  of  these 
gases  from  the  coke-oven  constitutes  a  very  serious  loss,  which 
may  be  prevented,  to  a  great  extent  at  least,  if  the  decarburiza- 
tion  is  effected  in  retorts.  The  total  heat  producible  from  each 
100  lbs.  of  coal  is  in  that  case  870,000  +  352,000  =  1,222,000,  or 
12,220  units  per  lb.  of  coal.  Deduction  must,  however,  be  made 
from  this,  for  the  heat  required  to  volatilize  84  lbs.  of  volatile 
matter  in  every  100  lbs.  of  coal  used,  and  also  to  heat  the  coke  to 
redness,  or  to  say  1000*  Fahr.  Considering  the  multiplicity  of 
gases  and  vapours  produced,  it  would  be  tedious  to  give  the  details 
of  this  calculation,  the  result  of  which  would  approximate  to 
60,000  heat  units,  or  600  units  per  lb.  of  coal  treated.  We  thus 
arrive  at  12,200  -  600  =  11,600  heat  units  as  the  maximum  result 
to  be  obtained  from  1  lb.  of  best  coal.  Considering,  however,  that 
the  coal  commonly  used  for  industrial  purposes  contains  a  larger 
quantity  of  ashes  and  water  than  has  been  here  assumed,  a  reduc- 
tion of  say  10  per  cent,  is  necessary,  and  the  calorific  power  of 
ordinary  coal  may  fairly  be  taken  at  10,500  units  per  lb. 

In  comparing  these  figures  with  those  obtained  in  actual  practice, 
it  will  be  found  that  the  margin  for  improvement  is  large  indeed. 
Thus  in  our  best  steam  engines  we  obtain  one  actual  HP.  with  an 
expenditure  of  2  lbs.  of  coal  per  hour  (the  best  results  on  record 
being  1*5  lb.  of  coal  per  indicated  HP.).    A  HP.  represents 

88,000x60  =  1,980,000  foot-lbs.  per  hour,  which  is  i^^?M22« 

990,000  foot-lbs.,  or  units  of  force,  per  lb.  of  fuel.    Dr.  Joule 
has  shown  us  that  772  foot-lbs.  represent  one  unit  of  heat,  and 
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1  lb.  of  coal  therefore  produces  ^^^^  =  1282  unite  of  heat, 

^  772 

instead  of  10,500,  or  only  one-eighth  part  of  the  utmost  possible 

effect. 

To  melt  steel  in  pots  in  the  old-fashioned  way  still  practised 
largely  at  Sheffield,  2\  tons  of  best  Durham  coke  are  consumed 
per  ton  of  cast  steel  produced.  The  latent  and  sensible  heat 
really  ^ibsorbed  within  a  pound  of  steel  in  the  operation,  does  not 
exceed  1,800  unite,  whereas  2\  lbs.  of  coke  are  capable  of  pro- 
ducing 18,050  X  2-5  =  32,625  unite,  or  18  times  the  amount  actually 
utilized. 

In  domestic  applications  the  waste  of  fuel  is  also  exceedingly 
great,  but  it  is  not  easy  to  give  precise  figures  representing  this  loss, 
owing  to  the  manifold  purposes  to  be  accomplished,  such  as  cook- 
ing and  the  heating  and  ventilating  of  apartmente.  If  ventilation 
might  be  neglected,  close  stoves  such  as  are  used  in  Russia  would 
unquestionably  furnish  the  most  economical  mode  of  heating  our 
apartmente ;  but  health  and  comfort  are  after  all  of  equal 
importance  with  economy,  and  these  are  best  secured  by  means  of 
an  open  chimney.  Not  only  does  the  open  chinmey  give  rise  to 
an  active  circulation  of  air  through  our  rooms,  which  is  a  necessity 
for  our  well-being,  but  heat  is  suppUed  to  them  by  radiation  from 
incandescent  material  instead  of  by  conduction  from  stove  sur- 
faces ;  in  the  one  case  the  walls  and  furniture  of  the  room  absorb 
the  luminous  heat  rays,  and  yield  them  back  to  the  transparent 
air^  whilst,  in  the  latter  case,  the  air  is  the  first  recipient  of  the 
stove  heat,  and  the  walls  of  the  room  remain  comparatively  cold 
and  damp,  giving  rise  to  an  unpleasant  musty  atmosphere,  and  to 
dry  rot  or  other  mouldy  growth.  The  adversaries  of  the  open 
fire-place  say  that  it  gives  warmth  on  only  one  side,  but  this  one- 
sided radiant  heat  produces  upon  the  denizens  of  this  somewhat 
humid  country,  and  indeed  upon  all  unprejudiced  people,  a  parti- 
cularly agreeable  sensation  ;  which  is  proof  I  think  of  ite  healthful 
influence.  The  hot  radiant  fire  imitates  indeed  the  sun  in  ite 
effect  on  man  and  matter,  and  before  discarding  it  on  the  score  of 
wastefulness  and  smokiness,  we  should  try  hard  I  think  to  cure  it 
of  ite  admitted  imperfections. 

If  incandescent  solid  matter  is  the  main  source  of  radiant  heat^ 
why,  it  may  be  asked  do  we  not  resort  at  once  to  coke  for  our 
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domestic  fuel  ?  The  reasons  are  twofold ;  coke  is  most  difficult 
to  light,  and  when  lighted  looks  cheerless  without  the  lively 
flickering  flame. 

The  true  solution  consists,  I  venture  to  submit,  in  the  combined 
application  of  solid  and  gaseous  fuel  brought  thoroughly  under 
control,  by  first  separating  these  two  constituents  of  coaL  I  am 
bold  enough  to  go  so  far  as  to  say  that  raw  coal  should  not  be 
used  as  fuel  for  any  purpose  whatsoever,  and  that  the  first  step 
toward  the  judicious  and  economic  production  of  heat  is  the  gas 
retort  or  gas  producer,  in  which  coal  is  converted  either  entirely 
into  gas,  or  into  gas  and  coke,  as  is  the  case  at  our  ordinary  gas 
works. 

When  in  the  early  part  of  the  present  winter  London  was 
visited  by  one  of  its  densest  fogs,  many  minds  were  directed 
towards  finding  a  remedy  for  such  a  state  of  things.  In  my  own 
case  it  has  resulted  in  an  arrangement  of  fire-grate  which  has  met 
with  a  considerable  amount  of  favour  and  practical  success  (there 
being  some  two  hundred  now  in  operation),  and  I  do  not  hesitate 
to  recommend  it  to  you  also  for  adoption. 

One  arrangement  of  this  grate  is  represented  in  Figure  1,  Plate  5. 
The  iron  dead  plate  c  is  riveted  to  a  stout  copper  plate  a  facing 
the  back  of  the  fire-grate,  and  extending  five  inches  both  upwards 
and  downwards  from  the  point  of  junction.  The  dead  plate  c 
stops  short  about  an  inch  behind  the  bottom  bar  of  the  grate  to 
make  room  for  a  half -inch  gas-pipe  /,  which  is  perforated  with 
holes  of  about  one-sixteenth  of  an  inch  diameter  placed  at  distances 
of  one  and  a  half  inch  along  the  inner  side  of  its  upper  surface, 
at  an  angle  of  about  50**  from  the  vertical.  This  pipe  rests  upon 
a  lower  plate  4  which  is  bent  downwards  towards  the  back  so  as 
to  provide  a  vertical  and  horizontal  channel  of  about  one  inch  in 
breadth  between  the  two  platea  A  trap-door  e,  held  up  by  a 
spring,  or  counterweight,  is  provided  for  the  discharge  of  ashes 
falling  into  the  horizontal  channel.  The  vertical  channel  is 
occupied  by  a  strip  of  sheet  copper  h  about  four  inches  deep,  bent 
in  and  out  like  a  lady's  frill  and  riveted  to  the  copper  back  piece. 
Copper  being  an  excellent  conductor  of  heat,  and  this  piece  pre- 
senting (if  not  less  than  a  quarter  of  an  inch  thick)  a  considerable 
sectional  conductive  area,  transfers  the  heat  from  the  back  of  the 
grate  to  the  frill-work  in  the  vertical  channel.    An  air  current  is 
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set  up  by  this  heat,  which,  after  passing  along  the  horizontal 
channel,  impinges  on  the  line  of  gas  flames  and  greatly  increases 
their  brilliancy.  So  great  is  the  heat  imparted  to  the  air  by  this 
simple  arrangement,  that  a  piece  of  lead  of  about  half  a  pound  in 
weight  introduced  through  the  trap-door  into  this  channel  melted 
in  five  minutes,  proving  a  temperature  exceeding  619**  Fahr.  or 
326°  C.  The  abstraction  of  heat  from  the  back  has  moreover  the 
advantage  of  retarding  the  combustion  of  the  coke  there  while 
promoting  it  in  front  of  the  grate. 

The  sketch  represents  a  fire-place  at  my  office,  in  a  room  of 
7,200  cubic  feet  capacity  facing  the  north.  I  always  found  it 
difficult  during  cold  weather  to  keep  this  room  at  60°  Fahr.  with 
a  coal  fire,  but  it  has  been  easily  maintained  at  that  temperature 
since  the  grate  has  been  altered  to  the  gas-coke  grate  just 
described. 

In  order  to  test  the  question  of  economy,  the  gas  consumed  in 
the  grate  is  passed  through  a  Parkinson's  10-light  dry  gasmeter, 
and  the  coke  used  is  carefully  weighed. 

The  result  of  66  days'  campaign  of  eight  hours  each,  has  been 
a  consumption  of  4100  cubic  feet  of  gas,  1112  lbs.  of  coke  and 
681  lbs.  of  smokeless  coal  (the  fuel  remaining  in  the  grate  being 
in  each  case  put  to  the  debit  of  the  following  day).  Calculating 
the  gas  at  the  average  London  price  of  3«.  ^d,  per  1000  cubic  feet, 
the  coke  at  18«.  a  ton,  and  the  coal  at  20«.  a  ton,  the  account 
stands  thus : — 

£    9.  d. 
4100  cubic  feet  of  gas  at  8«.  Qd.  per  thousand    0  14    4 

1112  lbs.  coke  at  ISs.  a  ton  .        .        .        *    0    9    0 

581  lbs.  smokeless  coal  at  208.  a  ton        ..052 


Total  .18    6 

or  a  cost  of  0*518^.  per  hour.  In  its  former  condition  as  a  coal- 
grate  the  consumption  exceeded  generally  two  and  a  half  large 
scuttles  a  day,  weighing  19  lbs.  each,  or  47  lbs.  of  coal,  which  at 
235.  a  ton  equals  5.7d,  for  nine  hours,  being  0'633^.  per  hour. 
This  result  shows  that  the  coke-gas  fire,  as  here  described,  is  not 
only  a  warmer  but  a  cheaper  fire  than  its  predecessor ;  with  the 
advantages  in  its  favour  that  it  is  lit  without  necessitating  the 
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trouble  of  laying  the  fire,  as  .it  is  called,  and  that  it  keeps  alight 
without  requiring  to  be  stirred,  that  it  is  thoroughly  smokeless, 
and  that  the  gas  can  be  put  off  or  on  at  any  moment,  which  in 
most  cases  means  considerable  economy. 

A  second  and  more  economical  arrangement  as  regards  first  cost 
is  shown  in  Figure  2,  Plate  5,  and  consists  of  two  parts  which  are 
simply  added  to  the  existing  grate,  viz.  : — the  gas-pipe  d  with  a 
single  row  of  holes  about -jL^  inch  diameter,  1*5  inch  apart  along  the 
upper  side  inclining  inward,  and  an  angular  plate  a,  of  cast  iron, 
with  projecting  ribs  ft,  extending  from  front  to  back  on  its  under 
side,  which  serve  the  purpose  of  providing  the  heating  surface 
produced  by  the  copper  plate  and  frill-work  in  my  first  arrange- 
ment. In  using  iron  instead  of  copper  it  is  necessary  however  to 
increase  the  thickness  of  these  plates  and  ribs  in  the  inverse  ratio 
of  the  conductivity  of  the  two  metals,  or  as  regards  the  back  plate, 
from  J  to  f  inch,  according  to  Sir  William  Thomson's  most  recent 
determination.  This  would  be  a  very  inconvenient  thickness,  and 
in  order  to  reduce  it  the  construction  is  altered  so  as  to  let  the 
conducting  ribs  run  horizontally  rather  than  vertically. 

An  inclined  plate  d  fastened  to  the  lower  grate  bar,  directs  the 
incoming  air  upon  the  heating  surfaces  and  provides  at  the  same 
time  a  support  for  the  angular  and  ribbed  plate  which  is  simply 
dropped  into  its  firm  position,  between  it  and  the  back  of  the 
grate. 

The  front  edge  of  the  horizontal  plate  hasvandyked  openings  c, 
forming  a  narrow  grating,  through  which  the  ashes  produced  by 
the  combustion  of  the  coke  or  anthracite  in  the  front  part  of  the 
grate  discharge  themselves  down  the  incline  towards  the  back 
of  the  hearth,  where  an  open  ash-pan  may  be  placed  for  their 
receptioru 

In  adapting  the  arrangement  to  existing  grates,  the  ordinary 
grating  may  be  retained  to  support  the  angular  plate  which  has 
in  that  case  its  lower  ribs  cut  short,  to  the  level  of  the  hori- 
zontal grate. 

But,  it  may  be  asked,  are  you  sure  that  the  coke  and  gas  grate 
you  advocate  will  do  away  with  fogs  and  smoke  ?  My  answer  is, 
that  it  win  certainly  do  away  with  smoke,  because  the  products  of 
combustion  passing  away  into  the  chimney  are  perfectly  trans- 
parent   Mr.  Aitken  has,  however,  lately  proved,  in  an  interesting 
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paper  read  before  the  Royal  Society  of  Edinburgh,  that  even  with 
perfect  combustion  a  microscopic  dust  is  sent  up  into  the  atmo- 
sphere, each  particle  of  which  may  form  a  molecule  of  fog.  We 
have  evidence  indeed,  that  the  whole  universe  is  filled  with  dust, 
and  this  is,  according  to  Professor  Tyndall,  a  fortunate  circum- 
stance, for  without  dust  we  should  not  have  a  blue  but  a  pitch 
black  sky,  and  on  our  earth  we  should  be,  according  to  Mr.  Aitken, 
without  rain,  and  should  have  to  live  in  a  perpetual  vapour  bath. 
The  gas  fires  would  contribute,  it  appears,  to  this  invisible  dust, 
and  we  should,  no  doubt,  pontinue  to  have  fogs,  but  these  would 
be  white  fogs,  which  would  not  choke  and  blacken  us.  It  seems, 
moreover,  reasonable  to  suppose,  that  perfect  combustion  cannot 
contribute  materially  to  the  formation  of  even  microscopic  dust, 
and  that  with  the  suppression  of  smoke  our  town  atmosphere 
would  become  as  clear  at  any  rate  as  that  of  Philadelphia  and 
other  American  cities  where  anthracite  is  the  fuel  used. 

Granted  the  cure  of  smoke,  it  might  still  be  questioned  whether 
such  a  plan  as  here  proposed  could  be  carried  out,  on  so  large 
a  scale  as  to  affect  our  atmosphere,  with  the  existing  mains  and 
other  plant  of  the  gasworks.  If  gas  had  to  be  depended  upon 
entirely  for  the  production  of  the  necessary  heat,  as  is  the  case 
with  an  ordinary  gas  and  asbestos  grate,  it  could  easily  be  proved 
that  the  existing  gas  mains  would  not  go  far  to  supply  the 
demand ;  each  grate  would  consume  from  50  to  100  cubic  feet 
an  hour,  representing  in  each  house  a  consumption  exceeding 
many  times  the  supply  to  the  gaslights.  My  experiments  prove, 
however,  that  an  average  consumption  of  from  6  to  8  cubio 
feet  of  gas  per  hour,  suffices  to  work  a  coke-gas  grate,  on  the 
plan  here  proposed.  This  is  about  the  consumption  of  a  large 
Argand  burner,  and  therefore  within  the  limits  of  ordinary 
supply. 

But  independently  of  the  practical  question  of  supply  it  is 
desirable  on  the  score  of  economy  to  rely  upon  solid  carbon 
chiefly  for  the  production  of  radiant  heat  for  the  following 
reason  : — 

lOOO  cubic  feet  of  ordinary  illuminating  gas  weigh  84  lbs., 
and  the  heat  developed  in  their  combustion  amounts  tiO  about 
34x22,000=748,000  heat  units.  One  pound  of  solid  coke 
develops  in  combustion,  say,  13,400  heat  units  (assuming  8  per 
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cent,  of  incsombustible  admixture)  and  it  requires       '       =  56  lbs., 

1 0,400 

or  just  half  a  hundredweight,  of  this  coke  to  produce  the  same 
heating  effect  as  1000  cubic  feet  of  gas.  But  1000  cubic  feet  of 
gas  cost  on  an  average  3«.  6^,  and  half  a  hundredweight  of  coke 
not  more  than  6rf.  (at  205.  a  ton),  or  only  one-seventh  part  of  the 
price  of  gas. 

If  heating  gas  could  be  supplied  at  a  much  cheaper  rate  than 
at  present,  it  would  in  many  cases  be  advantageous  to  substitute 
incombustible  matter,  such  as  balls  of  asbestos  for  coke  or  anthra- 
cite. The  consumption  of  gas  would  in  that  case  have  to  be 
increased  very  considerably,  but  the  economical  principle  involved 
(that  of  heating  the  air  of  combustion  by  conduction  from  the 
back  of  the  grate)  would  still  apply,  and  would  produce  economical 
results  as  compared  mth  those  obtained  by  the  gas-asbestos 
arrangements  hitherto  used. 

To  illustrate  the  ei&ciency  of  this  mode  of  heating  the  incoming 
air  by  what  would  otherwise  be  waste  heat,  I  will  show  you 
another  application  of  the  same  principle  which  I  have  made 
very  recently  to  the  combustion  of  gas  for  illuminating  purposes. 

Gas  engineers  were  formerly  under  the  impression  that  a  supply 
of  cold  air  was  favourable  to  the  production  of  a  brilliant  flame. 
This  is  a  misconception,  which  was  very  general  also  as  regards 
the  combustion  of  solid  fuel  in  fuinaces,  until  it  was  disproved  by 
Stirling,  by  Nielson,  and  by  the  introduction  of  the  r^enerative 
gas  furnace.  The  "  duplex  burner "  owes  its  brilliancy  to  the 
heating  effect  of  the  one  burner  upon  the  other  ;  and  my  brother, 
Mr.  Frederick  Siemens,  has  quite  recently  constructed  a  burner  in 
which  the  flame  of  the  gas  is  reversed  in  its  action  in  order 
to  heat  in  its  descent  the  ascending  current  of  flame-supporting 
air. 

By  the  application  of  the  principle  of  conduction  before 
described,  I  obtain  the  hot-air  current  in  a  most  simple  manner 
without  interfering  with  the  free  action  of  the  flame.  The  con- 
struction of  my  burner  will  be  seen  from  the  accompanying  Figure  3, 
Plate  5  :  a  is  an  ordinary  Argand  burner,  taking  its  supply  of 
gas  through  the  vertical  copper  tube  h.  This  copper  pipe  ter- 
minates in  a  rod  e  of  higUy  conductive  copper,  which  passes 
upward  throi^h  the  burner,  and  two  or  three  additional  conduc- 
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tivc  rods  d  project  upward  from  the  circumference  of  the  copper 
chamber  or  tube  h.  The  rods  are  coated  with  platinum  or  nickel 
to  prevent  oxidation  when  heated  (almost  to  redness)  by  the  heat 
of  the  flame.  The  tube  h  is  perforated  on  its  circumference,  and 
surrounded  with  several  layers  of  wire  gauze  e  presenting  a  con- 
siderable aggregate  surface.  Its  bottom  surface  is  formed  of  a 
perforated  disk  covered  with  a  similar  thickness  of  wire  gauze/, 
through  which  the  external  air  finds  access  to  the  burner,  and  in 
so  doing  becomes  considerably  heated. 

The  waste  heat  of  the  flame,  or  that  portion  of  the  heat  pro- 
duced in  combustion  which  is  not  utilized  as  luminous  rays, 
serves  to  heat  the  air  by  which  combustion  of  the  gas  is  sup- 
ported to  some  50u'  or  GOO*  Fahr.,  giving  rise  to  a  more  brilliant 
flame,  and  consequently  to  a  greatly  increased  output  of  light 
for  a  given  consumption  of  gas. 

But  not  only  the  quantity  of  light  but  its  quality  is  improved 
by  the  higher  temperature  attained.  It  may  appear  surprising, 
but  it  is  a  fact  susceptible  of  accurate  proof,  that  the  light 
obtained  in  consumption  of  a  given  amount  of  gas  is  thus  in- 
creased by  some  40  per  cent.,  and  in  this  large  proportion  the 
deleterious  influences  connected  mth  gas  lighting  may  be  dimin- 
ished. Gas  will  thus  be  better  able  to  hold  its  position  against 
its  more  brilliant  rival  the  electric  arc,  except  for  such  large 
applications  as  the  lighting  of  public  halls,  and  places,  of  har- 
bours, railway  stations,  warehouses,  &c.,  for  which  the  latter  is 
pre-eminently  suited.  Add  to  these  improved  applications  of  gas 
the  ever-increasing  ones  for  heating  purposes,  and  I  have  only 
to  express  regret  that  I  am  not  a  gas  shareholder. 

If  gas  is  to  be  largely  employed,  however,  for  heating  purposes, 
it  will  have  to  come  down  in  price  ;  and  considering  that  heating 
gas  need  not  be  highly  purified,  or  possessed  of  high  illumi- 
nating power,  the  time  will  come,  I  believe,  when  we  shall  have 
two  services  ;  and  as  in  many  towns  two  systems  of  gas  mains 
already  exist,  it  would  only  be  necessary  to  appropriate  the  one 
for  illuminating  and  the  other  for  heating  gas.  The  ordinary 
retorts  could  be  used  for  the  production  of  both  descriptions  of 
gas,  it  being  well  known  that  even  ordinary  coal  will  give  up 
gases  of  high  illuminating  power  during  a  certain  portion  of  the 
time  occupied  in  theii*  entire  distillation.    The  giises  emitted  from 
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llie  retort  when  first  charged  are  to  a  great  extent  occluded  gases 
of  low  illuminating  power  such  as  fire-damp  or  marsh  gas^  and 
these  should  be  turned  into  the  heating  mains.  In  the  course  of 
half-an-hour  these  occluded  gases,  together  with  the  aqueous  and 
other  vapours  will  have  left  the  coal,  which  is  then  in  the  best 
condition  to  evolve  defiant  gas  and  other  gases  rich  in  carbon,  and 
therefore  of  high  illuminating  power.  The  period  during  which 
such  illuminating  gases  are  emitted  extends  over  probably  two 
hours,  after  which  the  retorts  should  again  be  connected  with  the 
heating  gas  mains,  until  the  end  of  the  process.  By  this  method 
of  workings  the  illuminating  gas  supplied,  say  in  London,  from 
Newcastle  coal,  would  probably  exceed  20  candle-power,  instead 
of  being  16  as  at  present,  whereby  the  objectionable  effects  of  gas 
lighting  would  be  greatly  diminished,  and  there  would  be,  say,  an 
equal  volume  of  heating  gas  available,  consisting  for  the  most 
part  of  marsh  gas,  which  although  greatly  inferior  to  defiant  gas 
in  illuminating  effect  would  be  actually  more  suitable  for  heating 
purposes,  because  less  liable  to  produce  soot  in  its  combustion. 

The  total  cost  of  production  would  not  be  increased  by  this 
separation  of  the  gases,  and  the  price  might,  with  advantage  both 
to  the  supplier  and  to  the  consumer,  be  so  adjusted  that  the  latter, 
while  paying  for  his  illuminating  gas  an  increased  price  proper- 
tionate  to  the  increase  of  illuminating  power,  would  be  furnished 
with  heating  gas  at  a  greatly  reduced  cost ;  for  the  heating  gas 
could  be  reduced  in  price  in  a  much  larger  proportion  than  the 
illuminating  gas  need  be  raised,  because  it  would  not  require  the 
same  purification  from  sulphur  which  renders  illuminating  gas 
comparatively  costly.  The  enormous  increase  of  consumption 
would  moreover  enable  the  gas  companies  to  reduce  prices  all 
round  very  considerably  without  interfering  with  their  comfort- 
able revenues. 

For  such  large  applications  of  heating  gas  as  to  the  working  of 
furnaces  and  boilers,  simpler  means  than  the  retort  can  be  found 
for  its  production.  It  is  now  exactly  twenty  years  since  I  brought 
out,  with  my  brother,  Frederick  Siemens,  the  regenerative  gas 
furnace,  which  is  so  largely  used  in  the  manufacture  of  steel,  iron, 
glass,  <&c.,  that  I  need  not  describe  it  in  detail  on  this  occasion. 
The  effects  produced  tlu'ough  its  introduction  into  extensive  prac- 
tice are  sufficiently  apparent  to  speak  for  themselves.    The  glass 
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works  of  former  days  were  perhaps  the  greatest  of  all  prodacers  of 
smoke.  St.  Helens,  and  other  centres  of  glass  manof actore  used 
to  be  nnder  a  perpetual  black  cloud,  whereas  at  the  present  time 
it  would  be  hardly  possible  to  say  whether  the  chimneys  that  still 
remain  were  emitting  any  products  of  combustion  at  all.  The 
furnaces  of  iron  and  steel  works  were  also  thought  incurable  as 
regards  smoke,  but  a  glance  at  the  large  steel  works  at  Hallside, 
belonging  to  the  Steel  Company  of  Scotland,  will  convince  you 
that  the  production  of  smoke  is  no  longer  an  essential  condition 
to  the  working  of  those  metals.  Sir  Henry  Bessemer,  in  his  late 
able  address  in  the  City  of  London,  alluded  in  the  most  kindly 
manner  to  what  I  have  done  towards  the  economy  of  fuel  by 
means  of  these  furnaces,  and  he  certainly  did  not  overstate  the 
case  in  saying  that  in  melting  steel  by  means  of  the  regenerative 
gas  furnace  one  ton  of  small  coal  accomplished  the  work  of  two 
tons  of  Durham  coke.  His  testimony  I  look  upon  as  being  par- 
ticularly valuable,  coming  as  it  does  from  the  originator  of  the 
world-famed  Bessemer  process  in  acknowledgment  of  a  process 
which  he  might  regard  as  a  rival  to  his  own.  Armed  with  such 
testimony,  I  may  be  permitted  to  state  that  the  total  saving 
effected  by  the  use  of  the  regenerative  gas  furnace  amounts  to 
some  millions  of  tons  of  coal  per  annum,  proving  that  the  abate- 
ment of  the  intolerable  smoke  nuisance  need  not  be  advocated 
solely  upon  public  or  philanthropic  grounds,  but  may  be  also 
sustained  by  an  appeal  to  an  enlightened  self-interest. 

It  is  this  large  experience  in  the  applications  of  gaseous  fuel 
which  gives  me,  perhaps,  some  right  to  speak  on  the  subject  of 
heating  gas,  both  for  domestic  and  other  purposes.  In  the  year 
1868  I  succeeded  in  interesting  the  Town  Council  of  Birmingham 
in  the  question,  and  they  applied  to  Parliament  for  power  to 
supply  that  city  with  a  separate  service  of  heating  gas  ;  but  the 
project  was  unfortunately  nipped  in  the  bud  through  loss  of  their 
Bill  in  Parliament.  Time,  in  fact,  was  not  then  ripe  for  the  pro- 
ject, but  I  believe  that  before  long  the  gasworks  themselves  will 
be  tempted  to  take  the  matter  up. 

The  gas  producer  now  used  in  connection  with  the  regenerative 
gas  furnace  yields  a  comparatively  poor  gas,  and  it  has  been  mj 
endeavour  for  some  time  to  construct  a  gas  producer  which,  with- 
out  losing  the  simplicity  of  the  first  should  be  capable  of  yielding  a 
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heating  gas  of  superior  calorific  power.  It  consists,  Fig.  4,  Plate  6, 
of  a  wrought-iron  cylindrical  chamber  a,  truncated  downwards,  and 
lined  with  brickwork.  The  fuel  to  be  converted  into  gas  is  intro- 
duced through  a  hopper  I,  and  the  cinder  and  ashes  work  out 
through  the  orifice  at  the  bottom.  Instead  of  a  grating  for  the 
introduction  of  atmospheric  air  a  current  of  heated  air  is  brought 
in,  either  through  the  hopper  or  through  the  orifice  at  the  bottom, 
and  is  discharged  into  the  centre  of  the  mass  of  fuel ;  the  eficct 
is  the  generation  of  a  very  intense  heat  at  that  point.  The  fuel, 
after  its  descent  through  the  hopper,  anives  gradually  at  this 
r^on  of  intense  heat  Cy  and  when  subjected  to  it,  parts  with  its 
gaseous  constituents.  At  the  point  of  maximum  heat  the  carbon 
is  consumed,  producing  carbonic  anhydride,  which,  in  passing 
through  the  considerable  thickness  of  fuel  surrounding  this  por- 
tion, takes  up  a  second  equivalent  of  carbon^  and  becomes  changed 
into  carbonic  oxide.  Here  also  the  earthy  constituents  are  for 
the  most  part  separated  in  a  fused  or  semi-fused  condition,  and  in 
descending  gradually  reach  the  orifice  at  the  bottom,  whence  they 
are  removed  from  time  to  time.  Air  enters  through  the  bottom 
orifice  to  some  extent,  causing  the  entire  consumption  of  any 
carbonaceous  matter,  which  may  have  got  past  the  zone  of  greatest 
heat ;  water  is  also  here  introduced  in  a  hollow  tray  d,  and  after 
evaporation  by  the  heat  of  the  hot  clinkers,  passes  upwards  through 
the  incandescent  mass,  and  is  converted  by  decomposition  into 
carbonic  oxide  and  hydi'ogen  gas.  The  exit  orifices  e  for  the  gases 
are  placed  all  round,  near  the  circumference  of  the  chamber, 
ascending  upwards  into  an  annular  space/,  whence  they  are  taken 
through  pipes  to  the  furnace  or  other  destination. 

The  advantage  of  this  modus  operandi  consists  in  the  intensity 
of  the  heat  produced  within  the  centre  of  the  mass,  whereby  the 
whole  of  the  fiiel  is  converted  into  combustible  gases,  with  the 
least  amount  of  nitrogen.  The  hydrocarbons  formed  in  the  upper 
portion  of  the  apparatus  have  to  descend  through  the  hotter  fuel 
below,  and  in  so  doing,  the  tar  and  other  vapours  mixed  up  with 
them  are  decomposed,  and  furnish  combustible  gases  of  a  perma- 
nent character. 

The  orifice  at  the  bottom  of  the  apparatus  may  be  enlarged, 
and  so  arranged  that,  instead  of  ashes  only  being  produced,  coke 
may  be  withdrawn,  and  in  this  way  a  continuous  coke  oven  may 
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be  constrncted,  which  is  at  the  same  time  a  gas  producer,  or  in 
other  words  an  apparatus  in  which  both  the  solid  and  gaseous 
constituents  of  the  coal  are  fully  converted. 

The  intense  heat  in  the  very  centre  of  a  large  mass  of  fuel  has 
for  its  result  a  very  rapid  distillation,  and  thus  one  gas  producer 
does  the  work  of  two  or  three  gas  producers  of  the  type  hitherto 
employed  ;  this  more  concentrated  action  will  moreover  allow  of 
the  introduction  of  gaseous  fuel,  where  want  of  space  and  con* 
sidcrations  of  economy  have  hitherto  militated  against  it,  and  in 
favour  of  the  ordinary  coal  furnace. 

It  has  been  already  proved  that  steam  boilers  can  be  worked 
economically  on  land  with  gaseous  fuel,  and  there  is  no  reason 
that  I  know  of  why  the  same  mode  of  working  should  not  also  be 
applied  to  marine  boilers.  The  marine  engine  has  within  the  last 
fifteen  years  been  improved  to  an  extent  which  is  truly  surprising: 
the  consumption  of  coal,  which  at  the  commencement  of  that 
period  was  never  less  than  8  lbs.  per  h-p.,  has  been  reduced  by 
expansive  working  in  compound  cylinders  to  2  lbs.  or  even  less 
per  actual  h-p.  The  mode  of  firing  marine  boilers  has,  however, 
remained  the  same  as  it  was  in  the  days  of  Watt  and  Pulton.  In 
crossing  the  Atlantic  one  may  see  a  considerable  number  of  men 
incessantly  employed  in  the  close  stoke-hole  of  the  vessel  opening 
the  fire-doors  and  throwing  in  fuel.  Each  charge  gives  rise  to 
the  development  of  heavy  clouds  of  black  smoke  issuing  from  the 
chimney,  to  the  great  annoyance  and  discomfort  of  the  passengers 
on  deck.  If,  instead  of  this,  the  fuel  were  to  be  discharged 
mechanically  into  one  or  more  gas  producers,  the  gaseous  fuel 
produced  would  maintain  the  boilers  at  a  very  uniform  heat,  with- 
out necessitating  the  almost  superhuman  toil  of  the  fireman  ;  no 
smoke  or  dust  would  be  emitted  from  the  chimney,  and  a  large 
saving  of  fiiel  would  be  eflfected. 

This  change  would  be  specially  appreciated  by  the  numerous 
tourists  visiting  Uie  Western  Highlands.  Speaking  from  my  own 
experience  on  one  occasion,  I  may  say  that  the  pleasure  of  a  trip 
on  the  beautiful  Loch  Lomond  was  very  seriously  marred  in  con- 
sequence of  the  fumigation  which  my  fellow-passengers  and  myself 
had  to  endure. 

The  change  from  the  use  of  solid  to  gaseous  fuel  would  be  the 
prelude  probably  to  another,  and  still  more  important  change 
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namely  the  entire  suppression  of  the  steam  boiler.  We  are  already 
in  possession  of  gas  engines  working  at  moderate  expense  as  com- 
pared with  small  steam  engines,  even  when  supplied  with  the 
comparatively  expensive  gas  from  our  town  gas  mains,  and*  all 
that  will  be  required  is  an  extension  of  the  principle  of  operation 
akeady  established.  It  can  be  easily  demonstrated  upon  purely 
dynamical  principles  that  a  gas  engine  is  capable  of  realizing  a 
higher  proportion  of  the  heat  developed  in  combustion  than  can 
ever  be  expected  from  a  steam  engine,  for  the  simple  reason  that 
the  range  of  temperature  attained  in  the  cylinder  of  the  gas 
engine  greatly  exceeds  that  of  the  steam  engine,  and  that  expan- 
sive action  of  the  explosive  mixture  of  gas  and  air  can  be  carried 
to  the  utmost  limits.    According  to  well-known  dynamical  laws, 

the  duty  realized  in  an  engine  depends  upon  the  value  of  -y-, 

V 

t  being  the  initial,  and  f  the  final  temperature  of  the  expanding 
gases,  stated  in  absolute  degrees  of  temperature,  which  in  the  case 
of  a  well-designed  gas  engine  would  attain  the  highest  conceivable 
value.  The  realization  of  such  a  plan  would  of  course  involve 
many  important  considerations,  and  may  be  looked  upon  as  one 
of  those  subjects  the  accomplishment  of  which  may  be  left  for 
the  energy  and  inventive  power  of  the  rising  generation  of 
engineers. 

Before  leaving  this  branch  of  the  subject  I  wish  to  call  attention 
to  a  favourite  suggestion  which  I  had  occasion  to  make  some 
years  ago.  It  consists  in  placing  gas  producers  at  the  bottom  of 
the  coal  mines  themselves,  so  that  instead  of  having  to  raise  the 
coal  by  mechanical  power,  the  combustible  gases  ascending  from 
the  depth  of  the  mine  to  the  surface  would  acquire  by  virtue  of 
their  low  specific  gravity  such  an  onward  pressure  that  they  could 
be  conducted  in  tubes  to  distances  of  many  miles,  thus  saving  the 
cost  of  raising  and  transporting  the  solid  fuel. 

Glasgow  with  its  adjoining  coal-fields  appears  to  me  a  particu- 
larly favourable  locality  for  putting  such  a  plan  to  a  practical 
trial,  and  the  well-known  enterprise  of  its  inhabitants  makes 
me  sanguine  of  its  accomplishment.  When  thus  supplied  with 
gaseous  fuel,  the  town  would  not  only  be  able  to  boast  of  a  clear 
atmosphere,  but  the  streets  would  be  relieved  of  the  most  objec- 
tionable portion  of  the  daily  traffic. 

VOL.  III.  s 
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I  now  approach  another  and  the  last  portion  of  my  address^  the 
attainment  of  very  intense  degrees  of  heat  either  for  effecting 
fusion  or  chemical  decomposition.  Although  by  means  of  the 
combustion  of  either  solid  or  gaseous  fuel  heats  are  produced 
which  suffice  for  all  ordinary  purposes,  there  is  a  limit  imposed 
upon  the  degree  of  temperature  attainable  by  any  furnace  depend- 
ing upon  combustion.  It  has  been  shown  by  Bunsen  and  by 
St.  Claire  Deville,  that  at  certain  temperatures  the  chemical  affinity 
between  oxygen  on  the  one  hand  and  carbon  and  hydrogen  on  the 
other  absolutely  ceases,  and  that  if  the  products  of  combustion 
CO,  and  HjO  be  exposed  to  such  a  degree  of  temperature  they 
would  fall  to  pieces  into  their  constituent  elements.  This  point 
of  dissociation,  as  it  is  called,  is  influenced  by  pressure,  but  has 
been  found  for  CO,  under  atmospheric  pressure  to  be  2600*  C. 
(or  4700°  Fahr.).  But  long  before  this  extreme  point  has  been 
arrived  at^  combustion  is  greatly  retarded  and  the  limit  is  reached 
when  the  losses  of  heat  by  radiation  from  the  fturnace  balance  its 
production  by  combustion. 

To  electricity  we  must  look  for  the  attainment  of  a  tempera- 
ture above  that  of  dissociation,  and  we  have  evidence  of  the 
early  application  of  the  electric  arc  to  such  a  purpose.  In  1807 
Sir  Humphrey  Davy  succeeded  in  decomposing  potash  by  means 
of  an  electric  current  from  a  WoUaston  battery  of  400  elements, 
and  in  1810  he  surprised  the  members  of  the  Royal  Institution 
by  the  brilliant  electric  arc  produced  between  carbon  points 
through  the  same  agency. 

Magneto-electric  and  dynamo-electric  currents  allow  of  the 
production  of  the  electric  arc  much  more  readily  and  economically 
than  by  the  use  of  Sir  Humphrey  Davy's  gigantic  battery,  and 
Messrs.  Huggins,  Lockyer,  Liveing,  and  other  physicists  have 
taken  advantage  of  the  comparatively  new  method  to  advance 
astronomical  and  chemical  research  with  the  aid  of  spectrum 
analysis. 

My  object  is  now  to  show  that  the  heat  of  the  electric  arc  is  not 
only  available  within  a  focus  or  extremely  contracted  space,  but 
that  it  is  capable  of  producing  such  larger  effects  as  will  render 
it  useful  in  the  arts  for  fusing  platinum,  iridium,  steel,  or  iron,  or 
for  effecting  such  reactions  or  decompositions  as  require  for  their 
accomplishment  an  intense  degree  of  heat,  coupled  with  freedom 
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from  the  distnrbing  influences  inseparable  from  a  famace  worked 
by  the  combustion  of  carbonaceous  material. 

The  apparatus  which  I  employ  to  effect  the  electro-fusion  of 
such  material  as  iron  or  platinum  was  brought  before  the  Society 
of  Telegraph  Engineers  at  their  special  meeting  held  on  the  3rd  of 
June  last,  and  is  represented  in  Fig.  5,  Plate  7,  of  the  accompany- 
ing drawings.  It  consists  of  an  ordinary  crucible  a  of  plumbago 
or  other  highly  refractory  material,  placed  in  a  metallic  jacket  or 
outer  casing  b,  the  intervening  space  being  filled  up  with  pounded 
charcoal  or  other  bad  conductor  of  heat.  A  hole  is  pierced  through 
the  bottom  of  the  crucible  for  the  admission  of  a  rod  c  of  iron, 
platinum,  or  such  dense  carbon  as  is  used  in  electric  illumination. 
The  cover  of  the  crucible  is  also  pierced  for  the  reception  of  the 
negative  electrode  rf,  by  preference  a  cyb'nder  of  compressed 
carbon  of  comparatively  large  dimensions.  At  one  end  of  a  beam 
supported  at  its  centre  is  suspended  the  negative  electrode  d  by 
means  of  a  strip  of  copper,  or  other  good  conductor  of  electricity, 
the  other  end  of  the  beam  being  attached  to  a  hollow  cyUnder  e 
of  soft  iron  free  to  move  vertically  within  a  solenoid  coil  of  wire/, 
presenting  a  total  resistance  of  about  50  units  or  ohms.  By  means 
of  a  sliding  weight  g  the  preponderance  of  the  beam  in  the 
direction  of  the  solenoid  can  be  varied  so  as  to  balance  the 
magnetic  force  with  which  the  hollow  iron  clyhnder  is  drawn  into 
the  coil.  One  end  of  the  solenoid  coil  is  connected  with  the 
positive,  and  the  other  with  the  negative  pole  of  the  electric  arc, 
and,  being  a  coil  of  high  resistance,  its  attractive  force  on  the  iron 
cylinder  is  proportional  to  the  electro-motive  force  between  the 
two  electrodes,  or,  in  other  words,  to  the  electrical  resistance  of 
the  arc  itself. 

The  resistance  of  the  arc  was  determined  and  fixed  at  will 

within  the  limits  of  the  source  of  power,  by  sliding  the  weight 

upon  the  beam.    If  the  resistance  of  the  arc  should  increase  from 

any  cause,  the  current  passing  through  the  solenoid  would  gain  in 

strength,  and  the  magnetic  force  overcoming  the  counteracting 

weight,  would  cause  the  negative  electrode  to  descend  deeper  into  the 

crucible  ;  whereas,  if  the  resistance  of  the  arc  should  fall  below 

the  desired  limit,  the  weight  would  drive  back  the  iron  cylinder 

witnin  the  coils,  and  the  length  of  the  arc  would  increase,  until 

the  balance  between  the  forces  engaged  had  been  re-established. 

8  2 
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Experiments  with  longsolenoid  coils  have  shown  that  theattractive 
force  exerted  upon  the  iron  cyhnder  is  subject  only  to  slight  variation 
within  a  length  of  several  inches,  which  circumstance  allows  of  a 
working  range  to  that  extent  of  nearly  uniform  action  on  the 
electric  arc. 

This  automatic  adjustment  of  the  arc  is  of  great  importance  to 
the  attainment  of  advantageous  results  in  the  process  of  electric 
fusion ;  without  it  the  resistance  of  the  arc  would  rapidly  diminish 
with  increase  of  temperature  of  the  heated  atmosphere  within  the 
crucible,  and  heat  would  be  developed  in  the  dynamo-electric 
machine  to  the  prejudice  of  the  electric  furnace.  The  sudden 
sinking  or  change  in  electrical  resistance  of  the  material  under- 
going fusion  would,  on  the  other  hand,  cause  sudden  increase  in 
the  resistance  of  the  arc,  with  a  likelihood  of  its  extinction,  if  such 
self-adjusting  action  did  not  take  place. 

Another  important  element  of  success  in  electric  fusion  consists 
in  constituting  the  material  to  be  fused  the  positive  pole  of  the 
electric  arc.  It  is  well  known  that  it  is  at  the  positive  pole,  that 
the  heat  is  principally  developed,  and  fusion  of  the  material  con- 
stituting the  positive  pole  takes  place  even  before  the  crucible  itself 
is  heated  up  to  the  same  degree.  This  principle  of  action  is  of  course 
applicable  only  to  the  melting  of  metals  and  other  electrical  con- 
ductors, such  as  metallic  oxides,  which  constitute  the  materials 
generally  operated  upon  in  metallurgical  processes.  In  operating 
upon  non-conductive  earth  or  upon  streams  of  gases,  it 
becomes  necessary  to  provide  a  non-destructible  positive  pole,  such 
as  is  supplied  by  the  use  of  a  pool  of  fused  platinum,  or  iridium, 
or  by  a  plumbago  crucible.  In  working  the  electric  furnace,  some 
time  is  taken  up  in  the  first  instance  in  raising  the  temperature  of 
the  crucible  to  a  considerable  degree,  but  it  is  surprising  how 
rapidly  an  accumulation  of  heat  takes  place.  In  using  a  pair  of 
dynamo-machines  capable  of  producing  seventy  webers  of  current 
with  an  expenditure  of  7-horse  power,  and  which,  when  used  for 
purposes  of  illumination,  produced  a  light  of  12,000  candles,  a 
crucible  of  about  eight  inches  in  depth,  immersed  in  a  non- 
conductive  material,  has  its  temperature  raised  to  a  white  heat  in 
fifteen  minutes,  and  4  lbs.  of  steel  are  fiised  within  another 
fifteen  minutes,  successive  fusions  being  effected  in  somewhat 
diminishing  intervals  of  time.    The  process  can  be  carried  on  on 


SIR    WILLIAAf  SIEMENS,    F,R.S,  26 1 

a  still  larger  scale  by  increasing  the  power  of  the  dynamo-machines 
and  the  size  of  the  crucibles. 

The  purely  chemical  reaction  intended  to  be  carried  into  effect 
within  the  crucible,  might  be  interfered  with  through  the  detach- 
ment of  particles  from  the  dense  carbon  used  for  the  negative  pole, 
although  its  consumption  within  a  neutral  atmosphere  is  exceed- 
ingly slow.  To  prevent  this  I  have  used,  both  in  this  connection 
and  also  in  the  constraction  of  electric  lamps,  a  water  pole,  or  tube 
of  copper,  through  which  a  current  of  water  circulates,  so  that  it 
yields  no  substance  to  the  arc.  It  consists  simply  of  a  stout  copper 
cylinder  closed  at  the  lower  end,  having  an  inner  tube  penetrating 
to  near  the  bottom  for  the  passage  of  a  current  of  water  into  the 
cylinder,  which  water  enters  and  is  discharged  by  means  of  flexible 
india  rubber  tubing.  This  tubing  being  of  non-conductive  material, 
and  its  sectional  area  small,  the  escape  of  current  &om  the  pole 
to  the  reservoir  is  so  slight  that  it  may  be  neglected.  On  the 
other  hand,  some  loss  of  heat  is  incurred  through  conduction, 
with  the  use  of  the  water  pole,  but  this  loss  diminishes  with  the 
increasing  heat  of  the  furnace,  inasmuch  as  the  arc  becomes 
longer,  and  the  pole  is  retired  more  and  more  into  the  crucible 
cover. 

In  the  experiments  which  I  shall  now  place  before  you,  the 
current  which  has  supplied  the  one  electric  lamp  in  the  centre 
of  the  hall  will  be  diverted  by  means  of  a  commutator  through 
the  electric  furnace.  After  it  has  been  active  for  five  minutes  to 
warm  the  crucible,  I  shall  charge  the  furnace  with  8  lbs.  of 
broken  steel  files,  which  I  shall  endeavour  to  melt  and  pour  out 
into  an  ingot  mould  before  your  eyes. 

By  some  obvious  modifications  of  this  electric  furnace  it  can 
be  made  available  for  a  variety  of  other  pui-poses  where  intense 
heat  is  required  combined  with  immunity  from  disturbing 
chemical  actions.  By  piercing  a  number  of  radial  holes  through 
the  sides  of  the  chamber,  and  introducing  the  ends  of  wires 
through  the  same,  an  excellent  means  is  provided  of  heating  those 
wire  ends  very  rapidly,  without  burning  them,  for  the  purpose  of 
welding  them  together.  The  electrical  furnace  will  also  be  found 
useftd,  I  believe,  in  the  hands  of  the  chemist  to  effect  those  re- 
actions between  gaseous  bodies  which  require  the  employment  of 
temperatures  hi  exceeding  the  hitherto  available  limits,  and  will 
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thns  increase  the  means  at  his  disposal  for  the  attainment  of  either 
scientific  or  practical  ends. 

I  have  endeavoored  to  compress  within  the  limited  space  of  a 
single  lecture,  subject-matter  that  might  occupy  the  close  attention 
of  the  student  for  weeks  or  months,  and  I  may  therefore  be 
pardoned  if  I  have  failed  to  convey  to  you  more  than  a  very  rough 
outline  of  what  may  be  accomplish^  by  the  judicious  use  of 
gaseous  fuel,  and  of  the  electric  current,  as  heating  agents.  The 
one  purpose  that  has  been  foremost  in  my  mind  in  preparing  this 
lecture,  has  been  to  make  war  upon  the  smoky  chimney,  which,  so 
far  from  being  a  necessity  under  any  circumstances  whatever, 
should  be  regarded  only  as  a  remnant  of  that  stage  of  our  in- 
dustrial and  social  progress,  which,  satisfied  with  the  attainment 
of  certain  ends,  could  afford  to  neglect  the  economical  and  sanitary 
conditions  under  which  those  ends  were  accomplished. 

The  Exhibition  which  has  lately  been  held  in  this  city  of 
appliances  for  heating  and  illuminating  by  means  of  gas  and 
electricity — ^in  which  your  President,  my  esteemed  friend.  Sir 
William  Thomson,  took  so  prominent  a  part,  as  he  does  in  every- 
thing tending  towards  the  advancement  of  human  knowledge 
and  well-being — proves  how  deep  is  the  interest  felt  amongst  you 
in  those  very  questions  with  which  I  have  had  to  deal  this 
evening. 

And  so  I  thought  you  might  not  be  disinclined  to  give  atten- 
tion once  more  to  a  particular  view  of  the  question,  which 
happens  to  be  the  result  of  the  independent  labour  of  one  who 
may  claim  at  any  rate  to  have  given  a  life-long  consideration  to 
the  subject. 
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REMARKS  AT  THE   ANNUAL  FESTIVAL  of  the   IRON, 
HARDWARE  and  METAL  TRADES  PENSION  SOCIETY, 

Held  on  the  Ut  June,  1881, 
By  Dr.  C.  W.  Siemens,  Chairman. 

The  Chairman  rose  and  said :  The  toast  which  I  have  to  propose 
to  you  is  "  Success  to  the  Iron,  Hardware,  and  Metal  Trades  Pension 
Society."  The  old  proverb  says  "  Charity  begins  at  home,"  but 
this  is  not  saying  that  charity  should  end  at  home,  but  only  begin 
there.  Speaking  of  charity,  I  may,  perhaps,  mention  that  this 
word  seems  to  have  been  rejected  from  the  Scriptures  in  the  newly 
revised  version,  but  I  hope  the  sentiment  has  not  been  taken 
away  because  they  have  substituted  a  word  which  perhaps  more 
completely  represents  what  is  meant.  The  word  substituted  is 
love.  Love  we  know  commences  at  home.  There  is  no  love  more 
efficacious  than  that  shown  by  one  member  of  a  family  towards 
another.  It  not  only  benefits  a  family,  but  benefits  a  country  at 
large,  perhaps  more  than  any  other  form  of  charity.  When  a 
family  is  thus  constituted  one  member  will  not  allow  another  to 
fall  low,  but  will  endeavour  to  keep,  not  only  one  member,  but  all 
the  members,  above  water  in  a  way  that  would  appear  marvellous  to 
those  who  have  not  tried  it.  The  next  form  of  love  is  that  bestowed 
between  members  of  workmen's  associations.  Perhaps  the  most  inti- 
mate association  of  love  was  that  found  in  the  workshops  between 
master  (or  employer)  and  employed.  Unfortunately,  and,  I  say 
very  unfortunately,  that  spirit  which  has  existed  in  olden  has 
been  lost  sight  of  in  modem  times ;  but  I  hope  the  time  is 
not  far  distant  when.it  will  be  reinstated  in  all  its  former  efficacy. 
At  the  time  of  the  ancient  guilds  the  members  of  a  trade  were 
like  one  family  :  the  master  met  the  men,  not  on  terms  of  equality, 
he  was  the  master,  but  he  took  a  deep  interest  in  the  welfare  of 
his  workmen,  and  he  would  not  allow  a  man  to  go  astray  without 
making  a  strong  effort  to  bring  him  back  to  his  duty  ;  and,  if  he 
would  not  do  so,  he  would  call  on  the  guild  to  bring  him  back  to  a 
sense  of  his  duty.  This  custom  is  impossible  at  the  present  time. 
It  is  now  impossible  for  a  master  to  exercise  that  supervision  over 
an  employi  which  was  possible  formerly ;  but,  notwithstanding. 
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the  master  can  reach  the  employi  in  another  way.  It  is  a  matter 
of  great  congratulation  to  see  at  many  large  works  benefit 
societies  established  in  which  the  workmen  share  all  alike  ;  and,  as 
example  is  perhaps  always  worth  more  than  mere  argnment,  I 
would  on  this  occasion  mention  the  pension  fund,  which  it  occurred 
to  me,  in  connection  with  my  own  co-partners,  to  establish  at  the 
works  with  which  I  am  connected.  Eight  years  ago  we  established 
such  a  fund  at  our  telegraph  works  at  Woolwich,  and  the  principle 
we  adopted  was  somewhat  of  a  novel  character ;  but  having  been 
for  eight  years  very  successful,  I  think  it  might  not  be  disagree- 
able to  bring  the  facts  before  you.  At  the  time  we  commenced 
we  paid  into  the  pension  fund  £1,847.  This  fund  is  maintained 
by  annual  subscriptions,  not  by  the  workmen,  but  by  the  em- 
ployers, who  every  year  pay  1  per  cent  of  the  amount  of  wages 
they  give  to  the  workmen  into  this  fund,  out  of  which  pensions 
are  paid  to  any  workmen  who  are  disabled  from  age  or  other  cause, 
and  in  the  event  of  the  death  of  a  workman  a  pension  is  paid  to 
his  widow  or  orphans.  The  amount  of  this  pension  depends  in  a 
great  measure  on  the  length  of  time  during  which  a  man  has 
served  the  firm  and  the  number  of  individuals  to  be  provided  for. 
This  fund  is  administered  by  one  representative  of  the  firm,  who 
presides  over  the  committee  of  management.  A  permanent  secretary 
is  also  appointed  by  the  firm,  and  six  employes  are  elected  to  represent 
the  workmen.  The  fund  has  been  found  amply  sufficient  to  pro- 
vide for  all  those  who  have  been  disabled  and  would  otherwise 
have  been  without  resources  during  their  illness.  More  than  that, 
capital  has  accumulated  from  £1,800  to  nearly  £5,000,  at  which 
it  stands  at  the  present  time.  It  may  be  said  '*  Why  should  a  man 
benefit  from  a  fund  to  which  he  does  not  contribute  ?  "  Well,  I 
think  we  acted  wisely  in  not  making  them  contribute,  because,  in 
virtue  of  that  provision,  we,  and  not  the  men,  are  masters  of  the 
fund.  If  a  man  discharges  himself  he  takes  with  him  no  right  to 
the  fund,  and  it  is  only  in  case  he  remains  in  the  service  that  he 
acquires  an  accumulating  interest  in  the  fund,  and  thus  he 
**  affcctionates  "  himself  towards  his  employers  and  towards  the 
concern.  By  giving  this  additional  amount  of  1  per  cent  we  get 
better  service  and  work,  and  I  believe  that  in  a  similar  way  a  much 
better  feeling  might  be  established.  The  fund  with  which  we  deal 
here  this  evening  is  also  based  upon  the  "  home  "  principle.    The 
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iron  trade  of  this  country  is,  perhaps,  not  only  the  largest  in- 
dustry in  the  kingdom,  but  in  the  whole  world,  and  therefore  if  a 
feeling  of  good  fellowship  can  be  established  in  such  a  trade, 
amongst  those  who  devote  lifelong  toil  and  energy  to  the  advance- 
ment of  that  trade,  I  am  quite  certain  a  vast  amount  of  good  will 
be  done  ;  and  more  than  the  value  of  the  actual  money  paid  will  be 
the  feeling  that  will  be  engrafted  in  the  breast  of  the  man  who, 
perhaps,  seeing  an  increasing  family  about  him,  and  feeling  his 
health  failing,  and  the  knowledge  that,  although  his  own  efforts 
are  insuflBcient  to  provide  amply  for  the  widow  and  children  who 
will  be  left  by  him,  there  is  a  fund  like  that  in  connection  with  this 
Society,  which  will  come  to  the  assistance  of  the  widow  in  the  time 
of  bereavement,  that  feeling  alone,  I  say,  will  keep  a  man  up, 
and  make  him  a  more  useful  worker  than  would  be  the  case  if  his 
heart  had  sunk.  Gentlemen,  it  is  charity,  or  love,  like  this  that 
is.productive  of  a  great  amount  of  good,  in  fact,  anything  that  will 
keep  a  man  from  that  final  abomination,  the  workhouse,  is  a  great 
benefit.  I  hope  the  time  will  come  when  the  union  workhouse 
will  no  longer  exist,  and  when  no  man  will  need  to  go  there.  It  is 
by  mutual  support  between  those  who  ought  to  have  a  fellow- 
feeling  towards  one  another  that  such  a  result  can  be  brought 
about,  and  that  great  happiness  will  result.  This  fund  has  already 
produced  most  beneficial  results.  It  distributes  every  year  more 
than  £3,000  in  pensions  to  those  most  deserving  of  it ;  but  con- 
sidering the  vast  proportions  of  this  trade  a  much  larger  sphere  of 
action  is  possible,  and  should  be  aimed  at.  Our  object  needs  only 
to  be  known  to  be  more  widely  patronised  and  better  supported. 
It  is  now  my  pleasurable  duty  to  support  the  eflbrts  made  by  those 
who  have  led  this  movement  for  nearly  40  years,  and  to  urge  you 
to  come  forward  and  make  the  amount  of  the  benefit  bestowed  by 
this  Society  an  ever-increasing  one,  so  that  those  who  are  the 
recipients  may  be  even  more  in  number,  and  made  more  glad  on 
account  of  the  great  benefits  you  bestow  on  theuL  Gentlemen, 
I  need  not  add  many  more  words.  You  all  understand  what  our 
object  is,  you  all  approve  of  it,  and  you  all  see  the  necessity  for 
active  support ;  therefore  I  now  call  upon  you  to-  drink  success  to 
the  Iron^  Hardware,  and  l\Ietal  Trades  Pension  Society,  with  all 
due  honours. 
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ADDRESS  OP  C.  William  Sibmens,  Honorary  President  of  the 
Meeting  of  the  Soci^tS  des  Inginieurs  Ctvils,  held  at  the 
Exposition  d*^Iectriciti,  on  the  23rd  September,  1881. 

M.  LE  President  *  a  prononce  ensuite  le  discours  suivant : 

Messieurs,  grace  k  votre  aimable  invitation,  je  me  trouve  dans 
ce  moment  dans  une  position  bien  honorable,  pour  laquelle  je  vous 
ofifre  mes  remerciements  sinc^res. 

Cette  position  m'impose  pourtant  un  devoir,  que  je  me  sens  peu 
capable  de  remplir,  attendu  que  ma  connaissance  de  votre  langue 
est  trop  limits  et  que  le  temps  m'a  manqu6  pour  preparer  un 
discours,  tel  que  j'aurais  voulu  vous  I'adresser.  Aussi,  je  compte 
sur  votre  indulgence  qui,  je  I'espfere,  Ira  m^me  an  ielk  de  votre 
courtoisie. 

En  vous  adressant  cependant  quelques  mots,  avant  que  vous 
vous  mettiez  a  votre  oeuvre  d'examen  soigneux,  permettez-moi  de 
yous  f^licitcr  sur  le  succes  dclatant  de  cette  Exposition,  oeuvre 
fran^aise,  qui  fera  6poque  dans  Thistoire  du  progrte  intellectuel  et 
industriel.  Cette  reunion  remarquable  de  tout  ce  qui  repr^nte 
le  progr^  dans  cette  branchc  la  plus  jeune  de  I'industrie,  a  d6j4 
attird  k  Paris  le  Congres  international  d'electricit^,  compost  des 
hommes  les  plus  illustres  dans  les  sciences  physiques  de  tons  lea 
pays  civilis<^.  Ce  Congres  semble  destin^  k  foumir  des  bases 
solides  pour  le  d^veloppement  futur  de  T^lectricit^,  soit  comma 
science,  soit  dans  son  application  k  Tindustrie. 

Je  vous  f^licite  encore,  Messieurs  les  membres  de  la  Soci^  des 
Ing^nieurs  civils,  d'avoir  reconnu  I'importancede  cette  ExpositioUy 
par  rapport  a  votre  profession  et  d'avoir  institu^  ces  s^ances- 
visites,  qui  vous  donneront  des  occasions  pr^ieuses  de  verifier  les 
ddclarations  thdoriques,  par  les  experiences  et  m^me  par  une 
pratique  comparative. 

Messieurs,  il  est  inutile  d'insister  devant  vous  sur  le  r6Ie 
important  que  I'^lectricitd  va  jouer  dans  presque  toutes  lea 
branches  de  Tindustrie. 

♦  Excerpt  Mem.  and  Cte.  Rend.  Soc  Ing^n.  Civ.  1881,  Ft.  II.  pp.  216-222. 
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Vous  Bavez  ce  qui  a  ete  accompli  par  la  tfl^graphie  dlectrique, 
et  quelle  influence  bienfaisante  Tintroduction  des  divers  syst^mes 
de  signaux  a  eu  but  nos  chemins  de  fer.  Aujourd*hui,  quand  tons 
les  pays  du  monde  se  couvrent  de  plus  en  plus  de  r^seaux  de  voies 
ferr^s,  et  que  de  plus,  le  nombre  et  la  rapidity  des  trains  qui  les 
parcourent  augmentent  de  jour  en  jour,  le  tdMgraphe  ^lectrique  est 
nne  n^cessit^  absolue  ;  et  cependant  TEzposition  nous  fait  sentir 
que  mdme  dans  cette  application,  la  plus  ancienne,  il  reste  encore 
bien  des  progres  k  faire. 

Le  membre  le  plus  jeune  dans  la  famille  de  I'dlectriciti,  c'est 
le  t^ldphone  ;  cet  instrument  k  la  fois  extr^mement  simple  et 
ing^nieux,  qui  combine,  dans  sa  simplicity,  toutes  les  lois  les  plus 
compliqudes  de  T^lectricite,  se  pr^ente  dans  I'enceinte  de  ce  palais 
dans  un  6tat  de  perfectionnement  vraiment  6tonnant.  Ceux  qui 
out  d^jk  eu  occasion  d'entendre  ici,  dans  ce  b^timent,  les  sons 
compliqu^  de  I'Opera,  ont  dfi  juger  et  appr^ier  quel  6norme 
progr^  nous  avons  devant  nous,  et  il  me  semble  que  nous  ne 
sommes  pas  encore  au  bout  dans  cette  direction  remarquable. 

Hier  soir,  M.  Mercadier  nous  a  entretenus  (les  Membres  de  la 
Soci^t^  des  ]6lectriciens  Anglais)  de  nouvelles  recherches  extrdme- 
ment  int^ressantes,  qui  augmentent  de  beaucoup  le  nombre  de 
phones  que  nous  avons  di^jk.  Au  telephone,  au  microphone  et 
au  photophone,  M.  Mercadier  a  ajout^  le  radiophone,  le  thermo- 
phone  et  P^lectrophone ;  tons  ces  appareils  qui,  du  reste,  sont 
extr^mement  simples  dans  leurs  details,  se  rapportent  k  des 
influences  primaires  et  de  difi'(§rents  genres.  Dans  Tun,  le  tele- 
phone, c'est  la  vibration  de  Tair  qui  est  cause  de  la  transmission 
des  sons,  de  la  voix.  Dans  le  photophone,  c^est  le  s^ldnium  qui, 
par  sa  propriety  remarquable  de  changer  sa  conductibilit^  k  mesure 
que  la  lumi^re  plus  ou  moins  intense  le  frappe,  fait  fonctionner 
Tappareil.  O^est  un  appareil  qui  a  d^j^  Hi  pr^sent^  par  M.  Bell, 
il  7  a  un  an.  Le  microphone,  imaging  d'abord  par  MM.  Hughes 
et  Edison,  est  un  appareil  qui  nous  donne  la  faculty  d'augmenter 
merveilleusement  Timportance  des  signaux  transmis  par  le  fil 
Electrophone.  M.  Mercadier  ajoute  des  phones  qui  rejoivent  la 
force  motrice  par  les  rayons  de  la  chaleur,  ou  bien  de  la  couleur, 
dans  le  spectre  de  la  lumi^re  Electrique. 

En  nouB  adressant  k  une  autre  branche  des  objets  exposds  dans 
cette  enceinte,  nous  trouvons  la  lumi^re  Electrique,  qui  occupe  une 
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place  considerable  dans  cette  exposition.  II  est  Evident  qne  la 
lomi^re  61ectriqne  n'est  plos  nn  essai,  c'est  one  r6alit6  bien  positive, 
soit  que  la  lomi^re  diectriqne  se  pr^nte  sons  la  forme  de  grands 
foyers  de  500  k  10,000  bougies  on  de  50  a  1,000  carcels,  soit 
qn'elle  sc  pr^nte  sous  nne  forme  plus  on  moins  divisee,  comme 
lumi^re  produite  par  des  courants  de  sens  contraire,  des  conrants 
alternatifs,  on  comme  nne  petite  lumiere  produite  par  le  carbone 
incandescent,  comme  dans  les  appareils  de  MM.  Swan,  Edison, 
Maxim,  Lane  Fox ;  tout  cela  demontre  qne  T^lectricitd  est 
appliciable  a  I'^lairage  non  seulement  de  nos  places  publiques  et 
de  nos  rues,  mais  aussi  des  grands  appartcments  et  mdme  des 
petits,  tels  que  salles  a  manger  et  autres.  Et,  comme  suite  de 
cette  application,  il  y  a  cet  immense  avantage  en  favenr  de 
r61ectricit6,  c'est  qn'il  n'y  a  pas  de  produits  de  combustion  ; 
qnoique  la  source  de  lumiere,  dans  la  lampe  ^lectrique,  soit  m6me 
beaucoup  plus  chaude  que  la  source  dn  bee  de  gaz ;  cependant, 
suivant  le  calcnl  que  j'ai  fait,  la  quantity  de  chalenr  produite 
pour  nne  quantite  donn^  de  lumiere  produite,  est  tlieoriquement 
d'environ  10  pour,  100  de  celle  que  produirait  le  gaz  pour  la  m6me 
intensity  lumineusc,  c'est-^-dire  que,  pour  donner  nne  Inmifere 
Youlue,  nous  aurions,  par  le  gaz,  une  production  de  chaleur  dix 
fois  plus  considerable  que  par  la  lumiere  eiectrique. 

Outre  cela,  il  y  a  la  question  des  produits  de  la  combustion  qui 
vicient  I'atmosphere,  et  dont  la  lumiere  eiectrique  est  exempte. 

Cependant,  je  nc  suis  pas  de  ceux  qui  disent  que  le  gaz  est  tout 
k  fait  dclipse,  et  que  les  usincs  a  gaz  n'ont  plus  qu*k  fermer  leur 
etablissement.  Je  crois,  an  contraire,  que  nous  sommes  an  debut 
d'une  periode  d'augmentation  cnorme  de  Tusage  du  gaz.  Quand 
il  s'agit  d'obtcnir  la  lumiere  par  le  gaz,  nous  trouvons  qu'un  m^re 
cube  de  gaz  briile  dans  un  bee  ne  produit  qu'un  dixicme  de  la 
lumi^  totale  qui  se  produirait  si  le  m^me  metre  cube  de  gaz  etait 
brfiie  dans  une  machine  ;  on  autrement  que  la  combustion  du  gaz 
dans  un  moteur  donnerait  une  energie  de  lumiere  dix  fois  plus 
considerable  que  si  le  m^me  m^tre  cube  de  gaz  etait  briile  dans  un 
bee.  Cela  demontre  que  la  veritable  place,  pour  le  gaz,  est  Tinte- 
rieur  des  cylindres  et  non  pas  le  bee.  En  faisant  ce  changement, 
le  gaz  nous  sera  necessaire  conmie  auparavant ;  seulement,  nous 
aurons  nne  lumiere  beaucoup  plus  intense  &  meilleur  marche. 
{Applaudissements,) 
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II  y  a  plu3ieurs  autres  applications  pour  le  gaz  qui,  je  I'espere, 
feront  lear  chemin,  maintenant  que  Tattention  des  ing^nieors  et 
des  consommatears  de  gaz  est  dirig^e  dans  cette  voic.  Le  gaz  est 
le  combustible  le  plus  avantageux  :  1  kilogramme  de  gaz  produit 
six  fois  plus  de  calorique  que  1  kilogramme  de  houille.  Si  Ton 
veut  obtenir  le  m^me  degr6  de  chaleur  avec  un  minimum  de 
combustible,  il  est  done  plus  avantageux  de  se  servir  du  gaz  que 
d'un  combustible  solide. 

En  outre,  le  gaz  ne  produit  pas  d'ordures,  il  ne  produit  pas  de 
cendres,  il  ne  produit  pas  de  fumee.  II  y  a  encore  un  autre 
avantage  :  le  transport  du  gaz  est  meilleur  marcli6  que  le  transport 
de  tout  autre  combustible  ;  il  est  plus  commode,  surtout  dans  nos 
rues  d6j4  trop  encombrees  par  le  trafic  ordinaire.  Le  combustible, 
il  faut  Tapporter  de  Tembarcad^re  k  la  maison,  le  descendre  k  la 
cave,  et  ensuite  le  porter  encore  de  la  cave  dans  Tappartement,  puis 
apres  porter  les  cendres  au  dehors  :  tout  cela  repr6sente  une 
ddpense  totale  6norme,  si  on  la  multiplie  par  le  nombre  des  maisons, 
dans  un  grand  centre  comme  Paris,  par  exemple ;  tandis  que  le 
gaz,  une  fois  6tabli,  n'a  pas  tons  ces  inconv^nients  et  coiite  tr6s 
peu  :  on  n'a  k  s'occuper  que  de  I'entretien  des  tuyaux,  qui  durent 
bien  longtemps.  Je  crois  done  qu^a  Tavenir  la  consommation  du 
gaz  ira  graduellement  de  plus  en  plus  en  augmentant ;  tandis  que, 
pour  r^clairage  de  nos  grands  appartements  et  de  nos  rues,  la 
lumi^  61ectrique  sera  la  lumiere  ordinairement  employ^,  le  gaz 
prendra  la  position  plus  modeste  de  donner  la  lumiere  k  nos 
passages,  nos  cuisines,  nos  petits  appartements ;  pour  tons  ces 
besoins  accessoires,  le  gaz  a  un  grand  avantage  :  on  pent  ouvrir  le 
robinet  k  moiti^,  au  quart,  et  k  r6duire  ainsi  la  consommation  du 
gaz,  en  diminuant,  suivant  les  besoins,  Tintensit^  de  la  lumiere. 

Une  autre  application  de  la  force  de  I'^nergie  dlectrique,  qui 
n'est  pas  encore  aussi  d^velopp^  que  la  lumiere  dlectrique,  mais 
qui,  je  crois,  jouera  un  rdle  plus  important,  c'est  la  transmission 
de  la  force  motrice  par  I'electricit^.  Vous  savez  que,  demi^re- 
ment,  des  efforts  ont  6t6  faits  dans  plusieurs  directions  pour  trans- 
mettre  la  force  motrice  d'un  endroit  k  un  autre  au  moyen  du  fil 
flectrique.  II  y  a,  dans  ce  b4timent,  une  foule  d'applications  qui 
montrent  les  moyens  qui  se  pr^sentent  a  Ting^nieur  pour  employer 
ce  nouveau  moteur  a  diverses  applications.  Nous  avons  non  settle- 
ment des  machines  de  toute  espece  mises  en  mouvement  par  le 


270  THE   ADDRESSES,    LECTURES,    ETC,,    OF 

coorant  dlcctriqne,  nous  avons  aussi  nn  chemin  de  fer  qui  marche 
Avec  une  machine  djnamo-^Iectrique  et  qui  d^ontre  qu^aaasi, 
pour  la  locomotion,  ce  moteur  sera  applicable. 

Je  dois  dire  qu'il  ne  faut  pas  s'imaginer  que  pour  nos  grands 
chcmins.de  fer,  la  machine  k  vapeur  sera  jamais  remplac6e  par  le 
moteur  61ectrique  ;  ce  n'est  que  pour  les  tramways  et  les  petita 
chemins  qu'on  pourrait  transporter  la  force  d'un  centre  dans  un 
autre  par  la  voie  de  Telectricit^. 

Dans  la  transmission  de  la  force  motrice  par  T^lectricitd,  il  y  a 
nckjessairement  une  perte  :  cette  perte  s  eleve  a  peu  pr6s  a  50  pour 
100  ;  nous  ayons  obtenu  jusqu'a  60  et  70  pour  100  de  rendement ; 
mais,  en  pratique,  il  ne  sera  pas  sage  de  dire  que  la  force  obtenue 
&  Textrdmit^  d'une  ligne  de  deux  kilometres  de  longueur,  par  ex* 
emple,  sera  plus  de  50  pour  100.  Mais  ce  r^ultat  n'est  nuUement 
defavorable  ;  les  50  pour  100  ne  repr^entent  pas  seulement  les 
forces  perdues  dans  la  machine  electriquc,  mais  Tensemble  des 
forces  perdues  dans  la  transmission. 

Dans  une  machine  Electriquc,  la  force  perdue  n'est  que  d'un 
dixi^me,  c'est-a-dire  qu'une  machine  dynamo-Electrique  donne 
dans  le  courant  90  pour  100  du  travail  foumi  par  le  moteur. 
Mais  pour  transmettre  la  force  motrice  par  un  moyen  m^canique, 
pour  transporter  cette  force,  il  y  a  des  pertes  dans  la  transmission. 
II  y  a  d'abord  une  perte  dans  les  conductcurs,  il  y  en  a  une  seconde 
dans  le  frottement,  dans  les  couissinets.  II  y  a  une  troisi^me  perte 
dans  r^chauffement  des  fils  ;  une  quatrieme,  dans  la  transmission 
du  courant  Electrique,  et  une  cinqui^me  perte  pour  transmettre 
cette  force  dans  la  machine  pour  donner  son  effet  utile.  Ces  cinq 
sources  de  perte  ne  repr6sentent  que  50  pour  100  de  la  force  totale  : 
cel^  vent  dire  qu'il  n'y  a  pas  de  perte  Enorme  dans  aucun  de  oes 
points. 

Mais  si  on  vent  transmettre  une  force  motrice  par  I'hydrauUqtie 
ou  Fair  comprim^  on  doit  d^penser  au  moins  les  50  pour  100 ; 
mais  il  y  a  cet  avantage  dans  la  transmission  Electrique,  que  cette 
perte  ne  depend  pas  autant  de  la  distance  ;  on  pent  tres  bien  faire 
transmettre  une  force  Electrique  k  une  distance  de  10,  20  kilo- 
metres, ^  travers  un  conducteur  d'une  certaine  importance,  sans 
augmenter  les  pertes ;  et  il  y  a  cet  avantage  encore,  que  le  fil 
dlectrique,  pour  transmettre  la  force,  est  trte  bon  marche,  en  com^- 
paraison  des  tuyaux  k  air  ou  des  tuyaux  hydrauliques. 
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Je  puis  mentionner  ici  line  application  que  j'ai  faite  demifere- 
ment  dans  ma  petite  ferme  d^Angleterre.  J'ai  nn  moteur  central 
pour  faire  travailler  la  ferme.  Ce  moteur  h,  vapeur  donne  le 
mouvement,  soit  k  des  machines,  dans  une  partie  de  la  ferme,  pour 
feire  couper  le  foin,  le  bois  ;  soit,  dans  un  autre  endroit,  un  kilo- 
mfetre  plus  loin,  pour  pomper  Teau.  Je  dois  aussi  appliquer  la 
mfime  force  pour  labourer,  application,  du  restc,  d^ja  faite  en 
France,  sous  le  contrdle  de  M.  Tresca,  qui  a  publid  des  r^sultats 
trfes  int^ressants.  Quoique  je  perde  60  pour  100  de  transmission, 
je  trouve  encore  de  grands  avantages  dans  ce  syst^me :  je  brfile 
beaucoup  moins  de  charbon  qu'en  mettant  des  petites  machines 
partout  pour  faire  le  travail.  Ma  machine  marche  toute  la  joum^, 
k  present  pour  utiliser  toutes  les  forces,  la  pompe  plus  loin 
conmience  k  marcher,  personnc  ne  s^en  occupe,  c^est  dans  un 
endroit  ferm6  k  clef,  et  on  pompe  Teau  k  un  kilometre  plus  loin. 
II  n'y  a  qu'un  seul  honmie  qui  fait  tout  le  travail  et  qui  s'occupe 
des  chevaux  et  des  soins  de  la  ferme.  O'est  une  ^nomie 
remarquable. 

Pour  employer  la  mdme  force  pendant  la  nuit,  j'ai  fait  une 
application  qui  a  excite  un  pen  I'inter^t  des  savants :  c'est 
d'dtudier  Tinfluence  de  la  lumi^re  61ectrique  sur  la  v^^tation.  Je 
puis  avoir  des  p^hes,  des  fraises  et  autres  fruits  annuels,  Thiver, 
autant  que  pendant  r6t6 :  c^est  un  fait  bien  remarquable,  et  je 
crois  que,  jusqu^^  present,  ce  n'est  qu'un  essai ;  le  temps  viendra 
ou  les  horticulteurs  en  tireront  un  grand  parti,  surtout  si  on  cona- 
bine  Thorticulture  avec  Tagriculture. 

On  pent  encore  utiliser  la  chaleur  de  la  vapeur  perdue,  qui  se 
condense  dans  nn  calorif^re,  et  obtenir,  par  ce  calorif^re,  le 
chanfTage  de  la  maison,  de  sorte  qu'on  ne  perd  rien. 

Par  la  lumifere  flectrique,  on  pent  produire  des  fruits,  en  hiver, 
d*un  ar6me  tout  k  fait  exceptionnel,  et  je  suis  bien  aise  de  voir 
dans  ce  b&timent,  un  essai  qui  s'est  produit  dans  cette  mSme 
direction.  J'ai  observe  qu'une  erreur,  qui  avait  6t^  faite,  a  dt4 
rectifite  depuis  deux  jours.  On  avait  mis  les  foyers  ^lectriques  k 
nu  et  j*ai  constats,  comme  je  I'ai  dit  dans  le  m^moire  que  j'ai 
pr^sent^  sur  ce  sujet,  que  la  lumi^re  ^lectrique,  quoiqu'elle  puisse 
6tre  trte  utile  pour  Tagriculture,  a  nn  effet  d^truisant  pour  la 
plante,  quand  celle-ci  y  est  expose  directement.  Ce  sont  les 
rayons  de  haute  intensity,  ultra-violets,  qui  out  cet  effet  destructeur. 
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J*ai  constats,  en  mettant  devant  nne  plante  oppose  &  nn  foyer 
^lectriqae  on  morceau  de  verre  couvrant  la  plante  k  moiti^,  j^ai 
constats,  dis-je,  que  le  verre  transparent  absorbe  tons  les  rajons 
ultra-violets,  qui  sont  nuisibles  pour  les  plantes ;  et  je  ne  doute 
pas  que  dans  ce  batiment,  on  n'observe  une  grande  difference  dans 
les  resultats  qu^on  obtiendra,  maintenant  qu^on  s'est  aper9U  de 
cette  erreur  et  qu'on  a  reconvert  les  foyers  electriques  par  un  globe 
transparent. 

Une  autre  question  bien  interessante  pour  le  pfaysiologiste 
botanique,  c'6tait  de  savoir  si  une  plante  pent  travailler  toujours, 
jour  et  nuit.  L'opinion  des  botanistes  6tait  plutdt  en  faveur  de 
la  necessity  d'un  sommeil  pour  la  plante ;  mais  les  r^ultats 
obtenus,  qui  s'etendent  ddja  ^  deux  annees,  demontrent  que  la 
plante  n'a  pas  besoin  do  repos,  sauf  le  repos  d'hiver,  et  que,  par 
exemple,  des  pois  plants  aujourd'hui,  peuvent  pousser,  atteindre 
leur  complet  developpcment  et  produire  des  pois  mfirs,  sans  aucun 
repos. 

Messieurs,  je  crains  d'etre  rest6  trop  longtemps  {Nonl  non/) 
sur  cette  utile  application  dans  laquelle  j'ai  cru  qu'il  y  avait  un 
int^r^t  special,  mais  je  I'ai  expliqu^  avec  tant  de  details  pour 
demontrer  que  I'energie  dlectrique  s'applique  presque  partout,  et 
que,  par  elle,  une  nouvelle  voie  s'ouvre  k  Tingdnieur  pour  diriger 
les  forces  de  la  nature  dans  un  sens  qui  n'etait  pas  connu  aupara- 
vant ;  j*ai  voulu  montrer  que  nous  avons  devant  nous  un  travail 
6norme,  mais  6normement  int^ressant  k  accomplir.  Je  dois 
f61iciter  votre  Soci^te  du  pas  que  vous  avez  fait  et  de  la  r^olution 
que  vous  avez  prise  d'6tudier  ces  ph^nom^nes  int6ressants  et  nou- 
veaux.    {Applaudisaemenis  prolongea). 
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SCIENCE   AND    INDUSTEY. 

An  Address  delivered  to  the  Birmingham  and  Midland  Institute  in 
the  Town  Hally  Birmingham,  on  the  20/A  October,  1881. 

By  C.  William  Siemens,  D.C.L.,  LL.D.,  F.R.S.,  Preflident. 

Considering  the  high  position  in  literature  and  science  of  my 
predecessors  in  this  Chair,  I  feel  that  I  have  been  bold  indeed  in 
accepting  the  distinguished  office  of  President  of  the  Midland 
Institute  during  the  current  year.  I  shall  not  attempt  to  rival 
my  predecessors  in  those  literary  or  philosophic  flights  which 
befitted  their  powers,  but  shall  confine  myself  to  certain  sug- 
gestive remarks  flowing  from  personal  experience  of  men  and 
matter,  which  may  prove  of  some  interest  to  an  audience  con- 
sisting in  the  main  of  persons  who,  like  myself,  are  intent  upon 
combining  science  with  practical  aims,  but  who,  unlike  myself, 
have  the  best  part  of  their  career  still  before  them. 

In  venturing  to  express  my  views  regarding  the  very  popular 
question  of  technical  education,  I  shall  run  considerable  risk  of 
disappointing  some  of  its  most  ardent  advocates,  who  may  have 
looked  upon  me,  a  foreigner  by  birth,  as  a  staunch  supporter,  if 
not  as  the  living  embodiment,  of  that  particular  form  of  educa- 
tion that  the  Polytechnicum  of  Germany  and  other  Continental 
countries  imparts  to  the  aspiring  engineer  and  manufacturer,  but 
which,  in  my  opinion,  leaves  much  to  be  desired,  and  is  certainly 
inapplicable  to  the  condition  of  things  which  we  find  in  this 
country. 

The  subject  of  education,  and  of  science  education  in  particular, 
is  one  the  practical  and  national  importance  of  which  it  would  be 
difficult  to  over-estimate.  It  is  well  known  that  the  Continental 
nations  have  in  some  respects  stolen  a  march  upon  us  in  providing 
for  the  education  of  the  young  engineer,  the  architect,  the  manu- 
facturer, and  the  craftsman.  Colleges  of  higher  and  lower  degree 
abound  where  both  science  and  practical  processes  are  taught, 
whereas  amongst  us  the  teaching  of  the  latter  has  been  looked 
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on  hitherto  as  professional  or  trade  knowledge  to  be  acquired 
during  lengthy  periods  of  pupilage  or  apprenticeship. 

The  more  ardent  advocates  of  the  Continental  method  of  tech- 
nical education. go  so  far  as  to  think  that  the  irksome  system  of 
apprenticeship  should  give  way  entirely  to  technical  teaching 
within  the  college  walls,  whereby  it  is  assumed  that  much  time 
could  be  saved  and  a  better  knowledge  be  imparted.  Having  had 
some  experience  of  young  men  brought  up  at  these  technical 
schools,  I  am  bound  to  say  that  I  have  not  been  favourably  im- 
pressed with  the  results  produced  by  that  system.  The  practical 
knowledge  acquired  at  those  establishments  is  wanting  in  what 
may  be  called  the  commercial  element,  that  is  of  due  regard  to 
cost  of  production,  of  which  the  teacher  himself  must  be  com- 
paratively ignorant,  as  otherwise  we  should  probably  find  him 
employed  at  the  factory  or  the  engineer's  office,  instead  of  in  the 
schoolroom. 

The  young  polytechnic  student  is  apt  to  look  on  the  machine  or 
process  which  he  has  studied,  not  as  one  of  many  solutions  of  a 
practical  problem  influenced  by  ever-varying  external  circum- 
stances, but  as  something  representing  an  absolute  condition  of 
things  almost  as  completely  proved  and  established  as  a  first 
principle  in  nature,  or  a  proposition  of  Euclid ;  he  is  very 
proud  of  this  positive  knowledge  and  impatient  of  any  sugges- 
tion aiming  at  the  accomplishment  of  the  same  object  by  means 
not  sanctioned  by  his  authoritative  text-book.  He  is  apt  to 
be  a  dogmatist,  a  splendid  man  for  coming  out  first-class  in  a 
competitive  examination,  and  likely  enough  to  make  a  good 
official  in  a  Government  administration,  but  most  unlikely  to 
venture  for  himself  on  such  new  embodiments  of  first  principles 
of  nature  as  are  essential  to  the  accomplishment  of  improved 
results,  and  as  have  animated  our  Watts,  our  Cromptons,  our 
Corts,  and  our  Bessemers  in  enriching  the  world  with  new 
processes. 

On  the  Continent,  where  the  Governments  themselves  are  largely 
engaged  in  trade  and  enterprise,  where  railways,  mines,  and  factories 
are  State  establishments,  it  was  necessary  to  create  a  large  stafp  of 
men  educated  to  the  point  of  being  able  to  assume  at  once  a  posi- 
tion of  some  authority  in  the  ranks  of  rigid  organisation,  and  such 
men  are  provided  by  the  polytechnic  schools.   Our  Indian  Govern- 
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ment  being  similarly  sitaated  had  to  resort  to  similar  means,  and 
to  establish  Cooper's  Hill  Engineering  College. 

In  this  country,  where  happily  the  great  commercial  interests, 
with  one  exception,  are  still  in  private  hands,  educational  estab- 
lishments on  the  Continental  model  would  be,  I  consider,  inap- 
propriate. The  object  a  young  man  has  in  view  is  not  the 
attainment  of  a  snug  position  in  a  Government  establishment, 
but  to  be  fitted  by  his  education  for  the  great  battle  of  life,  in 
which  he  will  be  judged,  not  by  the  answers  he  can  give  to 
certain  set  questions  in  his  competitive  examination,  but  rather 
by  the  faculty  he  may  have  acquired  of  realising  useful  results 
under  even  adverse  circumstances  and  conditions. 

The  time  was,  not  long  ago,  when  the  opinion  prevailed  in  this 
country  that  useful  knowledge  could  only  be  attained  in  the  work- 
shop ;  that  a  lad,  after  having  mastered  the  three  R's  at  a  primary 
school,  had  to  be  bound  to  a  manufacturer  or  craftsman  for  a 
period  of  seven  years,  where  his  time  was  occupied  in  routine  work 
or  in  mechanical  repetitions  of  one  and  the  same  operation,  causing 
him  to  give  up  thinking  altogether,  and  to  become  what  was  digni- 
fied by  the  appellation  of  "  practical  man  " — a  man  of  notions, 
with  a  supreme  contempt  of  theory  or  science.  The  reign  of  this 
practical  man  par  excellence  is  happily  drawing  to  a  close ;  for 
those  who  wish  to  treasure  up  his  memory,  I  would  recommend  a 
lucid  description  of  him  by  my  friend  Sir  i^Vederick  Bramwell  in 
his  presidential  address  to  the  Mechanical  Section  of  the  British 
Association  in  1872  (which  may  be  found  in  the  Transactions  of 
that  year).  Since  then  Sir  Frederick  Bramwell  has  done  much  to 
hasten  the  burial  of  the  character  he  describes,  in  making  himself 
the  principal  promoter,  of  that  splendid  endowment,  the  City  and 
Guilds  of  London  Institute,  which,  under  wise  direction,  cannot 
fail  to  exercise  a  very  important  influence  on  the  educational 
development  of  the  country. 

Having  now  spoken,  somewhat  disparagingly,  I  fear,  of  both 
the  old  English  system  and  of  the  more  recent  Continental  system 
of  technical  education,  I  shall  be  asked,  no  doubt,  what  in  my 
opinion  should  be  the  plan  adopted  in  preparing  the  mechanical 
engineer,  the  manufacturer,  and  the  artisan  of  the  future,  for  their 
respective  careers.  The  answer  to  such  a  question  is  one  involved 
in  much  difficulty,  scarcely  admitting  of  universal  solution.   There 
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are,  however,  certain  principles  of  general  application,  which,  I 
submit,  should  never  be  lost  sight  of.  Moral  education  being 
provided  for,  the  main  object  in  teaching  the  young  should  be  to 
strengthen  their  power  of  memory,  and  after  that  their  reasoning 
faculty.  The  first  is  most  appropriately  accomplished  by  the  con- 
ventional three  R's,  and  by  the  teaching  of  geography,  history, 
and  languages,  both  ancient  and  modem ;  and  the  second  by 
mathematics,  logic,  and  the  natural  sciences.  Sir  John  Lubbock, 
in  addressing  you  some  years  ago  from  this  chair,  forcibly  called 
attention  to  the  necessity  of  combining  both  literary  and  scientific 
education  in  our  grammar  schools,  suggesting  that  at  least  ten 
hours  a  week  should  be  given  up  to  the  teaching  of  science. 

Such  a  system  of  education  has  since  been  established  at  Eton, 
where  (as  reported  in  Nature  some  weeks  ago)  all  pupils  attend 
science  classes,  and  are  said  to  be  very  fond  of  what  they  are 
pleased  to  call  the  ''  stinks  *'  (in  allusion  to  the  chemical  labora- 
tory) ;  whereas  at  other  grammar  schools  a  "  modem  side  "  has 
been  added  to  the  establishment,  where  science  is  taught  to  those 
only  who  elect  not  to  go  in  for  a  classical  career,  whilst  the  clas- 
sical scholars  remain  untaught  in  science  as  before.  I  am  of 
opinion  that  the  Eton  system  is  the  better  of  the  two,  for  I  cannot 
regard  an  education  to  be  complete  that  does  not  combine  literary 
with  scientific  training ;  the  one  gives  the  polish  and  the  other 
the  fibre  and  practical  direction  to  the  understanding.  A  Bir- 
mingham manufacturer  by  no  means  despises  polish  to  make  his 
goods  tempting  in  the  market,  but  he  would  hardly  like  to  offer 
them  composed  entirely  of  lacquer  and  polish  without  that  solid 
fibre  in  the  interior  that  is  necessary  to  fit  them  for  practical 
usage ;  such  internal  fibre  may  in  our  case  be  likened  to  the 
knowledge  of  useful  information  such  as  modem  languages  and 
natural  science,  without  which  the  classical  polish  must  be  devoid 
of  the  power  to  produce  useful  results,  which  after  all  is  the 
standard  to  be  aimed  at. 

The  man  of  classics,  the  Bishop,  the  Statesman,  and  the  Judge 
of  the  future,  educated  at  Eton,  will  be  none  the  worse  for  stand- 
ing upon  an  educational  foundation  comprising  '*  stinks  "  in  its 
composition,  whereas  the  man  of  practical  pursuits  will  be  all  the 
better  for  his  early  literary  culture. 

But  it  may  be  urged  that  the  time  available  for  study  is  too 
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short  to  admit  of  both,  and  that  one  or  other  muBt  therefore  be 
chosen.  I  should  venture  to  doubt  the  sufficiency  of  this  objec- 
tion, being  of  opinion  that  the  study  of  the  one  kind  of  knowledge 
qualifies  the  mind  the  better  for  the  other,  in  the  same  way  as  in 
after  life  recreative  exercise  of  mind  and  body  is  resorted  to  in 
order  to  relieve  the  drudgery  of  daily  duty. 

The  usefulness  of  science  teaching  depends  of  course  to  a  great 
extent  upon  the  teacher,  and  upon  the  system  adopted.  Science 
taught  as  it  were  by  rote  is  of  comparatively  little  value  in  after 
life ;  to  be  beneficial  it  should  be  practical,  impressing  the  mind 
vividly  with  the  simplicity  and  the  beauty  of  the  laws  of  nature, 
and  for  this  purpose  each  statement  of  a  law  should  be  followed  up 
by  ocular  demonstration,  nay  by  active  co-operation  on  the  part 
of  the  student  in  the  experiment.  For  this  purpose  no  school 
ought  to  be  without  its  chemical,  its  physical,  and  its  mechanical 
laboratories,  where  students  could  test  for  themselves  chemical 
reactions,  verify  physical  laws,  and  ascertain  the  mechanical  pro- 
perties of  materials  used  in  construction.  Nor  do  these  laboratories 
necessarily  involve  a  large  expenditure  for  apparatus,  the  most 
instructive  apparatus  being  that  which  is  built  up  in  the  simplest 
possible  manner  by  means  of  pulleys,  cords,  wires,  prisms,  and  glass 
tubes,  and,  if  possible,  by  calling  into  requisition  the  constructive 
ingenuity  of  the  student  himself. 

Only  after  the  student  has  attained  a  thorough  knowledge  of 
first  principles  will  it  be  desirable  to  introduce  him  to  elaborate 
instruments  such  as  telescopes,  polariscopes,  electrometers,  and 
delicate  weighing  machines  wherewith  to  attain  numerical  results 
and  to  commence  original  research.  For  this  reason  very  complete 
laboratories  are  of  great  importance  at  the  Universities  and  superior 
colleges,  where  exact  science  and  independent  research  should  take 
the  place  of  mere  tuition  of  first  principles. 

After  first  principles  have  been  taught  at  school,  the  university 
on  the  one  hand  and  the  workshop  aided  by  study  on  the  other 
hand  are  requisite  to  impart  that  special  knowledge  necessary  for 
the  profession  or  business  to  be  followed  in  after  life.  In  this 
respect  the  German  university — that  glorious  institution  for  the 
development  of  independent  thought — offers  advantages  much 
more  commendable  for  imitation  than  the  technical  school,  and  it 
is  a  significant  fact  that  while  the  thirty  universities  of  Germany 
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continue  to  increase  both  as  regards  number  of  students  and  high 
state  of  efficiency,  the  purely  technical  colleges,  almost  without 
exception,  have  during  the  last  ten  years  been  steadily  receding  ; 
whereas  the  provincial  "Gewerbe  Schule"  has,  under  the  prq^ 
gressive  Minister  Yon  Falk,  been  modified  so  as  to  approximate 
its  curriculum  to  that  of  the  "  Gymnasium  "  or  grammar  school. 

In  some  technical  schools  mechanical  workshops  are  provided, 
in  which  students  may  work  at  the  lathe,  the  vice,  and  the  planing 
machine,  and  where  they  are  allowed  to  construct  small  steam 
engines  or  other  pieces  of  machinery.  I  doubt  very  much  whether 
these  toy  steam  engines  are  such  as  would  satisfy  a  mechanical 
engineer  in  real  practice,  and  think  that  both  the  money  of  the 
institution  and  the  time  of  the  student  could  be  much  better 
employed,  if,  instead  of  imitating  practical  engineering,  he  were 
made  to  experiment  with  testing  machines  in  order  to  obtain  a 
thorough  insight  into  the  mechanical  nature  of  materials,  their 
absolute  strength,  their  elastic  limits,  and  the  effects  produced 
upon  them  by  the  processes  of  annealing,  tempering,  and  welding. 
University  College,  London,  has  taken  a  lead  in  this  respect  under 
the  able  direction  of  Professor  Kennedy,  and  its  example  will,  I 
hope,  be  followed  by  other  colleges. 

As  regards  middle  class  education,  it  must  be  borne  in  mind 
that,  at  the  age  of  sixteen,  the  lad  is  expected  to  enter  upon 
practical  life,  and  it  has  been  held  that  under  these  circumstances 
at  any  rate  it  is  best  to  confine  the  teaching  to  as  many  subjects 
only  as  can  be  followed  up  to  a  point  of  efficiency  and  have 
reference  to  future  application.  It  is  thus  that  the  distinction 
between  the  German  Gymnasium  or  Grammar  School  and  the 
Real  Schule  or  Technical  School  has  arisen — a  distinction  which, 
though  sanctioned  to  some  extent  in  this  country  also  by  the 
institution  of  the  "modem  side,"  I  should  much  like  to  see 
abolished. 

But  I  shall  be  told  that  it  is  impossible  to  teach  everything 
properly  within  the  time,  and  shall  be  reminded  of  the  proverb 
that  says,  "  A  little  knowledge  is  a  dangerous  thing."  I,  ifor  one, 
do  not  believe  in  this  proverb,  which  I  consider  erroneous,  and 
mischievous  in  its  application.  Referring  to  myself  as  an  example, 
I  am  sorry  to  state  that  I  had  not  the  advantage  of  being  taught 
Greek  at  school  beyond  the  mere  letters  of  the  alphabet— my  early 
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education  having,  indeed,  been  irregular,  and  cut  short  much  too 
soon — which  surely  is  the  minimum  of  knowledge  that  could 
possibly  be  possessed  of  that  language.  Yet  even  this  amount  of 
knowledge  of  Greek  has  stood  me  in  good  stead,  because  it  has 
enabled  me  at  any  rate  to  use  those  letters  in  mathematical 
formulae,  and  on  a  push  to  puzzle  out  some  of  those  Greek  names 
which  are  given  to  scientific  instruments.  In  this  case  at  least, 
exceedingly  little  knowledge  has  proved  no  danger  but  a  consider- 
able advantage  to  me,  and  it  would  not  be  difficult  to  multiply 
examples  to  the  same  effect.  A  little  knowledge  of  a  modem 
langu^e  will  be  best  appreciated  by  an  English  person  who, 
speaking  no  language  but  his  own,  has  occasion  to  go  abroad. 
Arriving  at  his  destination  he  finds  that  he  is  unable  to  make  the 
railway  porter  understand  what  conveyance  he  intends  to  take, 
and  where  he  intends  to  go ;  his  perplexity  will  be  still  greater 
when  on  entering  a  restaurant,  say  at  Paris,  he  is  presented  with 
a  bill  of  fare  extending  over  several  pages,  from  which  to  select 
his  dinner.  In  despair  he  points  at  random  to  some  of  the 
enumerations  of  dishes,  and  finds  to  his  discomfiture  that  the  one 
is  presented  to  him  in  the  form  of  a  p4t4  of  snails,  another  as  a 
preparation  of  legs  of  frogs,  and  the  third  as  water  ice  with  which 
to  appease  an  appetite  quite  equal  to  roast  beef,  potatoes,  and 
cheese. 

In  physical  science  a  little  knowledge  may  be  a  matter  of  the 
greatest  importance  to  an  artisan  when  he  is  called  upon  to  set  a 
machine  to  work,  and  is  stopped  by  some  such  accidental  cause  as 
the  accumulation  of  air  below  a  valve,  or  unequal  expansion  due 
to  a  local  source  of  heat.  The  knowledge  of  a  few  fundamental 
laws  of  physical  science  will  at  once  enable  him  to  divine  the 
cause  of  difficulty,  which  has  only  to  be  recognized  in  order  to  be 
removed.  I  should,  therefore,  be  disposed  to  reverse  the  proverb, 
and  to  say  that  "  A  little  knowledge  is  an  excellent  thing,"  only  it 
must  be  understood  that  this  little  is  fundamental  knowledge ; 
that  it  is  not  the  knowledge  of  the  conceited  pretender  who  haa 
committed  to  memory  a  few  scraps  of  information  on  a  particular 
subject ;  who  quotes  a  Greek  author  without  having  learned  as 
much  of  the  language  as  I  have  ;  who  speaks  of  planetary  per- 
turbations without  having  a  knowledge  of  the  fundamental  law  of 
gravitation ;  or  who  pretends  to  know  all  about  steam  engines 


28o  THE   ADDRESSES,    LECTURES,    ETC,    OF 

without  having  the  least  knowledge  of  the  laws  of  heat,  of 
elasticity,  or  of  dynamics  involved  in  their  action. 

On  the  whole  I  am  inclined  to  agree  with  Lord  Brougham, 
who,  himself  a  great  lawyer  and  a  lover  of  science,  gave  origin  to 
the  pithy  expression,  "  Try  to  know  something  about  everything, 
and  everything  about  something."  It  would  be  hard,  indeed,  to 
realise  the  latter  portion  of  his  saying,  but  it  would  be  difficult  to 
know  even  a  good  deal  about  something  without  knovdng  at  least 
something  about  a  great  many  other  things. 

The  question  of  education  becomes  even  more  difficult  when  we 
approach  the  condition  of  the  artisan  who  needs  to  send  his  boy 
into  the  mine  or  factory  at  the  tender  age  of  twelve.  I  am  of 
opinion  that  fourteen  years  should  be  the  minimum  age  at  which 
lads  should  be  admitted  into  works,  in  order  that  they  may  have 
had  not  less  than  four  years  of  judicious  training  at  elementary 
or  Board  schools,  where,  in  addition  to  the  purely  elementary 
subjects,  at  least  so  much  of  general  history,  easy  mathematics, 
and  natural  science  should  be  inculcated  as  to  implant,  if  possible, 
the  desire  to  acquire  more  of  those  subjects  in  after  life.  School 
education,  whether  followed  up  to  one  point  or  another,  can  after 
all  do  no  more  than  lay  a  foundation  and  implant,  if  possible,  a 
desire  in  the  mind  of  the  student  to  follow  up  the  subjects  taught 
in  maturer  years,  with  the  experience  of  life  present  to  give  a 
practical  direction  to  his  studies. 

In  order  to  aid  him  in  these  endeavours,  such  bodies  as  the 
Midland  Institute  must  prove  to  be  of  great  service,  with  its 
science  classes  and  lectures  open  to  all  who  thirst  after  knowledge 
and  who  want  to  understand  more  particularly  the  scientific 
principles  involved  in  their  occupations.  Technical  education 
such  as  this  is  indeed  indispensable  if  this  country  is  to  maintain 
the  supremacy  won  for  it  by  men  of  exceptional  genius,  enterprise, 
and  perseverance,  but  which  without  it  can  hardly  be  expected  to 
withstand  in  the  long  run  the  competition  of  foreign  nations,  with 
cheaper  labour  and  a  higher  standard  of  general  education  in  their 
favour.  The  English  system  of  technical  education  has  this 
advantage  over  the  system  established  elsewhere,  that  it  is  not 
governmental  but  essentially  spontaneous  and  self-supporting,  and 
will  therefore  shape  itself  into  the  mould  best  suited  to  the  free 
and  vigorous  development  of  trade  itself. 
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The  system  of  pupilage  or  apprenticeship  will  still  be  necessary, 
but  instead  of  involving  the  sacrifice  of  seven  of  the  most  im- 
portant years  of  a  young  man's  life,  half  that  time,  or  say  three 
years,  will  be  found  amply  sufficient  to  give  to  the  lad  imbued 
with  first  principles  the  practical  knowledge  necessary  for  his 
trade.  The  employer  would  be  amply  compensated  for  the  shorter 
time  of  gratuitous  service  by  a  corresponding  improvement  in  its 
quality.  He  should  be  expected  to  see  to  it  that  during  the  term 
of  his  authority  the  pupil  attended  Saturday  and  evening  classes 
where,  in  addition  to  general  subjects,  the  principles  underlying 
the  operations  of  his  business  of  spinning,  dyeing,  paper-making, 
or  metal-working  are  taught  by  competent  persons. 

It  is  important  that  the  teacher  himself  should  not  be  a  mere 
specialist,  but  a  man  capable  of  generalising  and  of  calling  to  his 
aid  other  branches  of  science  and  general  knowledge,  that  he 
should  be,  in  short,  a  well-educated  person.  It  is  difficult,  I 
believe,  as  yet  to  find  a  sufficient  number  of  teachers  equal  to  such 
a  standard,  and  in  order  to  supply  this  deficiency  normal  schools 
will  have  to  be  established  upon  a  much  larger  scale  than  has 
hitherto  been  the  case.  It  is  satis&ctory  to  learn  that  South 
Kensington  is  coming  to  the  rescue  in  converting  its  Science 
School  into  a  Normal  School  for  the  education  of  science  teachers, 
only  it  is  to  be  hoped  that  literary  subjects  will  be  added  to  their 
curriculum. 

The  importance  of  a  higher  education  of  the  working  classes 
will  be  appreciated  by  all  who  have  watched  the  rapid  strides  with 
which  one  branch  of  industry  after  another  undergoes  fundamental 
change,  by  which  the  mere  craft-skill  acquired  yesterday  becomes 
obsolete  to-day,  when  a  new  process,  involving  entirely  new  modes 
of  operation,  takes  the  place  of  a  previous  one.  Nor  is  there  any 
promise  of  stability  in  the  process  of  to-day,  which  may  be  again 
superseded  to-morrow  by  something  more  nearly  approaching 
ultimate  perfection. 

To  those  who  still  have  some  confidence  in  the  stability  of 
things  as  they  exist  in  arts  and  manufactures,  I  would  strongly 
recommend  a  trip  to  Paris,  where  they  will  still  be  in  time  to 
visit  the  International  Exhibition  of  Electricity.  That  form  of 
energy  known  as  the  electric  current  was  nothing  more  than  the 
philosopher's  delight  forty  years  ago ;  its  first  practical  applica- 
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tion  may  be  traced  to  this  good  town  of  Binningham,  where  Mr. 
George  Elkington,  utilising  the  discoveries  of  Davy,  Faraday,  and 
Jacobi,  had  established  a  practical  ptocess  of  electro-plating  in  1842. 

It  affords  me  great  satisfaction  to  be  able  to  state  that  I  had 
something  to  do  with  that  first  practical  application  of  electricity  : 
for  in  March  of  the  following  year,  1843, 1  presented  myself  before 
Mr.  Elkington  with  an  improvement  on  his  processes  which  he 
adopted,  and  in  so  doing  gave  me  my  first  start  in  practical  life. 
Considering  the  moral  lesson  involved,  it  may  interest  you, 
perhaps,  if  I  divert  for  a  few  minutes  from  my  subject  in  order  to 
relate  a  personal  incident  connected  with  this  my  first  appearance 
amongst  you. 

When  the  electrotype  process  first  became  known  it  excited  a 
very  general  interest,  and  although  I  was  only  a  young  student  of 
Gottiugen  under  twenty  years  of  age,  who  had  just  entered  upon 
his  practical  career  with  a  mechanical  engineer,  I  joined  my 
brother,  Werner  Siemens,  then  a  young  lieutenant  of  artillery  in 
the  Prussian  service,  in  his  endeavours  to  accomplish  electro- 
gilding,  the  first  impulse  in  this  direction  having  been  given  by 
Professor  C.  Himly,  then  of  Gottingen.  After  attaining  some 
promising  results,  a  spirit  of  enterprise  came  over  me  so  strong 
that  I  tore  myself  away  from  the  narrow  circumstances  surround- 
ing me,  and  landed  at  the  East  End  of  London  with  only  a  few 
pounds  in  my  pocket  and  without  friends,  but  with  an  ardent 
confidence  of  ultimate  success  within  my  breast. 

I  expected  to  find  some  oflSce  in  which  inventions  were 
examined  into,  and  rewarded  if  found  meritorious,  but  no  one 
could  direct  me  to  such  a  place.  In  walking  along  Finsbury 
Pavement  I  saw  written  up  in  large  letters  "  So  and  so  "  (I  forget 
the  name),  "  Undertaker,"  and  the  thought  struck  me  that  this 
must  be  the  place  I  was  in  quest  of ;  at  any  rate,  I  thought  that 
a  person  advertising  himself  as  an  "  undertaker  "  would  not  refuse 
to  look  into  my  invention  with  a  view  of  obtaining  for  me  the 
sought-for  recognition  or  reward.  On  entering  the  place  I  soon 
convinced  myself,  however,  that  1  came  decidedly  too  soon  for  the 
kind  of  enterprise  here  contemplated,  and  finding  myself  con- 
fronted with  the  proprietor  of  the  establishment,  I  covered  my 
retreat  by  what  he  must  have  thought  a  very  lame  excuse.  By 
dint  of  perseverance  I  found  my  way  to  the  patent  office  of 
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Messrs.  Poole  and  Carpmael,  who  received  me  kindly  and  provided 
me  with  a  letter  of  introduction  to  Mr.  Elkington.  Armed  with 
this  letter,  I  proceeded  to  Birmingham  to  plead  my  cause  before 
your  townsman. 

In  looking  back  to  that  time,  I  wonder  at  the  patience  with 
which  Mr.  Elkington  listened  to  what  I  had  to  say,  being  very 
young,  and  scarcely  able  to  find  English  words  to  convey  my 
meaning.  After  showing  me  what  he  was  doing  already  in  the 
way  of  electro-plating,  Mr.  Elkington  sent  me  back  to  London  in 
order  to  read  some  patents  of  his  own,  asking  me  to  return  if, 
after  perusal,  I  still  thought  I  could  teach  him  anything.  To  my 
great  disappointment  I  found  that  the  chemical  solutions  I  had 
been  using  were  actually  mentioned  in  one  of  his  patents,  although 
in  a  manner  that  would  hardly  have  sufficed  to  enable  a  third 
person  to  obtain  practical  results. 

On  my  return  to  Birmingham  I  fi'ankly  stated  what  I  had 
found,  and  with  this  frankness  I  evidently  gained  the  favour  of 
another  townsman  of  yours,  Mr.  Josiah  Mason,  who  had  just 
joined  Mr.  Elkington  in  business,  and  whose  name  as  Sir  Josiah 
Mason  will  ever  be  remembered  for  his  munificent  endowment  of 
education.  It  was  agreed  that  I  'should  not  be  judged  by  the 
novelty  of  my  invention,  but  by  the  results  which  I  promised, 
namely,  of  being  able  to  deposit  with  a  smooth  surface  30  dwt.  of 
silver  upon  a  dish-cover,  the  crystalline  structure  of  the  deposit 
having  theretofore  been  a  source  of  difficulty.  In  this  I  suc- 
ceeded, and  I  was  able  to  return  to  my  native  country  and  my 
mechanical  engineering  a  comparative  Croesus. 

But  it  was  not  for  long,  as  in  the  following  year  I  again  landed 
in  the  Thames  with  another  invention,  worked  out  also  with  my 
brother,  namely,  the  Chronometric  Governor,  which,  though  less 
successful,  commercially  speaking,  than  the  first,  obtained  for  me 
the  advantage  of  bringing  me  into  contact  with  the  engineering 
world,  and  of  fixing  me  permanently  in  this  country.  This  inven- 
tion was  in  course  of  time  applied  by  Sir  George  Airy,  the  then 
Astronomer  Royal,  for  regulating  the  motion  of  his  great  transit 
and  touch  recording  instrument  at  the  Royal  Observatory,  where 
it  still  continues  to  be  employed. 

Another  early  subject  of  mine,  the  anastatic  printing  process, 
found  favour  with  Faraday,  "  the  great  and  the  good,"  who  made 
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it  the  subject  of  a  Friday  evening  lecture  at  the  Royal  Institution. 
These  two  circumstances  combined  obtained  for  me  an  entry  into 
scientific  circles,  and  helped  to  sustain  me  in  difficulty  until,  by 
dint  of  a  certain  determination  to  win,  I  was  able  to  advance  step 
by  step  up  to  this  place  of  honour  situated  within  a  gunshot  of 
the  scene  of  my  earliest  success  in  life,  but  separated  from  it  by 
the  time  of  a  generation.  But  notwithstanding  the  lapse  of  time, 
my  heart  still  beats  quick  each  time  I  come  back  to  the  scene  of 
this,  the  determining  incident  of  my  life. 

At  the  time  I  am  speaking  of,  the  electric  telegraph  was 
occupying  the  minds  of  the  philosophers  of  different  countries,  but 
it  was  not  until  the  year  1846  that  the  first  practical  line  of 
telegraph  was  established  between  Paddington  and  Slough,  where 
it  soon  gained  notoriety  in  preventing  the  escape  from  justice  of  a 
great  criminal.  It  is  unnecessary  for  me  to  insist  upon  the 
enormous  results  that  have  been  achieved  by  this  great  modem 
innovation,  which  goes  even  beyond  the  poetic  vision  of  Shake- 
speare himself,  who  in  the  extravagance  of  his  "Midsummer 
Night's  Dream"  makes  Puck  "encircle  the  earth  in  forty 
minutes,"  a  rate  of  communication  which  would  nowadays  hardly 
satisfy  the  City  merchants  who  expect  Calcutta  and  New  York  to 
respond  to  their  calls  much  more  promptly  than  that. 

The  telegraph  has  found  its  simplest  but  most  remarkable 
development  in  the  telephone,  which  although  shadowed  forth  by 
Ricss  in  1862,  was  only  reduced  to  anything  like  a  practical  shape 
by  Graham  Bell  in  1876,  and  subsequently  extended  by  Edison, 
Hughes,  and  others. 

This  latter  invention  appeared  at  first  particularly  unpromising 
of  practical  results.  The  currents  set  up  through  the  vibrations 
of  a  metallic  diaphragm  facing  the  poles  of  a  magnet  are  so  feeble, 
and  the  rate  of  succession  of  currents  necessary  to  produce  sound 
(represented  by  440  vibrations  per  second  to  produce  the  note 
fundamental  to)  was  so  very  much  beyond  anything  met  with  in 
telegraphy,  that  it  was  difficult  to  conceive  how  such  a  succession 
of  distinct  currents  with  the  infinite  variety  of  strength  and 
quality  necessary  to  reproduce  speech,  could  be  transmitted 
through  a  line  Avire  many  miles  in  length,  and  could  reproduce 
mechanically  the  same  sounds  at  the  receiving  end.  Yet  the 
telephone  has  become  a  practical  reality,  and  its  ultimate  powers 
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are  illustrated  in  a  very  remarkable  manner  at  the  Paris  Exhibi- 
tion. 

There,  in  a  certain  room,  you  may  listen  of  an  evening  one 
minute  to  the  performance  going  on  at  the  Great  Opera  House, 
the  next  minute  to  an  air  sung  at  the  Op^ra  Comique,  and  again 
the  next  minute  to  the  well-known  voices  of  the  principal  actors 
of  the  Th64tre  Fran5ais.  The  novelty  of  this  particular  arrange- 
ment consists  in  having  each  receiving  telephone  connected  sepa- 
rately to  a  transmitting  telephone,  fixed  in  front  of  the  footh'ghts 
towards  the  two  sides  of  the  stage,  whereby  an  acoustic  effect  is 
produced  that  may  almost  be  called  stereoscopic ;  you  actually 
hear  when  the  actor  turns  his  or  her  head  from  one  side  to  the 
other,  and  are  able  to  separate  most  distinctly  the  several  voices, 
as  well  afi  the  orchestral  instruments  when  concerted  music  is 
being  produced.  Nor  are  the  sounds  in  any  way  distorted  or  dis- 
agreeable, or  too  low  to  be  enjoyable,  but  loud  and  full,  producing 
an  agreeable  impression  even  on  the  musical  ear.  The  person 
with  his  ears  to  the  two  receiving  telephones  imagines  himself  in 
a  mysterious  dreamland  of  sound,  but  remove  the  instruments 
only  half  an  inch  from  the  ear,  and  all  has  departed,  no  sweet 
sounds  of  music  are  heard,  but  in  their  stead  the  speaking  voice 
of  the  person  anxious  to  take  your  place  at  the  auditory.  I  leave 
it  to  your  imagination  to  picture  the  innumerable  applications 
which  this  new  power  of  man  in  directing  the  forces  of  nature 
may  ultimately  lead  to. 

The  most  striking  feature  upon  entering  the  Paris  Exhibition 
in  the  evening  is  the  blaze  of  electric  light  that  makes  the  interior 
of  that  large  building  even  brighter  than  by  daylight ;  nor  is  the 
effect  of  this  illumination  marred  by  the  flickering,  fizzing,  and 
colour  changing  of  the  earlier  attempts  in  this  direction.  The 
character  of  the  lights  comprises  a  range  from  the  central  arc  of 
10,000  candle  power,  to  the  incandescent  lamp  of  only  15  candles, 
equalling  the  light  only  of  an  ordinary  gas  burner,  and  the  group- 
ing and  shading  of  some  of  these  lights  are  such  as  to  produce 
effects  extremely  agreeable  to  the  eye.  Who  would  venture  to  say, 
after  this  display,  and  after  the  practical  applications  that  have 
been  made  of  the  electric  light  in  the  City  of  London,  at  several 
of  our  docks  and  harbours,  at  works,  halls,  and  theatres,  that  it  is 
not  a  practical  illuminant  destined  to  work  as  great  a  change  as 
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gas-lighting  did  before  it,  thirty  years  ago,  when  it  was  inaugurated 
at  the  Soho  Works  not  many  miles  away  from  this  hall  ? 

But,  although  I  predict  a  great  future  for  electric  light  as  being 
the  most  brilliant,  the  cheapest,  and  the  least  objectionable  from 
a  sanitary  point  of  view  of  all  illuminants,  I  do  not  agree  with 
those  who  consider  that  the  days  of  gas  must  therefore  be 
numbered. 

In  addressing  the  British  Association  of  Gas  Managers  in  this 
town  a  few  months  ago,  I  called  attention  to  certain  means  by 
which  gas  of  much  higher  illuminating  power  might  be  obtained 
from  the  ordinary  retorts,  if  only,  at  the  same  time,  the  gas 
companies  or  corporations  could  be  induced  to  supply  at  a  reduced 
rate  heating  gas,  of  which  we  so  much  stand  in  need  ;  and  how, 
by  certain  improvements  in  the  burners  themselves,  the  illumi- 
nating power  of  a  given  quantity  of  gas  might  be  still  further 
augmented.  Gas  companies  have  for  many  years  enjoyed  the 
sweets  of  their  monopoly  position,  which  position  is  generally 
speaking  not  productive  of  desire  for  change.  The  electric  hght 
has  furnished  for  them  the  incentive  to  advance,  and  the  effect  of 
that  incentive  has  told  already,  I  am  glad  to  observe,  in  a  very 
striking  manner  upon  the  street  illumination  of  this  immediate 
neighbourhood. 

The  time  is  not  far  distant,  I  believe,  when  gaseous  fuel  will 
almost  entirely  take  the  place  of  solid  fuel  for  heating,  for  obtain- 
ing motive  power,  and  for  the  domestic  grate ;  and  if  gas  com- 
panies and  corporations  rightly  understand  their  mission,  they 
will  take  timely  steps  to  supply,  separately,  heating  gas  at  a  greatly 
reduced  cost,  the  demand  for  which  would  soon  be  tenfold  the  gas 
consumption  of  the  present  day.  The  economy  and  the  comfort 
which  would  accnie  to  the  inhabitants  of  large  towns  by  such  a 
change  would  be  great  indeed,  and  it  would,  amongst  other  things, 
effect  a  nidical  cure  of  that  great  Imgbear  of  our  winter  existence, 
a  smoky  atmosphere. 

The  third  great  practical  illustration  furnished  by  the  Paris 
Exhibition  has  reference  to  the  transmission  of  power  from  one 
place  to  another  by  means  of  the  electric  conductor.  When,  only 
five  yeai's  ago,  in  addressing  the  Iron  and  Steel  Institute,  I  ven- 
tured upon  the  assertion  that  the  time  was  not  distant  when  the 
great  natural  sources  of  power,  such  as  waterfalls,  would  be  trans- 
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ferred  to  considerable  distances  by  means  of  stout  electric  con- 
ductors, to  be  there  utilised  for  providing  towns  with  light  and 
motive  power,  I  elicited  an  incredulous  smile  even  from  some  of 
those  most  conversant  with  the  laws. of  electricity.  Electricity 
had  been  looked  upon  by  them  as  a  swift  agent  to  flash  our 
thoughts  from  country  to  country,  but  the  means  of  producing 
that  form  of  energy  by  the  expenditure  of  power  on  the  dynamo- 
electric  machine,  although  known,  was  not  yet  properly  appreci- 
ated. Such  can  scarcely  now  be  considered  the  case.  I  could 
point  to  at  least  three  instances  in  this  country  where  power  is 
practically  transmitted  to  a  distance  by  means  of  electricity, 
to  be  utilised  for  pumping  water,  for  lighting,  and  for  working 
machinery,  and  the  Paris  Exhibition  furnishes  additional  illustra- 
tion of  the  facility  with  which  that  transmission  may  be  effected. 

The  electric  railway  leading  fi'om  the  Place  de  la  Concorde  into 
the  Exhibition,  only  half  a  kilometer  in  length,  does  its  work 
regularly  and  well,  running  a  trip  every  five  minutes,  and  convey- 
ing generally  as  many  passengers  as  can  be  packed  both  inside  and 
outside  of  a  tramcai*  of  ordinary  dimensions.  This  system  of  pro- 
pulsion will  soon  be  in  operation  on  a  new  line  of  railway,  6  miles 
long,  with  which  I  am  connected,  in  the  north  of  Ireland,  to  be 
extended,  if  successful,  to  a  further  equal  distance.  This  will 
give  us  12  miles  of  electric  railway  worked  without  expenditure  of 
fuel,  iot  the  motive  power  will  be  obtained  from  a  neighbouring 
waterfall,  which  at  present  runs  to  waste.  Mr.  W.  A.  Traill,  the 
resident  engineer  of  the  line,  has  already  commenced  construction, 
and  I  hope  that  by  next  spring,  visitors  to  the  sister  island  may 
reach  one  of  its  most  interesting  sights,  the  Giant's  Causeway, 
propelled  by  invisible  but  yet  potential  agency. 

The  experience  gained  by  my  brother  in  the  working  of  the  first 
electric  railway,  2  miles  in  length,  established  by  him  at  Lichten- 
felde,  near  Berlin,  leaves  no  reasonable  doubt  regarding  the 
economy  and  certainty  of  this  mode  of  propulsion,  although  it  is 
not  anticipated  that  it  will  supersede  locomotive  power  upon  our 
main  trunk  railways.  It  will  have  plenty  of  scope  in  relieving  the 
toiling  horses  on  our  tramways,  in  working  elevated  railways  in 
populous  districts,  and  in  such  cases  as  the  Metropolitan  Bailway, 
where  the  emission  of  the  products  of  combustion  causes  not  only 
the  propulsion  but  also  the  suffoc:ition  of  passengers. 
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Another  application  of  eloctricityy  also  at  any  rate  indicated  at 
the  Paris  Exhibition,  is  that  to  agriculture  and  horticulture,  upon 
which  I  have  been  practically  engaged  during  the  last  two  winters 
on  my  farm  near  Tunbridge  Wells.  This  is  neither  the  time  nor 
place  for  me  to  enlarge  upon  this  application,  which  should  be 
mentioned,  however,  because  I  believe  that  it  will  ultimately 
exercise  a  considerable  influence  upon  an  important  interest, 
besides  providing  a  means  of  adding  to  the  pleasures  of  country 
pursuits.  Electro-culture  by  itself  would  be  expensive,  but  not  so 
if  combined,  as  it  is  at  Sherwood,  with  the  utiUsation  of  electric 
energy  for  accomplisliing  other  objects — such  as  chaff-  and  root- 
cutting  at  one  place,  wood-cutting  at  another,  and  pumping  of 
water  at  a  third,  while  the  waste  heat  of  the  steam  at  the  generat- 
ing station  is  utilised  to  heat  the  water  circulating  through  the 
greenhouses,  &c.  In  this  way  labour  and  expense  are  saved  in 
many  ways,  and  the  men  employed  on  the  farm  find  no  difficulty 
in  working  the  electrical  horses,  no  longer  experimentally,  but  as  a 
regularly  established  thing. 

A  somewhat  special  application  of  electricity,  also  shown  at  the 
Paris  Exhibition,  is  its  employment  as  a  heating  agent.  For 
temperatures  not  exceeding  that  of  a  welding  furnace,  solid  or 
gaseous  fuel  produces  the  desired  effect  at  a  cheaper  rate  than  it  is 
likely  to  be  accomplished  by  electricity.  When  electricity  is  used, 
heat  energy  has  in  the  first  place  to  be  transferred  from  the  burn- 
ing fuel  to  the  boiler  of  the  steam  engine.  The  mechanical  energy 
of  the  engine  works  the  dynamo-electric  machine,  whence  electric 
energy  is  transmitted  through  the  conductor  to  the  point  where  it  is 
to  be  utilised  as  heiit,  At  each  intermediate  stage  a  loss  will  have 
to  be  incurred,  and  it  is  therefore  absolutely  certain  that  the 
amount  of  heat  finally  produced  in  the  electric  arc  must  fall  very 
much  short  of  that  generated  by  the  fuel  under  the  boiler.  But 
the  electric  arc  has  this  advantage  over  other  sources  of  heat,  that 
no  waste  heat  need  pass  away  from  it  in  the  shape  of  heated  pro- 
ducts of  combustion.  This  loss  of  heat  in  the  furnace  by  combus- 
tion increases  with  the  temperature  at  which  the  work  has  to  be 
accomplished,  and  reaches  its  maximum  in  a  furnace  for  melting 
steel  or  platinum.  Beyond  this  the  point  is  soon  reached  where 
combustion  ceases  entirely,  where,  to  use  the  scientific  phrase,  the 
point  of  dissociation  of  carbonic  acid  is  reached  ;  and  it  is  for  pur- 
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poses  where  such  degrees  of  heat  are  required  that  the  electric  arc 
can  be  advantageously  employed,  and  will  enable  us  to  accomplish 
chemical  effects  which  have  hitherto  been  beyond  the  reach  of 
science. 

My  chief  object  in  dwelling,  perhaps  unduly,  upon  these 
practical  questions  is  to  present  to  your  minds  in  a  concrete  form 
the  hopelessness  of  looking  upon  any  of  the  practical  processes  of 
the  present  day  as  permanent,  to  be  acquired  in  youth  and  to  be 
the  staple  occupation  of  a  lifetime. 

The  respectable  millwright  of  former  years  had  already  to 
enlarge  his  scope  of  knowledge,  and  become  a  steam-engine 
builder  ;  having  made  himself  master  of  the  construction  of  simple 
forms  of  high-pressure  engines,  he  has  had  to  go  to  school  again, 
to  study  the  laws  of  condensation  and  of  the  expansive  action  of 
steam,  in  order  to  produce  an  engine  using  only  a  fractional 
amount  of  the  fuel  which  his  customers  were  willing  to  expend  in 
former  years  for  a  given  effect ;  he  now  has  to  study  the  laws  of 
electricity  and  understand  the  construction  of  dynamo-electric 
machines,  in  order  to  be  able  to  transmit  and  distribute  his  steam 
power  more  readily  than  could  be  accomplished  by  means  of 
wheels  and  belts.  But  even  his  condensing  steam-engine  with 
variable  expansion,  of  which  he  is  so  justly  proud  to-day,  will  no 
longer  be  acceptable  to  his  cUent  to-morrow,  when  it  will  be  made 
clear  to  him,  by  the  light  of  thermo-dynamics,  that  even  the  best 
of  steam-engines  utilises  barely  a  seventh  part  of  the  heat-energy 
residing  in  fuel,  and  that  the  attainment  of  perhaps  three-fourths 
of  that  ultimate  limit  will  be  required  of  him. 

Analogous  changes  threaten  to  invade  almost  every  existing 
branch  of  industry,  and  it  is  necessary  for  every  one  of  you  to  be 
prepared  for  such  changes. 

The  practical  man  of  former  days  will  have  to  yield  his  place  to 
the  unbiassed  worker  who  with  open  mind  is  prepared  for  every 
forward  step  as  it  arises.  For  this  purpose  it  is  necessary  that  he 
should  possess,  beyond  the  mere  practical  knowledge  of  his  trade, 
a  clear  appreciation  of  the  principles  of  action  underlying  each 
operation,  and  such  general  acquaintance  with  the  laws  of 
chemistry  and  physical  science  as  will  make  it  easy  for  him  to 
adapt  himself  to  the  new  order  of  things. 

In  order  to  be  so  prepared,  it  is  by  no  means  necessary  that  you 
VOL.  in.  u 
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should  have  the  advantage  of  an  elaborate  school  edncation.  No 
man  or  woman  either  should  ever  consider  him  or  herself  out  of 
school,  and  it  is  through  advantages  such  as  are  offered  by  the 
Midland  Institute,  that  the  means  are  afforded  of  continuing  the 
educational  process  near  your  homes,  and  without  much  expense  or 
difficulty  of  any  kind. 

Let  no  one  of  you  suppose  that  his  early  training  or  natural 
ability  is  unequal  to  the  task  of  making  a  career  in  life.  Ooethe, 
that  man  of  wonderful  insight  into  the  working  of  the  human 
mind,  says : — 

'*  Was  man  sich  in  der  Jugend  wUnscht, 
Hat  man  im  Alter  in  F^e.*' 


Or,  translated, 


"  What  you  desire  in  youth. 
Mature  age  wiU  give  you  in  abundance. 


*» 


At  first  sight  this  expression  seems  to  involve  almost  an 
absurdity,  and  it  is  necessary  to  interpret  the  "  desire  "  of  youth 
to  mean,  not  simply  a  vague  sentiment  or  wish  to  be  looked  up  to 
in  after  life,  or  to  drive  about  in  easy  carriages,  but  a  determina- 
tion to  leave  no  stone  unturned,  and  let  no  opportunity  go  past 
that  may  advance  yon  towards  the  well-defined  object  of  your 
ambition.  With  a  firm  resolution  almost  every  difficulty  in  your 
way  will  recede  before  you  ;  disappointments  you  will  have,  and 
they  are  most  desirable,  because  they  are  the  real  teachers  in 
practical  life,  only  you  must  not  allow  yourself  to  be  discouraged 
but  rather  to  be  strengthened  by  them,  in  your  determination  to 
succeed. 

A  fond  mother  has  sometimes  •come  to  me  with  a  doleftd  story 
that  her  son,  "  an  excellent  young  man,"  had  tried  several  things 
in  life  and  had  always  failed,  through  some  untoward  circumstance^ 
but  that  she  felt  sure  he  would  succeed  if  I  would  only  give  him  a 
trial  in  my  own  particular  pursuits.  On  some  occasions  I  have 
perhaps  yielded  to  such  representations,  but  found  that  the 
"  excellent  young  man,*'  though  commencing  with  a  certain  vigow, 
soon  tired  of  the  new  occupation  when  he  approached  its  difficulties. 
He  could  not  realise  the  fact  that  the  secret  of  success  lies,  not  in 
the  avoidance  of,  but  in  the  victory  over,  difficulties — that  each 
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disappointment  teaches  an  important  lesson,  and  that  by  taking 
these  lessons  to  heart  without  swerving  from  his  purpose  he  would 
soon  find  himself  possessed  of  a  power  exceeding  his  most  sanguine 
expectations. 

Success  in  life  depends  in  fact  much  more  upon  diligence  and 
steadiness  of  purpose  than  upon  the  more  brilliant  qualities 
possessed  by  an  individual ;  but  in  order  to  give  force  and 
direction  to  the  sterling  qualities  within  him^  it  is  most  important 
that  means  should  be  brought  within  his  reach  of  enriching  his 
stock  of  useful  information.  The  Birmingham  and  Midland 
Institute^  counting  its  2688  students  of  various  degrees,  of  both 
sexes,  has  accomplished  this  important  object  in  a  manner  never 
before  dreamt  of ;  but  not  content  with  this  splendid  result,  the 
Council  has  made  provision  for  a  further  extension  of  its  beneficial 
action  through  the  erection  of  the  magnificent  lecture  hall,  which 
has  been  inaugurated  so  impressively  this  morning  under  the 
presidency  of  your  Mayor, 


PRICE'S   EETORT    FURNACK 

To  THE  Editor  op  "The  Engineer." 

SiRy — ^Although  I  noticed  in  your  journal  of  the  21st  ult  a 
letter  from  Mr.  William  Price,  finding  fault  with  my  observations 
on  Colonel  Maitland's  paper,  read  at  the  last  meeting  of  the  Iron 
and  Steel  Institute,  I  did  not  think  it  necessary  to  trouble  you 
with  any  reply,  considering  that  Mr.  Price  is  evidently  not  well 
informed  on  what  I  did  say,  and  will  before  long  be  in  possession 
of  the  paper,  and  of  my  observations  upon  the  same. 

In  your  issue  of  last  week  I  observe  a  further  letter  from  Mr.  Price, 
written  in  the  challenging  style,  and  calling  attention  to  the  points 
of  difference  between  his  fomace  and  the  regenerative  gaa  furnace 
of  usual  construction,  which  I  admit  are  very  great. 

When  Mr.  Price  sees  the  complete  account  of  the  meeting,  he 

will  find  that  I  did  not  criticise  his  furnace,  but  stated  the  difS- 

u  2 


292   THE   ADDRESSES,    LECTURES,    ETC,,    OF 

cnlties  I  had  found  with  the  combined  retort  and  grate  gas  pro- 
dncer,  as  patented  by  me  in  1864,  No.  3018,  which  patent  Mr. 
Price  seems  to  ignore,  although  it  must  have  been  extensively 
read,  seeing  that  all  printed  copies  of  the  specification  have  been 
sold,  and  a  second  edition  is  being  prepared  at  the  Patent  Office. 

I  asked  two  questions  at  the  meeting,  viz.,  in  what  respect  the 
retort  gas  producer  employed  at  Woolwich  differed  from  mine,  and 
what  was  the  consumption  of  fuel  per  ton  of  steel  produced  ?  No 
answer  was  given  at  the  meeting  to  these  two  practical  questions ; 
but  Mr.  Price  now  states,  in  reply  to  the  first,  six  points  of  diffe- 
rence between  his  furnace  and  the  regenerative  gas  furnace  with 
reversible  regenerators,  as  usually  constructed  by  me.  These  points 
of  difference,  however,  do  not  remove  the  important  points  of 
similarity  between  the  two  apparatus  in  question,  viz.,  that  of  both 
being  gas  producers,  consisting  of  a  vertical  retort  placed  above  a 
common  grate,  with  admission  of  atmospheric  air,  the  retort  por- 
tion being  heated  by  spare  sensible  heat,  in  order  to  pass  the  fuel 
through  the  fii*8t  stages  of  distillation.  In  both  cases  the  hydro- 
carbons evolved  in  the  retort  pass  downward  and  through  the  fuel 
made  incandescent  by  the  air  passing  through  the  grate  ;  and  the 
waste  heat  of  the  furnace  is  also  in  both  cases  utilised  to  heat  the 
air  before  entering  into  combustion,  although  Mr.  Price's  form  of 
regenerator  may  differ  from  the  non-reversible  form  of  regenerator 
I  have  usually  adopted  where  moderate  degrees  of  heat  are 
required. 

The  value  of  Mr.  Price's  construction  should  be  tested  by  my 
second  question  having  reference  to  the  total  amount  of  fuel  con- 
sumed in  both  cases  per  ton  of  steel  produced.  If  Mr.  Price  can 
answer  this  question  satisfactorily,  I  should  be  the  first  to  admit 
that  he  had  made  a  valuable  improvement ;  but  if,  on  the  contrary, 
as  I  suspect,  the  consumption  in  his  furnace  considerably  exceeds 
that  in  the  regenerative  gas  furnace  of  usual  construction,  in  that 
case  I  can  only  regard  it  as  an  imperfect  imitation  of  an  existing 
arrangement  of  recognised  value.  But,  in  any  case,  I  might  have 
expected  a  graceful  acknowledgment  of  my  labours,  both  as  regards 
the  furnace  and  the  steel  process  employed  at  the  Arsenal,  notwith- 
standing the  immunity  claimed  by  public  departments  from  liability 
under  letters  patent. 

I  am  pleased  to  observe  that  Mr.  Price  promises  us  an  account 
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of  the  circumstances  surrounding  the  first  application  of  the  rege- 
nerative gas  furnace  at  the  Woolwich  Gun  Factory,  from  which  it 
will  be  made  clear  why  that  furnace  was  constructed  without  refer- 
ence to  the  practical  information  that  might  easily  have  been 
obtained,  if  not  from  myself,  at  the  works  of  my  licensees.  Re- 
garding my  own  connection  with  the  transaction,  I  beg  to  repeat 
that  I  never  saw  the  furnace  in  operation,  and  that  when  I  was 
asked  to  inspect  it  after  it  had  been  put  out,  I  could  only  have 
reported  as  I  did,  that  its  reconstruction  was  necessary  to  attain 

the  end  in  view. 

C.  William  Siemens. 

12,  QuKKN  Annk's  Gatk,  S.W.,  November  Btky  1881. 


THE  CONSERVATION  OF  SOLAR  ENERGY. 

By  Dr.  Siemens,  F.R.S.* 

.  A  PAPER  was  recently  read  by  me  before  the  Royal  Society, 
under  the  above  title,  which  may  be  termed  a  first  attempt  to  open 
for  the  sun  a  creditor  and  debtor  account,  inasmuch  as  he  has 
hitherto  been  regarded  only  as  the  great  almoner,  pouring  forth 
incessantly  his  boundless  wealth  of  heat,  without  receiving  any  of 
it  back.  Such  a  proposal  touches  the  root  of  solar  physics,  and 
cannot  therefore  be  expected  to  pass  without  challenge — to  meet 
which  I  gladly  embrace  the  opportunity,  nowoflTered  to  me  through 
the  courtesy  of  the  Editor  of  this  Review,  of  enlarging  somewhat 
upon  the  first  concise  statement  of  my  views  regarding  this 
question. 

Man  has  from  the  very  earliest  ages  looked  up  with  a  feeling  of 
awe  and  wonderment  to  our  great  luminary,  to  whom  we  owe  not 
only  the  light  of  day,  but  the  genial  warmth  by  which  we  live,  by 
which  our  hills  are  clad  with  verdure,  our  rivers  flow,  and  without 

*  Reprinted  by  permission  {torn  the  "  Nineteenth  Century*^  of  April,  1882. 
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which  our  life-Bostaining  food,  both  vegetable  and  animal,  oonid 
not  be  produced. 

When  for  our  comfort  and  our  use  we  resort  to  a  fire  either  of 
wood  or  coal,  we  know  now  by  the  light  of  modem  science  that 
we  are  utilising  only  solar  rays  that  have  been  stored  up  by  the  aid 
of  the  process  of  vegetation  in  our  forests  or  in  the  forests  of 
former  geological  ages,  when  our  coal-fields  were  the  scenes  of  rank 
tropical  growth.  The  potency  of  the  solar  ray  in  this  respect  was 
recognised — even  before  science  had  discovered  its  true  signifi- 
cance— by  clear-sighted  men  such  as  the  late  George  Stephenson, 
who,  when  asked  what  in  his  opinion  was  the  ultimate  cause  of 
the  motion  of  his  locomotive  engine,  said  that  he  thought  it  went 
by  "  the  bottled-up  rays  of  the  sun." 

With  the  exception  of  our  coal-fields  and  a  few  elementary 
combustible  substances  such  as  sulphur  and  what  are  called  the 
precious  metals,  which  we  find  sparsely  scattered  about,  our  earth 
consists  essentially  of  combined  matter.  Thus  our  rivers,  lakes 
and  oceans  are  filled  with  oxidised  hydrogen,  the  result  of  a  most 
powerful  combustion ;  and  the  crust  of  our  earth  is  found  to 
consist  either  of  quartz  (a  combination  of  the  metal  silicon  with 
oxygen)  or  limestone  (oxidised  calcium  combined  with  oxidised 
carbon),  or  of  other  metals,  such  as  magnesium,  aluminium, 
or  iron,  oxidised  and  combined  in  a  similar  manner. 
Excepting,  therefore,  the  few  substances  before  enumerated,  we 
may  look  upon  our  earth,  near  its  surface  at  any  rate,  as  a  huge 
ball  of  cinder,  which,  if  left  to  itself,  would  soon  become  intensely 
cold,  and  devoid  of  life  or  animation  of  any  kind. 

It  is  true  that  a  goodly  store  of  heat  still  exists  in  the  interior 
of  our  earth,  which  according  to  some  geologists  is  in  a  state  of 
fusion,  and  must  certainly  be  in  a  highly  heated  condition ;  but 
this  internal  heat  would  be  of  no  avail,  owing  to  the  slow  rate 
of  conduction,  by  which  alone,  excepting  volcanic  action,  it  could 
be  brought  to  us  living  upon  its  surface. 

An  estimate  of  the  amount  of  heat  poured  down  annually  upon 
the  surface  of  our  earth  may  be  formed  from  the  fact  that  it 
exceeds  a  million  times  the  heat  producible  by  all  the  coal  raised, 
which  may  be  taken  at  280,000,000  tons  a  year. 

If  then  we  depend  upon  solar  radiation  for  our  very  existence 
from  day  to  day,  it  cannot  be  said  that  we  are  only  remotely  in- 
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terested  in  solar  physics,  and  the  question  whether  and  how  solar 
energy,  comprising  the  rays  of  heat,  of  light,  and  the  actinic  rays, 
is  likely  to  be  maintained,  is  one  in  which  we  have  at  least  as  great 
a  reversionary  interest  as  we  have  in  landed  estate  or  other  property: 

If  the  amount  of  heat,  or,  more  correctly  speaking,  of  energy, 
supplied  annually  to  our  earth  is  great  as  compared  with  teiTestrial 
quantities,  that  scattered  abroad  in  all  directions  by  the  sun  strikes 
us  as  something  almost  beyond  conception. 

The  amount  of  heat  radiated  from  the  sun  has  been  approxi- 
mately computed  by  the  aid  of  the  pyrheliometer  of  Pouillet,  and 
by  the  actinometers  of  Herschel,  at  18,000,000  heat  units  from 
every  square  foot  of  its  surface  per  hour  ;  or,  expressed  popularly, 
if  coal  were  consumed  on  the  surface  of  the  sun  in  the  most 
perfect  manner,  our  total  annual  production  of  280,000,000  tons, 
being  the  estimated  produce  of  all  the  coal-mines  of  the  earth, 
would  suffice  to  keep  up  solar  radiation  for  only  one  forty-millionth 
part  of  a  second  ;  or,  if  the  earth  was  a  mass  of  coal,  and  could  be 
supplied  by  contract  to  the  solar  furnace-men,  this  supply  would 
last  them  just  thirty-six  hours. 

If  the  sun  were  surrounded  by  a  solid  sphere  of  a  radius  equal 
to  the  mean  distance  of  the  sun  from  the  earth  (95,000,000  of 
miles),  the  whole  of  this  prodigious  amount  of  heat  would  be 
intercepted ;  but  considering  that  the  earth's  apparent  diameter 
as  seen  from  the  sun  is  only  seventeen  seconds,  the  earth  can 
intercept  only  the  2250-millionth  part.  Assuming  that  the  other 
planetary  bodies  swell  the  amount  of  intercepted  heat  to  ten  times 
this  amount,  there  remains  the  important  fact  that  "^88088  ^^ 
the  solar  energy  is  radiated  into  space,  and  apparently  lost  to  the 
solar  system,  and  only  a*Aoo6oyo  utilised  or  intercepted. 

Notwithstanding  this  enormous  loss  of  heat,  solar  temperature 
has  not  diminished  sensibly  for  centuries,  if  we  neglect  the  periodic 
tjhanges,  apparently  connected  with  the  appearance  of  sun-spots, 
that  have  been  observed  by  Lockyer  and  others,  and  the  question 
forces  itself  upon  us  how  this  great  loss  can  be  sustained  without 
producing  an  observable  diminution  of  solar  temperature  even 
within  a  human  lifetime. 

Amongst  the  ingenious  hypotheses  intended  to  account  for  a 
continuance  of  solar  heat  is  that  of  shrinkage  or  gradual  reduction 
of  the  sun's  volume  suggested  by  Helmholtz.    It  may,  however. 
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be  argued  against  this  theory  that  the  heat  so  produced  would  be 
liberated  throughout  its  mass,  and  would  have  to  be  brought  to  the 
surface  by  conduction,  aided  perhaps  by  convection  ;  but  we  know 
of  no  material  of  sufScient  conductivity  to  transmit  anything 
approaching  the  amount  of  heat  lost  by  radiation. 

Chemical  action  between  the  constituent  parts  of  the  sun  has 
also  been  suggested ;  but  here  again  we  arc  met  by  the  difficulty 
that  the  products  of  such  combination  would  ere  this  have  accu- 
mulated on  the  surface,  and  would  have  formed  a  barrier  against 
further  action. 

These  difficulties  led  Sir  William  Thomson  to  the  suggestion 
that  the  cause  of  maintenance  of  solar  temperature  might  be  found 
in  the  circumstance  of  meteorites,  not  falling  upon  the  sun  from 
great  distances  in  space,  as  had  been  suggested  by  Mayer  and 
Waterston,  but  circulating  with  an  acquired  velocity  within  the 
planetary  distances  of  the  sun,  and  he  shows  that  each  pound 
of  matter  so  imported  would  represent  a  large  number  of  heat 
units  without  disturbing  the  planetary  equilibrium.  But  in 
considering  more  fully  the  enormous  amount  of  planetary  matter 
that  would  be  required  for  the  maintenance  of  the  solar  tempera- 
ture, Sir  William  Thomson  soon  abandoned  this  hypothesis  for 
that  of  simple  transfer  of  heat  from  the  interior  of  a  fluid  sun  to  the 
surface  by  means  of  convection  currents,  which  latter  hypothesis 
is  at  the  present  time  supported  by  Professor  Stokes  and  other 
leading  physicists. 

This  theory  has  certainly  the  advantage  of  accounting  for  the 
greatest  possible  store  of  heat  within  the  solar  mass,  because  it 
supposes  the  latter  to  consist  in  the  main  of  a  fluid  heated  to 
such  a  temperature  that  if  it  were  relieved  at  any  point  of  the 
confining  pressure,  it  would  flash  into  gas  of  a  vastly  inferior, 
but  still  of  an  elevated,  temperature.  It  is  supposed  that  such 
fluid  material,  or  material  in  the  "critical"  condition,  as  Pro- 
fessor Thomas  Andrews  of  Belfast  has  named  it,  is  continually 
transferred  to  the  surface  by  means  of  convection  currents,  that 
is  to  say,  by  currents  forming  naturally  when  a  fluid  substance 
is  cooled  at  its  upper  surface,  and  sinks  down  after  cooling  to 
make  room  for  ascending  material  at  the  comparatively  higher 
temperature.  It  is  owing  to  such  convection  currents  that  the 
temperature  of  a  room  is,  generally  speaking,  higher  towards  the 
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ceiling  than  towards  the  floor,  and  that  upon  plunging  a  ther- 
mometer into  a  tank  of  heated  water  the  surface  temperature  is 
found  slightly  superior  to  that  near  the  bottom. 

These  convection  currents  owe  their  existence  to  a  preponde- 
rance of  the  cooled  descending  over  the  ascending  current ;  but 
this  difference  being  slight,  and  the  ascending  and  descending 
currents  intermixing  freely,  they  are,  generally  speaking,  of  a 
sluggish  character  ;  hence  in  all  heating  apparatus  it  is  found 
essential  to  resort  either  to  artificial  propulsion,  or  to  separating 
walls  between  the  ascending  and  the  descending  currents,  in  order 
to  give  eflTect  to  the  convective  transfer  of  heat. 

In  the  case  of  a  fluid  sun  another  difficulty  presents  itself 
through  the  circumstance  that  the  vast  liquid  interior  is  en- 
veloped in  a  gaseous  atmosphere,  which,  although  perhaps  some 
thousands  of  miles  in  depth,  represents  a  relatively  very  small  store 
of  heat.  Convection  currents  may  be  supposed  active  in  both 
the  gaseous  atmosphere  and  in  the  fluid  ocean  below,  but  the 
surface  of  this  fluid  must  necessarily  constitute  a  barrier  between 
the  two  convective  systems,  nor  could  the  convective  action  of 
the  gaseous  atmosphere,  that  is  to  say,  the  simple  up  and  down 
currents  caused  by  surface  refrigeration,  be  such  as  to  disturb 
the  liquid  surface  below  to  any  great  extent,  because  each  de- 
scending current  would  have  had  plenty  of  time  to  get  inter- 
mixed with  its  neighbouring  ascending  current,  and  would, 
therefore,  have  reached  its  least  intensity  on  arriving  on  the 
Uquid  surface. 

As  r^ards  the  liquid,  its  most  favourable  condition  for  heating 
purposes  would  be  at  the  critical  point,  or  that  at  which  the 
slightest  diminution  of  superincumbent  pressure  would  make  it 
flash  off  into  gas  ;  but  considering  that,  by  means  of  conduction 
and  convection,  the  liquid  matter  must  have  assumed  in  the 
course  of  ages  a  practically  uniform  temperature  to  a  very  con- 
siderable depth,  it  follows  that  the  liquid  below  the  surface,  with 
fluid  pressure  in  addition  to  that  of  the  superimposed  gaseous 
atmosphere,  must  be  ordinary  fluid,  the  critical  condition  being 
essentially  confined  only  to  the  surface. 

Conditions  analogous  to  those  here  contemplated  are  met  with 
in  a  high-pressure  steam  boUer,  with  its  heated  water  and  dense 
vapour  atmosphere.     Suppose  the  fire  below  such  a  boiler  be 
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withdrawn,  and  its  roof  be  exposed  to  active  radiation  into  space, 
what  should  we  observe  through  a  strong  pane  of  glass  inserted 
in  the  side  of  the  boiler  near  the  liquid  surface,  lit  up  by  an 
incandescent  electric  lamp  within  ?  The  loss  of  heat  by  radia- 
tion from  the  boiler  would  give  rise  to  convection  currents,  and 
partial  condensation  of  the  vapour  atmosphere ;  then,  if  the 
motion  of  the  water  was  made  visible  by  means  of  colouring 
matter,  we  should  observe  convection  currents  in  the  fluid  mass 
separate  and  distinct  from  those  in  the  gaseous  mass ;  but  these 
convection  currents  would  cause  no  visible  disturbance  of  the 
liquid  surface,  which  would  present  itself  to  the  eye  with  the 
smoothness  of  a  mirror.  It  is  only  in  the  event  of  the  steam 
pressure  being  suddenly  relieved  at  any  point  on  the  surface 
that  a  portion  of  the  water  would  flash  into  steam,  causing  a 
violent  upheaval  of  the  liquid. 

The  dark  spots  on  the  sun  appear  to  indicate  commotion  of 
this  description,  but  these  are  evidently  not  the  result  of  mere 
convection  currents  ;  if  they  were,  they  would  occur  indis- 
criminately over  the  entire  surface  of  the  sun,  whereas  telescopic 
observation  has  reyealed  the  fact  that  they  do  occur  almost 
exclusively  in  two  belts,  between  the  equator  and  the  polar  sur- 
faces on  either  side.  Their  occurrence  could  be  satisfactorily 
explained  if  we  could  suppose  the  existence  of  strong  lateral 
currents  flowing  from  the  polar  surfaces  towards  the  equator, 
which  lateral  currents  in  the  solar  atmosphere  would  cause 
cyclones  or  vortex  action  with  a  lower  and  denser  atmosphere 
consisting  probably  of  metallic  vapours ;  this  vortex  action  ex- 
tending downward,  would  relieve  the  fluid  ocean  locally  froni 
pressure,  and  give  rise  to  explosive  outbursts  of  enormous  mag- 
nitude, projecting  the  lower  atmosphere  high  above  the  photo- 
sphere, \\ith  a  velocity  measured,  according  to  Lockyer,  by  a 
thousand  miles  a  second.  It  will  be  seen  from  what  follows  how, 
according  to  my  views,  such  vortex  action  in  those  intermediate 
regions  of  the  sun  would  necessarily  be  produced. 

But  supposing  that,  notwithstanding  the  difficulties  just  pointed 
out,  convection  currents  sufficed  to  effect  a  transfer  of  internal 
heat  to  the  surface  with  sufficient  rapidity  to  account  for  the 
enormous  surface-loss  by  radiation,  we  should  only  have  the  poor 
satisfaction  of  knowing  that  the  available  store  would  last  longer 
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than  might  have  beea  expected,  whereas  a  complete  solution  of  tHe 
problem  would  be  famished  by  a  theory,  according  to  which  the 
radiant  energy  which  is  now  supposed  to  be  dissipated  into  space 
and  irrecoverably  lost  to  our  solar  system,  could  be  arrested  and 
brought  back  in  another  form  to  the  sun  himself,  there  to  continue 
the  work  of  solar  radiation. 

Some  six  years  ago  the  thought  occurred  to  me  that  such  a 
solution  of  the  solar  problem  might  not  lie  beyond  the  bounds  of 
possibility,  and  although  I  cannot  claim  intimate  acquaintance 
with  the  intricacies  of  solar  physics,  I  have  watched  its  progress, 
and  have  engaged  also  in  some  physical  experiments  bearing  upon 
the  question,  all  of  which  have  served  to  strengthen  my  confidence 
and  to  ripen  in  me  the  determination  to  submit  my  views,  not 
without  some  misgiving,  to  the  touchstone  of  scientific  criticism. 

For  the  purposes  of  my  theory,  stellar  space  is  supposed  to  be 
filled  with  highly  rarefied  gaseous  bodies,  including  hydrogen, 
oxygen,  nitrogen,  carbon,  and  their  compounds,  besides  solid 
materials  in  the  form  of  dust.  Each  planetary  body  would  in  that 
case  attract  to  itself  an  atmosphere  depending  for  density  upon  its 
relative  attractive  importance,  and  it  would  not  seem  unreasonable 
to  suppose  that  the  heavier  and  less  diffusible  gases  would  form 
the  staple  of  these  local  atmospheres ;  that,  in  fact,  they  would 
consist  mostly  of  nitrogen,  oxygen,  and  carbonic  acid,  whilst 
hydrogen  and  its  compounds  would  predominate  in  space. 

In  support  of  this  view  it  may  be  urged,  that  in  following  out 
the  molecular  theory  of  gases  as  laid  down  by  Clausius,  Clerk 
Maxwell,  and  Thomson,  it  would  be  difficult  to  assign  a  limit  to  a 
gaseous  atmosphere  in  space  ;  and,  further,  that  some  writers — 
^ong  whom  I  will  here  mention  only  Grove,  Humboldt,  Zoellner 
and  Mattieu  Williams — have  boldly  asserted  the  existence  of  a 
space  filled  with  matter.  But  Newton  himself,  as  Dr.  Sterry  Hunt 
tells  us  in  an  interesting  paper  which  has  only  just  reached  me, 
has  expressed  views  in  favour  of  such  an  assumption. 

The  ^history  of  Newton's  paper  is  remarkable  and  very  sugges- 
tive. It  was  read  before  the  Royal  Society  on  the  9th  and  16th 
of  December,  1675,  and  remained  unpuWished  until  1757,  when  it 
•was  printed  by  Birch,  the  then  secretary,  in  the  third  volume  of 
his  History  of  the  Royal  Society,  but  received  no  attention  ;  in  1 846 
it  was  published  in  the  '^  Philosophical  Magazine  ''  at  the  sugges- 
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tion  of  Harconrt,  but  was  agaiu  disregarded  ;  aud  now,  once  more^ 
only  a  few  months  since,  a  philosopher  on  the  other  side  of  the 
Atlantic  brings  back  to  the  birthplace  of  Newton  his  forgotten 
and  almost  despised  work  of  200  years  ago. 

Quoting  from  Dr.  Sterry  Hunt's  paper  : — 

"Newton  in  his  Hypothesis  imagines  'an  ethereal  medium 
much  of  the  same  constitution  with  air,  but  far  rarer,  subtler,  and 
more  elastic*  '  But  it  is  not  to  be  supposed  that  this  medium  is 
one  uniform  matter,  but  composed  partly  of  the  main  phlegmatic 
body  of  ether,  partly  of  other  various  ethereal  spirits,  much  after 
the  manner  that  air  is  compounded  of  the  phlegmatic  body  of  air 
intermixed  with  various  vapours  and  exhalations.'  Newton  further 
suggests  in  his  Hypothesis  that  this  complex  spirit  or  ether,  which, 
by  its  elasticity,  is  extended  throughout  all  space,  is  in  continual 
movement  and  interchange.  '  For  Nature  is  a  perpetual  circula- 
tory worker,  generating  fluids  out  of  solids,  and  solids  out  of 
fluids  ;  fixed  things  out  of  volatile,  and  volatile  out  of  fixed ; 
subtile  out  of  gi*oss,  and  gross  out  of  subtile ;  some  things  to 
ascend  and  make  the  upper  terrestrial  juices,  rivers,  and  the  atmo- 
sphere, and  by  consequence  others  to  descend  for  a  requital  to  the 
former.  And  as  the  earth,  so  perhaps  may  the  sun  imbibe  this 
spirit  copiously,  to  conserve  his  shining,  and  keep  the  planets  from 
receding  farther  from  him;  and  they  that  will  may  also  suppose  that 
this  spirit  afibrds  or  carries  with  it  thither  the  solary  fuel  and 
material  principle  of  life,  and  that  the  vast  ethereal  spaces  between 
us  and  the  stars  are  for  a  sufficient  repository  for  this  food  of  the 
sun  and  planets.'  *•  Thus,  perhaps,  may  all  things  be  originated 
from  ether.'  " 

If  at  the  time  of  Newton  chemistry  had  been  understood  as  it 
now  is,  and  if  moreover  he  had  been  armed  \\ith  that  most 
wonderful  of  all  modem  scientific  instruments,  the  spectroscope, 
the  direct  outcome  of  his  own  prismatic  analysis,  there  appears  to 
be  no  doubt  that  the  author  of  the  laws  of  gravitation  would  have 
so  developed  his  thoughts  upon  solar  fuel,  that  they  would  have 
taken  the  form  rather  of  a  scientific  discovery  than  of  a  mere 
speculation. 

Our  proof  that  interstellar  space  is  filled  with  attenuated  matter 
does  not  rest  however  solely  upon  the  uncertain  ground  of  specu- 
lation.   We  receive  occasionally  upon  our  earth  celestial  visitors 
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fcermed  meteorites ;  these  are  known  to  travel  in  loose  masses 
Tound  the  sun  in  orbits  intersecting  at  certain  points  that  of  oar 
earth.  When  in  their  transit  they  pass  through  the  denser  portion 
of  our  atmosphere  they  become  incandescent,  and  are  popularly 
known  as  falling  stars.  In  some  cases  they  are  really  deserving  of 
that  name,  because  they  strike  down  upon  our  earth,  from  the 
surface  of  which  they  have  been  picked  up  and  subjected  to 
searching-  examination  whilst  still  warm  after  their  exertion. 
Dr.  Flight  has  only  very  recently  communicated  to  the  Royal 
Society  an  analysis  of  the  occluded  gases  of  one  of  these  meteorites 
as  follows  : — 

CO2  (Carbonic  acid) 0-12 

CO    (Carbonic  oxide) 31-88 

H      (Hydrogen) 45*79 

CH4  (Marsh  gas) 4-55 

N      (Nitrogen) 17*66 

100-00 

It  appears  surprising  that  there  was  no  aqueous  vapour,  con- 
sidering there  was  much  hydrogen  and  oxygen  in  combination 
with  carbon ;  but  perhaps  the  vapour  escaped  observation,  or  was 
expelled  to  a  greater  extent  than  the  other  gases  by  external  heat 
when  the  meteorite  passed  through  our  atmosphere.  Opinions 
concur  that  the  gases  found  occluded  in  meteorites  cannot  be 
supposed  to  have  entered  into  their  composition  during  the  very 
short  period  of  traversing  our  denser  atmosphere;  but  if  any 
doubt  should  exist  on  this  head,  it  ought  to  be  set  at  rest  by  the 
fact  that  the  gas  principally  occluded  is  hydrogen,  which  is  not 
contained  in  our  atmosphere  in  any  appreciable  quantity. 

Further  proof  of  the  fact  that  stellar  space  is  filled  with 
gaseous  matter  is  furnished  by  spectrum  analysis,  and  it  appears 
.from  recent  investigation,  by  Dr.  Huggins  and  othera,  that  the 
nucleus  of  a  comet  contains  very  much  the  same  gases  found 
occluded  in  meteorites,  including  "carbon,  hydrogen,  nitrogen, 
and  probably  oxygen,"  whilst,  according  to  the  views  set  forth 
by  Dewar  and  Liveing,  it  also  contains  nitrogenous  compounds 
such  as  cyanogen. 
:     Advei-sely  to  the  assumption  that  interplanetary  space  is. filled 
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with  gages,  it  is  urged  that  the  presence  of  ordinary  matter  wonid 
cause  sensible  retardation  of  planetary  motion,  such  as  must  have 
made  itself  felt  before  this  ;  but,  assuming  that  the  matter  filling 
space  is  an  almost  perfect  fluid  not  limited  by  border  surfaces,  it 
can  be  shown  on  purely  mechanical  grounds  that  the  retardation 
by  friction  through  such  an  attenuated  medium  would  be  very 
slight  indeed,  even  at  planetary  velocities. 

But  it  may  be  contended  that,  if  the  views  here  -advocated 
regarding  the  distiibution  of  gases  were  true,  the  sun  should  draw 
to  himself  the  bulk  of  the  least  diffusible,  and  therefore  the 
heaviest  gases,  such  as  carbonic  acid,  carbonic  oxide,  oxygen  and 
nitrogen,  whereas  spectrum  analysis  has  proved,  on  the  contrary,  a 
great  prevalence  of  hydrogen. 

In  explanation  of  this  seeming  anomaly,  it  can  be  shown,  in  the 
first  place,  that  the  temperature  of  the  sun  is  so  high,  that  such 
compound  gases  as  carbonic  acid  and  carbonic  oxide  could  not 
exist  within  him,  their  point  of  dissociation  being  very  much 
below  the  solar  temperature.  It  has  been  contended,  indeed,  by 
Mr.  Lockyer,  that  none  of  the  metalloids  have  any  existence  at 
these  temperatures,  although  as  regards  oxygen  Dr.  Draper  asserts 
its  existence  in  the  solar  photosphere.  There  must  be  regions, 
however,  outside  that  thermal  limit,  where  their  existence  would 
not  be  jeopardised  by  heat ;  and  here  great  accumulation  of  the 
comparatively  heavy  gases  that  constitute  our  atmosphere  would 
probably  take  place,  were  it  not  for  a  certain  counterbalancing 
action. 

I  here  approach  a  point  of  primary  importance  in  my  argument, 
upon  the  proof  of  which  my  further  conclusions  must  depend. 

The  sun  completes  one  revolution  on  its  axis  in  twenty-five  days, 
and  its  diameter  being  taken  at  882,000  miles,  it  follows  that  the 
tangential  velocity  amounts  to  1*25  miles  per  second,  or  to  what 
the  tangential  velocity  of  our  earth  would  be  if  it  occupied  five 
hours  instead  of  twenty-four  in  accomplishing  one  revolution. 
This  high  rotative  velocity  of  the  sun  must  cause  an  equatorial 
rise  of  the  solar  atmosphere,  to  which  Mairan,  in  1731,  attributed 
the  appearance  of  zodiacal  light.  La  Place  rejected  this  explana- 
tion on  the  ground  that  zodiacal  light  extended  to  a  distance  from 
the  sun  exceeding  our  own,  whereas  the  equatorial  rise  of  the  solar 
atmosphere  due  to  its  rotation  could  not  exceed  nine-twentieths 
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of  the  distance  of  Mercury.  But  it  must  be  remembered  that 
La  Place  based  his  ct^lculation  upon  the  generally  accepted 
hypothesis  of  an  empty  stellar  space  (occupied  only  by  an 
imaginary  sether),  and  it  can  be  shown  that  the  result  of  solar 
rotation  would  be  \\idely  different,  if  supposed  to  take  place 
within  a  medium  of  unbounded  extension.  In  this  case  pressures 
would  be  balanced  all  round,  and  the  sun  would  act  mechanically 
upon  the  floating  matter  surrounding  him  in  the  manner  of  a 
fan,  drawing  it  towards  himself  upon  the  polar  surfaces,  and 
projecting  it  outwards  in  a  continuous  disk-like  stream  from  the 
equatorial  surfaces. 

By  this  fan  action,  hydrogen,  hydrocarbons,  and  oxygen  are 
supposed  to  be  drawn  in  enormous  quantities  toward  the  polar 
surfaces  of  the  sun ;  during  their  gradual  approach  they  pass 
from  their  condition  of  extreme  attenuation  and  intense  cold  to 
that  of  compression,  accompanied  with  increase  of  temperature, 
nntil,  on  approaching  the  photosphere,  they  burst  into  flame, 
giving  rise  to  a  great  development  of  heat,  and  a  temperature 
commensurate  with  their  point  of  dissociation  at  the  solar  density. 
The  result  of  their  combustion  wUl  be  aqueous  vapour  and  carbonic 
acid,  and  theseproducts  of  combustion,  in  yielding  to  the  influence 
of  centrifugal  force,  will  flow  towards  the  solar  equator,  and  be 
thence  projected  into  space. 

In  view  of  the  importance  of  this  centrifugal  action  for  the 
purpose  of  my  theory,  the  following  simple  mathematical  state- 
ment of  the  problem  may  not  be  thought  out  of  place.  Let  us 
consider  the  condition  of  two  equal  gaseous  masses,  at  equal 
distances  from  the  solar  centre,  the  one  in  the  direction  of  the 
equator,  the  other  in  that  of  either  of  the  poles.  These  two 
masses  would  be  equally  attracted  towards  the  sun,  and  balance 
one  another  as  regards  the  force  of  gravitation,  but  the  former 
would  be  subject  to  another  force,  that  of  centrifugal  action, 
which,  however  small  in  amount  as  compared  with  the  enormous 
attraction  of  the  sun,  would  destroy  the  balance,  and  determine  a 
motion  towards  the  sun  as  regards,  the  mass  opposite  the  polar 
surfiu^e,  and  into  space  as  regards  the  equatorial  mass.  The  same 
action  would  take  effect  upon  the  masses  filling  their  places,  and 
the  result  must  be  a  continuous  current  depending  for  its  velocity 
upon  the  rate  of  solar  rotatioQ.    The  equatorial  current  so  pro- 
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duced,  owing  to  its  mighty  proportions,  would  flow  outward  into 
space,  to  a  practicallj  unlimited  distance. 

The  next  question  for  consideration  is  :  What  would  become  of 
these  products  of  combustion  when  thus  returned  into  space  ? 
Apparently  they  would  gradually  change  the  condition  of  stellar 
material,  rendering  it  more  and  more  neutral ;  but  I  venture  to 
suggest  the  possibility,  nay,  the  probability,  that  solar  radiation 
will,  under  these  conditions,  step  in  to  bring  back  the  combined 
materials  to  a  state  of  separation  by  dissociation  carried  into  effect 
at  the  expense  of  that  solar  energy  which  is  now  supposed  to  be 
irrevocably  lost  or  dissipated  into  space  as  the  phrase  goes. 

According  to  the  law  of  dissociation  as  developed  by  Bunsen 
and  Sainte-Claire  Deville,  the  point  of  decomposition  of  different 
compounds  depends  upon  the  temperature  on  the  one  hand,  and 
upon  the  pressure  on  the  other.  According  to  Sainte-Claire 
Deville,  the  dissociation  tension  of  aqueous  vapour  at  atmospheric 
pressure  and  at  2800**  C.  is  0*5,  that  is  to  say  one  half  of  the 
vapour  would  exist  as  such,  the  remaining  half  being  found  as  a 
mechanical  mixture  of  hydrogen  and  oxygen ;  but  with  the 
pressure,  the  temperature  of  dissociation  rises  and  falls,  as  the 
temperature  of  saturated  steam  rises  and  falls  with  its  pressure. 
It  is  therefore  conceivable  that  the  solar  photosphere  may  be 
raised  by  combustion  to  a  temperature  exceeding  2800"  C,  whereas 
dissociation  may  be  effected  in  space  at  a  lower  temperature. 
This  temperature  of  2800°  would  be  quite  sufficient  to  account  for 
the  character  and  amount  of  solar  radiation,  if  it  is  only  borne  in 
mind  that  the  luminous  atmosphere  may  be  a  thousand  miles  in 
depth,  and  that  the  flame  of  hydrogen  and  hydrocarbons,  in  the 
uppermost  layers  of  this  zone,  is  transparent  to  the  radiant  energy 
produced  in  the  layers  below,  thus  making  the  total  radiation 
rather  the  sum  of  matter  in  combustion  than  the  effect  of  a  very 
intensely  heated  surface. 

Sainte-Claire  Deville's  investigations  had  reference  only  to 
heats  measured  by  means  of  pyrometers,  but  do  not  extend  to 
the  efiFects  of  radiant  heat.  Dr.  Tyndall  has  shown  by  his 
important  researches  that  vapour  of  water  and  other  gaseous 
compounds  intercept  radiant  heat  in  a  most  remarkable  degree, 
and  there  is  other  evidence  to  show  that  radiant  energy  from  a 
source  of  high  intensity  possesses  a  dissociating  power  far  sur- 
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passing  the  measurable  temperature  to  which  the  compound  sub- 
stance under  its  influence  is  raised.  Thus  carbonic  acid  and 
water  are  dissociated  in  the  leaf-cells  of  plants  under  the  influence 
of  the  direct  solar  ray  at  ordinary  summer  temperature,  and  experi- 
ments in  which  I  have  been  engaged  for  nearly  three  years.*  go 
to  prove  that  this  dissociating  action  is  obtained  also  under  the 
radiant  influence  of  the  electric  arc,  although  it  is  scarcely  per- 
ceptible if  the  energy  is  such  as  can  be  produced  by  an  inferior 
source  of  heat. 

The  point  of  dissociation  of  aqueous  vapour  and  carbonic  acid 
admits,  however,  of  being  determined  by  direct  experiment.  It 
engaged  my  attention  some  years  ago,  but  I  have  hesitated  to 
pubHsh  the  qualitative  results  I  then  obtained,  in  the  hope  of 
attaining  to  quantitative  proofs. 

These  experiments  consisted  in  the  employment  of  glass  tubes 
famished  with  platinum  electrodes,  and  filled  with  aqueous  vapour 
or  with  carbonic  acid  in  the  usual  manner,  the  latter  being  furnished 
with  caustic  soda  to  regulate  the  vapour  pressure  by  heating. 
Upon  immersing  one  end  of  the  tube  charged  with  aqueous 
vapour  in  a  refrigerating  mixture  of  ice  and  chloride  of  calcium, 
its  temperature  at  that  eud  was  reduced  to  -  32°  C,  corresponding 
to  a  vapour  pressure,  according  to  Regnault,  of  y^g^th  of  an 
atmosphere.  When  so  cooled  no  slow  electric  discharge  took 
place  on  connecting  the  two  electrodes  with  a  small  induction 
coil.  I  then  exposed  the  end  of  the  tube  projecting  out  of  the 
freezing  mixture,  backed  by  white  paper,  to  solar  radiation  (on  a 
clear  summer's  day)  for  several  hours,  when  upon  again  con- 
necting up  to  the  inductorium,  a  discharge,  apparently  that  of  a 
hydrogen  vacuum,  was  obtained.  This  experiment  being  repeated 
furnished  unmistakeable  evidence,  I  thought,  that  aqueous  vapour 
had  been  dissociated  by  exposure  to  solar  radiation.  The  carbonic 
acid  tubes  gave,  however,  less  unmistakeable  effects.  Not  satisfied 
with  these  qualitative  results,  I  made  arrangements  to  collect  the 
permanent  gases  so  produced  by  means  of  a  Sprengel  pump,  but 
was  prevented  by  lack  of  time  from  pursuing  the  inquiry,  which  I 
propose,  however,  to  resume  shortly,  being  of  opinion  that,  in- 

*  See  Proceedings,  Boyal  Society,  Vol.  XXX.,  March  1,  1880  ;  also  a  paper 
read  before  Section  A  of  the  British  Association,  September  1,  18^1,  and  ordered 
to  be  printed  in  the  Report. 
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dependently  of  my  present  speculation,  the  experiments  may 
prove  useful  in  extending  our  knowledge  regarding  the  laws  of 
dissociation. 

It  should  be  here  observed  that,  according  to  Professor  Stokes, 
the  ultra  violet  rays  are  in  large  measure  absorbed  in  passing 
through  clear  glass,  and  it  follows  from  this  discovery  that  only  a 
small  portion  of  the  chemical  rays  found  their  way  through  the  tubes 
to  accomplish  the  work  of  dissociation.  This  circumstance  being 
adverse  to  the  experiment  only  serves  to  increase  the  value  of  the 
effect  observed,  whilst  it  appears  to  fiirnish  additional  proof  of  the 
fact,  first  enunciated  by  Professor  Draper,  and  corroborated  by 
my  own  experiments  on  plants,  that  the  dissociating  power  of 
light  is  not  confined  to  the  ultra  violet  rays,  but  depends  in  the 
process  of  vegetation  chiefly  upon  the  yellow  and  red  rays. 

Assuming,  for  my  present  purpose,  that  dissociation  of  aqueous 
vapour  was  really  effected  in  the  experiment  just  described,  and 
assuming,  further,  that  stellar  space  is  filled  with  aqueous  and 
other  vapour  of  a  density  not  exceeding  the  ^sW*'!^  P^^t  of  our 
atmosphere,  it  seems  reasonable  to  suppose  that  its  dissociation 
would  be  effected  by  solar  radiation,  and  that  solar  energy  would 
thus  be  utilised.  The  conjoint  presence  of  aqueous  vapour, 
carbonic  acid  and  nitrogen  would  only  serve  to  facilitate  their 
decomposition,  in  consequence  of  the  simultaneous  formation  of 
hydrocarbons  and  nitrogenous  compounds  by  combination  of  the 
nascent  hydrogen  and  the  nitrogen  with  carbon  in  a  manner 
analogous  to  what  occurs  in  vegetation.  It  is  not  necessary  to 
suppose  that  all  the  energy  radiated  from  the  sun  into  space 
should  be  intercepted,  inasmuch  as  even  a  partial  return  of  heat 
in  the  manner  described  would  serve  to  supplement  solar  radiation, 
the  balance  being  made  up  by  absolute  loss.  To  this  loss  of 
energy  would  have  to  be  added  that  consumed  in  sustaining  the 
circulating  current,  which  however  need  not  relatively  be  more 
than  what  is  known  to  be  lost  on  our  earth  through  the  tidal 
action,  and  may  be  supposed  to  be  compensated  as  regards  the 
time  of  solar  rotation  by  gradual  shrinkage. 

By  means  of  the  fan-like  action  resulting  from  the  rotation  of 
the  sun,  the  vapours  dissociated  in  space  to-day  would  be  drawn 
towards  the  polar  surfaces  of  the  sun  to-morrow,  be  heated  by 
increase  in  density,  and  would  burst  into  flame  at  a  point  where 
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both  their  density  and  temperature  had  reached  the  necessary 
elevation  to  induce  combustion,  each  complete  cycle  taking, 
however,  years  to  be  accomplished.  The  resulting  aqueous 
vapour,  carbonic  acid,  and  carbonic  oxide  would  be  drawn 
towards  the  equatorial  regions,  and  be  then  again  projected  into 
space  by  centrifugal  force. 

Space  would,  according  to  these  views,  be  filled  with  gaseous 
compounds  in  process  of  decomposition  by  solar  radiant  energy, 
and  the  existence  of  these  gases  would  furnish  an  explanation  of 
the  solar  absorption  spectrum,  in  which  the  lines  of  some  of  the 
substances  may  be  entirely  neutralised  and  lost  to  observation. 
As  regards  the  heavy  metallic  vapours  revealed  in  the  sun  by  the 
spectroscope,  it  is  assumed  that  these  form  a  lower  and  denser 
solar  atmosphere,  not  participating  in  the  fan-like  action  which  is 
supposed  to  affect  the  light  outer  atmosphere  only,  in  which 
hydrogen  is  the  principal  factor. 

Such  a  dense  metallic  atmosphere  could  not  participate  in  the 
fan  action  affecting  the  lighter  photosphere,  because  this  is  only 
feasible  on  the  supposition  that  the  density  of  the  inflowing  cur- 
rent is,  at  equal  distances  from  the  gravitating  centre,  equal  or 
nearly  equal  to  the  outflowing  current.  It  is  true  that  the  pro- 
ducts of  combustion  of  hydrogen  and  hydrocarbons  are  denser 
than  their  constituents,  but  this  difference  may  be  balanced  by 
their  superior  temperature  on  leaving  the  sun,  whereas  the  metallic 
vapours  would  be  unbalanced,  and  would  therefore  obey  the  laws 
of  gravitation,  recalling  them  to  the  sun.  On  the  surface  of  con- 
tact between  the  two  solar  atmospheres,  intermixture  induced  by 
friction  must  take  place,  however,  giving  rise  to  those  vortices  and 
explosive  eflfects  within  the  zones  of  the  sun,  between  the  equator 
and  the  polar  surfaces,  to  which  reference  has  already  been  made 
in  this  article ;  these  may  appropriately  be  called  the  "  stormy 
regions  "  of  the  sun,  which  were  first  observed  and  commented 
upon  by  Sir  John  Herschel.  Some  of  the  denser  vapours  would 
probably  get  intermixed,  be  carried  away  mechanically  by  the 
lighter  gases,  and  give  rise  to  that  cosmic  dust  observed  to  fall 
upon  our  earth  in  not  inappreciable  quantities,  and  generally 
assumed  hitherto  to  be  the  debris  of  broken  meteorolites.  Ex- 
cessive intermixture  between  the  heat-producing  atmosphere  and 
the   metallic  vapom*s  below  appeal's  to  be   prevented  by  the 
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existence  of  an  intermediate  neutral  atmosphere,  called  the 
penumbra. 

As  the  whole  solar  system  moves  through  space  at  a  pace  esti- 
mated at  150,000,000  of  miles  annually  (being  about  one-fourth 
of  the  velocity  of  the  earth  in  its  orbit),  it  appears  possible  that 
the  condition  of  the  gaseous  fuel  supplying  the  sun  may  vary 
according  to  its  state  of  previous  decomposition,  in  which  other 
heavenly  bodies  may  have  taken  part,  and  whereby  an  interesting 
reflex  action  between  our  sun  and  other  heavenly  bodies  would 
be  brought  about.  May  it  not  be  owing  to  such  differences  in 
the  quality  of  the  fuel  supplied  that  the  observed  variations  of 
the  solar  heat  may  arise  ?  and  may  it  not  be  in  consequence 
of  such  changes  in  the  thermal  condition  of  the  photosphere 
that  the  extraordinary  convulsions  revealed  to  us  as  sun-spots 
occur  ? 

The  views  here  advocated  could  not  be  thought  acceptable 
unless  they  furnished  at  any  rate  a  consistent  explanation  of  the 
still  somewhat  mysterious  phenomena  of  the  zodiacal  light  and  of 
comets.  Regarding  the  former,  we  should  be  able  to  revert  to 
Mairan's  \iews,  the  objection  by  La  Place  being  met  by  a  con- 
tinuous outward  flow  from  the  solar  equator.  Luminosity  would 
be  attributable  to  particles  of  dust  emitting  light  reflected  from 
the  sun,  or  to  phosphorescence.  But  there  is  another  cause  for 
luminosity  of  these  particles,  which  may  deserve  serious  considera- 
tion. Each  particle  would  be  electrified  by  gaseous  friction  in  its 
acceleration,  and  its  electric  tension  would  be  vastly  increased  in 
its  forcible  removal,  in  the  same  way  as  the  fine  dust  of  the  desert 
has  been  observed  by  Dr.  Werner  Siemens  to  be  in  a  state  of  high 
electrification  on  the  apex  of  the  Cheops  pyramid.  Could  not  the 
zodiacal  light  also  be  attributed  to  slow  electric  discharge  back- 
ward from  the  dust  towards  the  sun  ?  and  would  not  the  same 
cause  account  for  a  great  difference  of  potential  between  the  sun 
and  earth,  which  latter  may  be  supposed  to  be  washed  by  the  solar 
radial  current  ?  May  not  the  presence  of  the  radial  solar  current 
also  furnish  us  with  an  explanation  of  the  fact  that  hydrogen, 
while  abounding  apparently  in  space,  is  practically  absent  in  our 
atmosphere,  where  aqueous  vapour  and  carbonic  acid,  which  would 
come  to  us  directly  from  the  sun,  take  its  place  ?  An  action 
analogous  to  this,  though  ou  a  much  smaller  scale,  may  bo  set  up 
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ako  by  terrestrial  rotation,  giving  rise  to  an  electrical  discharge 
from  the  outgoing  equatorial  stream  to  the  polar  regions,  where 
the  atmosphere  to  be  pierced  by  the  return  flood  is  of  least  resist- 
ance. Thus  the  phenomenon  of  tlie  aurora  borealis  or  northern 
lights  would  find  an  easy  explanation. 

The  effect  of  this  continuous  outpour  of  solar  materials  could 
not  be  without  very  important  influences  as  regards  the  geological 
conditions  of  our  earth.  Geologists  have  long  acknowledged  the 
difficulty  of  accounting  for  the  amount  of  carbonic  acid  that  must 
have  been  in  our  atmosphere,  at  one  time  or  another,  in  order  to 
form  with  lime  those  enormous  beds  of  dolomite  and  limestone,  of 
which  the  crust  of  our  earth  is  in  great  measure  composed.  It 
has  been  calculated  that  if  this  carbonic  acid  had  been  at  one  and 
the  same  time  in  our  atmosphere,  it  would  have  caused  an  elastic 
pressure  fifty  times  that  of  our  present  atmosphere  ;  and  if  we  add 
the  carbonic  acid  that  must  have  been  absorbed  in  vegetation  in 
order  to  form  our  coal  beds,  we  should  probably  have  to  double 
that  pressure.  Animal  life,  of  which  we  find  abundant  traces  in 
these  "  measures,"  could  not  have  existed  under  such  conditions, 
and  we  are  almost  forced  to  the  conclusion  that  the  carbonic  acid 
must  have  been  derived  from  an  external  source. 

It  appears  to  me  that  the  theory  here  advocated  furnishes  a 
feasible  solution  of  this  geological  difficulty.  Our  earth  being 
situated  in  the  outflowing  current  of  the  solar  products  of  com- 
bustion, or,  as  it  were,  in  the  solar  chimney,  would  be  fed  from 
day  to  day  with  its  quota  of  carbonic  acid,  of  which  our  local 
atmosphere  would  assimilate  as  much  as  would  be  necessary  to 
maintain  in  it  a  carbonic  acid  vapour  density  balancing  that  of 
the  solar  current ;  we  should  thus  i*eceive  our  daily  supply  of  this 
important  constituent  (with  the  regularity  of  fresh  rolls  for  break- 
fast), which,  according  to  an  investigation  by  M.  Reiset,  communi- 
cated to  the  French  Academy  of  Sciences  by  M.  Dumas  on  the  6th 
of  March  last,  amounts  to  the  constant  factor  of  one  ten-thousandth 
part  of  our  atmosphere.  The  aqueous  vapour  in  the  air  would  be 
similarly  maintained  as  to  its  density,  and  its  influx  to,  or  reflux 
from,  our  atmosphere  would  be  determined  by  the  sur&ce  tem- 
perature of  our  earth. 

It  is  also  important  to  show  how  the  phenomena  of  comets  could 
be  harmonised  with  the  views  here  advocated,  and  I  venture  to 
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hope  that  these  occasional  visitors  will  serve  to  famish  as  with 
positive  evidence  in  my  favoar.  Astronomical  physicists  tell  as 
that  the  nucleas  of  a  comet  consists  of  an  aggregation  of  stones 
similar  to  meteorites.  Adopting  this  view,  and  assuming  that  the 
stones  have  absorbed  in  stellar  space  gases  to  the  amount  of  six 
times  their  volume,  taken  at  atmospheric  pressure,  what,  it  may 
be  asked,  will  be  the  effect  of  such  a  divided  mass  advancing 
towards  the  sun  at  a  velocity  reaching  in  perihelion  the  prodigious 
rate  of  866  milea  per  second  (as  observed  in  the  comet  of  1845), 
being  twenty-three  times  our  orbital  rate  of  motion  ?  It  appears 
evident  that  the  entry  of  such  a  mass  into  a  comparatively  dense 
atmosphere  must  be  accompanied  by  a  rise  of  temperature  by 
frictional  resistance,  aided  by  attractive  condensation.  At  a 
certain  point  the  increase  of  temperature  must  cause  ignition,  and 
the  heat  thus  produced  must  drive  out  the  occluded  gases,  which 
in  an  atmosphere  3,000  times  less  dense  than  that  of  our  earth 
would  produce  6  x  8,000  =  18,000  times  the  volume  of  the  stones 
themselves.  These  gases  would  issue  forth  in  all  directions,  but 
would  remain  unobserved  excepting  in  that  of  motion,  in  which 
they  would  meet  the  interplanetary  atmosphere  with  the  compound 
velocity,  and  form  a  zone  of  intense  combustion,  such  as  Dr. 
Huggins  has  lately  observed  to  surround  the  one  side  of  the 
nucleus,  evidently  the  side  of  forward  motion.  The  nucleas 
would  thus  emit  original  light,  whereas  the  tail  may  be  supposed 
to  consist  of  stellar  dust  rendered  luminous  by  reflex  action  pro- 
duced by  the  light  of  the  sun  and  comet  combined,  as  foreshadowed 
already  by  Tyndall,  Tait,  and  others,  starting  each  from  different 
assumptions. 

Although  I  cannot  pretend  to  an  intimate  acquaintance  with 
the  more  intricate  phenomena  of  solar  physics,  I  have  long  had  a 
conviction,  derived  principally  from  familiarity  with  some  of  the 
terrestrial  effects  of  heat,  that  the  prodigious  dissipation  of  solar 
heat  is  unnecessary  to  satisfy  accepted  principles  regarding  the 
conservation  of  energy,  but  that  solar  heat  may  be  arrested 
and  returned  over  and  over  again  to  the  sun,  in  a  manner 
somewhat  analogous  to  the  action  of  the  heat  recuperator  in 
the  regenerative  engine  and  gas  furnace.  The  fundamental 
conditions  are  : — 

1.  That  aqueous  vapour  and  carbon  compounds  arc  present  in 
stellar  or  interplanetary  space. 
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2.  That  these  gaseous  compounds  are  capable  of  being  dissociated 
by  radiant  solar  energy  while  in  a  state  of  extreme  attenuation. 

3.  That  the  vapours  so  dissociated  are  drawn  towards  the  sun  in 
consequence  of  solar  rotation,  are  flashed  into  flame  in  the  photo- 
sphere, and  rendered  back  into  space  in  the  condition  of  products 
of  combustion. 

Three  weeks  have  now  elapsed  since  I  ventured  to  submit  these 
propositions  to  the  Royal  Society  for  scientific  criticism,  and  it 
will  probably  interest  my  readers  to  know  what  has  been  the 
nature  of  that  criticism  and  the  weight  of  additional  evidence  for 
or  against  my  theory. 

Criticism  has  been  pronounced  by  mathematicians  and  phjrsi- 
cists,  but  affecting  singularly  enough  the  chemical  and  not  the 
mathematical  portion  of  my  argument ;  whereas  chemists  have 
expressed  doubts  regarding  my  mathematics  while  accepting  the 
chemistry  involved  in  my  reasoning. 

Doubts  have  been  expressed  as  to  the  suflScienoy  of  the  proof 
that  dissociation  of  attenuated  aqueous  vapour  and  carbonic  acid 
is  really  eflPected  by  radiant  solar  energy,  and,  if  so  effected, 
whether  the  amount  of  heat  so  supplied  to  the  sun  could  be  at  all 
adequate  in  amount  to  keep  up  the  known  rate  of  radiation.  It 
was  admitted  in  my  paper  that  my  own  experiments  on  the  dis- 
sociation of  vapours  within  vacuous  tubes  amounted  to  inferential 
rather  than  absolute  proof  ;  but  the  amount  of  inferential  evidence 
in  favour  of  my  views  has  been  very  much  strengthened  since  by 
chemical  evidence  received  from  various  sources  ;  and  I  will  here 
only  refer  to  one  of  these. 
'  Professor  Piazzi  Smyth,  the  Astronomer  Royal  for  Scotland, 
has,  in  connection  with  Professor  Herschel  of  Newcastle,  recently 
presented  an  elaborate  paper  or  seiies  of  papers  to  the  Royal 
Society  of  Edinburgh  "On  the  Gaseous  Spectra  in  Vacuum 
Tubes,"  of  which  he  has  kindly  forwarded  me  a  copy.  It  appears 
from  these  memoirs  that  when  vacuum  tubes,  which  contain 
attenuated  vapours,  have  been  laid  aside  for  a  length  of  time, 
they  turn  practically  into  hydrogen  tubes.  In  another  very 
recent  paper  presented  to  the  Royal  Society  of  Edinburgh, 
Professor  Piazzi  Smyth  furnishes  important  additional  proof  of 
the  presence  of  oxygen  in  the  outer  solar  atmosphere,  and  gives  an 
explanation  why  this  important  element  has  escaped  observation 
by  the  spectroscope.    Additional  proof  of  the  existence  of  oxygen 
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in  the  outer  solar  atmosphere  has  been  given  by  Professor  Stoney, 
the  Astronomer  Royal  for  Ireland,  and  by  Mr.  R.  Meldola  in  an 
interesting  paper  communicated  by  him  to  the  "Philosophical 
Magazine  "  in  June,  1878. 

As  regards  the  sufficiency  of  an  inflowing  stream  of  dissociated 
vapours  to  maintain  solar  energy,  the  following  simple  calculation 
may  be  of  service.  Let  it  be  assumed  that  the  stream  flowing  in 
upon  the  polar  surfaces  of  the  sun  flashes  into  flame  when  it 
has  attained  the  density  of  our  atmosphere,  that  its  velocity  at 
that  time  is  100  feet  per  second  (the  velocity  of  a  strong  terres- 
trial wind)  and  that  in  its  composition  only  one-twentieth  part 
is  hydrogen  and  marsh  gas  in  equal  proportions,  the  other 
nineteen-twentieths  being  made  up  of  oxygen,  nitrogen,  and 
neutral  compounds.  It  is  well  known  that  each  pound  of 
hydrogen  develops  in  burning  about  60,000  heat  units,  and 
each  pound  of  marsh  gas  about  24,000  ;  the  average  of  the  two 
gases  mixed  in  eiiual  proportion  would  yield,  roughly  speaking, 
42,000  units ;  but,  considering  that  only  one-twentieth  part  of  the 
inflowing  current  is  assumed  to  consist  of  such  combustible  matter, 
the  amount  of  heat  developed  per  pound  of  inflowing  current 
would  be  only  2,100  heat  units.  One  hundred  cubic  feet,  weigh- 
ing eight  pounds,  would  enter  into  combustion  every  second  upon 
each  square  foot  of  the  polar  surface,  and  would  yield  8  x  60  x 
60  X  2100  =  60,480,000  heat  units  per  hour.  Assuming  that  one- 
third  of  the  entire  solar  surface  may  be  regarded  as  polar  heat- 
receiving  surface,  this  would  give  20,000,000  heat  units  per  square 
foot  of  solar  surface ;  whereas  according  to  Herschers  and 
Pouillet's  measurements  only  18,000,000  heat  units  per  square 
foot  of  solar  surface  are  radiated  away.  There  would  thus  be  no 
difficulty  in  accounting  for  the  maintenance  of  solar  energy  bom 
the  supposed  source  of  supply.  On  the  other  hand  I  wish  to 
guard  myself  against  the  assumption  that  appears  to  have  been 
made  by  some  critics,  that  what  I  have  advocated  would  amount 
to  the  counterpart  of  "  perpetual  motion,"  and  therefore  to  an 
alisurdity.  The  sun  cannot  of  course  get  back  any  heat  radiated  by 
himself  which  has  been  turned  to  a  puipose  ;  thus  the  solar  heat 
spent  upon  our  earth  in  effecting  vegetation  must  be  absolutely  lost 
to  him. 

My  paper  presented  to  the  Royal  Society  was  accompanied  by  a 
diagram  of  an  ideal  corona,  representing  an  accumulation  of 
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igneous  matter  upon  the  solar  surfaces,  surrounded  by  disturbed 
regions  pierced  by  occasional  vortices  and  outbursts  of  metallic 
vapours,  and  culminating  in  two  outward  streams  projecting  from 
the  equatorial  surfaces  into  space  through  many  thousands  of 
miles.  The  only  supporting  evidence  in  favour  of  this  diagram 
were  certain  indications  that  may  be  found  in  the  instructive 
volume  on  the  Sun  by  Mr.  R.  A.  Proctor.  It  was  therefore  a 
matter  of  great  satisfaction  to  me  to  be  informed,  as  I  have  been 
by  an  excellent  authority  and  eye-witness,  that  my  imaginary 
diagram  bore  a  very  close  resemblance  to  the  corona  observed  in 
America  on  the  occasion  of  the  total  eclipse  of  the  sun  on  the 
11th  of  January,  1880. 

Enough  has  been  said,  I  think,  to  prove  that  the  theory  I  have 
ventured  to  put  forward  is  the  result,  at  any  rate,  of  considerable 
reflection ;  and  I  may  add  that,  since  its  first  announcement,  I 
have  not  seen  reason  to  reject  any  of  the  links  of  my  chain  of 
argument :  these  I  have  here  endeavoured  to  strengthen  only  by 
additional  facts  and  explanations. 

If  these  arguments  can  be  proved  to  the  entire  satisfaction  of 
those  best  able  to  form  a  judgment,  they  would  serve  to  justify 
the  poet  Addison  when  he  says : — 

The  unwearied  smi  from  day  to  day 

Does  the  Creator's  power  display, 
And  publishes  to  every  land 

The  work  of  an  Almighty  Hand. 


THE  CHANNEL  TUNNEL  AND  CARBONIC  ACID  GAS. 

To  THE  Editor  op  "The  Times." 

Sir, — The  question  as  to  whether  a  railway  tunnel  under  the 
British  Channel  could  be  made  secure  against  foreign  invasion 
is  one  which  should  be  judged,  not  by  sentiment,  but  by  the  weight 
of  scientific  evidence  placed  before  such  a  mixed  committee  as  has 
been  appointed  by  the  Government  for  that  purpose.  I,  there- 
fore, had  no  hesitation,  when  called  upon,  to  put  my  particular 
views  concerning  this  matter  before  them,  and  I  am  glad  to  see  in 
The  Times  of  to-day  a  letter  by  my  esteemed  friend  Dr.  Tyndall 
furthering  the  controversy  by  challenging  my  conclusions,  although 
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I  should  have  wished  that  in  writing  on  the  subject  he  had  been 
in  possession  of  the  whole  of  my  argument. 

Dr.  Tyndall  is  not  only  one  of  the  most  prominent  men  of 
science,  but  has  gained  fame  also  in  the  Alps  and  elsewhere  for 
his  power  of  physical  endurance,  of  which  his  letter  under  acknow- 
ledgment furnishes  another  striking  proof  in  that  he  was  able  to 
hold  his  breath  for  nearly  90  seconds,  whereas  60  seconds  is  the 
utmost  coral  fishers  are  said  to  be  able  to  endure  without 
inhalation. 

We  have  heard  of  late  of  gentlemen  swimming  across  the 
Channel,  and  of  others  crossing  it  in  a  balloon,  to  which  feats 
others,  acting  on  Dr.  Tyndall's  suggestion,  may  add  that  of  going 
across  from  shore  to  shore,  protected  by  a  Fleuss-dress,  through  a 
tunnel  filled  with  carbonic  acid.  But  I  imagine  that  after 
these  adventurous  spirits  have  accomplished  their  respective  feats 
they  will  be  more  inclined  to  indulge  in  the  good  things  offered  at 
the  Lord  Warden  Hotel  than  in  schemes  of  taking  this  country  by 
assault.  Dr.  Tyndall's  allusions  to  the  means  that  might  be  at 
the  disposal  of  the  enemy  of  ridding  the  tunnel  of  carbonic  acid 
as  fast  as  it  could  be  poured  in,  require,  of  course,  serious  con- 
sideration, and  had  not  escaped  my  attention  in  maturing  my 
scheme.  Assuming  a  certain  rate  of  flow  of  carbonic  acid  into  the 
tunnel  at  the  point  of  its  greatest  depression,  and  where  it  would 
lodge,  owing  to  its  superior  specific  gravity,  I  ascertained  by  a 
simple  calculation  that  if  even  1000  horse-power  were  employed 
at  either  end  of  the  tunnel  in  causing  a  current  of  air  through  the 
same,  the  other  being  left  open  to  facilitate  the  operation,  the 
f rictional  resistance  encountered  in  a  channel  of  such  length  would 
be  such  that  the  accumulation  of  carbonic  acid  in  the  depressed 
portion  of  it  could  be  readily  maintained  for  30  days,  by  means  of 
such  continuous  inflow  as  I  contemplated.  The  chambers  in  which 
the  carbonic  acid  would  be  generated  being  inaccessible  to  the 
enemy,  such  a  continued  inflow  would,  I  maintain,  form  an 
eff'ectual  barrier  to  a  hostile  host,  and  to  increase  the  pumping 
capacity  to  more  than  1000  horse-power  would  require  such 
elaborate  installation  as  would  only  be  the  work  of  time. 

I  am,  Sir,  your  obedient  servant, 

C.  W.  SiBMBOT. 

12,  QuKKN  Anmi's  Gati,  Wkseminstxr,  May  6,  1882. 
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TELEGRAPHIC   COMMUNICATION  WITH  THE    EAST. 

To  THE  Editor  op  "The  Times." 

Sir, — The  article  in  7%^  Times  of  yesterday  from  a  correspon- 
dent, headed  "  Telegraphic  Intercourse  with  the  East,"  calls  atten- 
tion very  properly  to  the  importance  of  a  submarine  line  from 
this  country  to  the  Cape,  viA  Ascension  and  St.  Helena,  and 
thence  to  India  viA  the  Mauritius.  The  cable  would  be  situated 
in  deep  water  throughout  nearly  its  whole  length,  where,  according 
to  our  present  knowledge  of  telegraphic  engineering,  it  would  be 
much  more  securely  placed  than  in  shallow  water,  and  could  in 
case  of  need  be  picked  up  with  almost  the  same  facility.  Inde- 
pendently of  its  great  value  as  a  line  connecting  important  British 
possessions,  it  would  constitute  another  alternative  means  of  com- 
munication with  India.  At  the  present  time  our  communication 
with  India,  Australia,  and  the  Cape  depends,  notwithstanding  the 
nominal  existence  of  a  line  through  Turkey,  as  pointed  out  by 
Colonel  Bateman-Champain,  in  The  Times  of  to-day,  on  the  Indo- 
European  telegraph.  This  line,  referring  now  to  the  portion  of 
the  system  connecting  London  and  Teheran,  with  the  origin  and 
construction  of  which  I  have  been  intimately  associated,  has  not 
been  looked  upon  with  much  favour  by  many  in  this  country,  who 
at  the  end  of  its  construction  predicted  its  ultimate  failure,  and 
threw  out  broad  hints  to  the  effect  that  the  telegraph  posts  might 
serve  in  certain  regions  to  mark  the  tombs  of  the  staff  employed 
upon  the  work,  while  others  took  the  objection  that  the  line  if 
constructed  would  be  liable  to  frequent  interruptions  from  political 
causes.  I  and  those  acting  with  me  felt  no  misgivings  on  these 
points,  nor  do  I  share  the  apprehensions  reiterated  by  your  corre- 
spondent, because,  before  seeking  to  obtain  concessions  from 
Germany,  Russia,  and  Persia,  for  the  construction  of  thfe  line,  we 
took  the  precaution  of  having  its  neutrality  and  independence 
from  government  interference  guaranteed  by  an  international  con- 
vention between  the  two  principal  Powers  concerned,  which 
guarantee  has  been  absolutely  respected  throughout  the  very 
trying  times  of  the  Franco-German  and  Busso-Turkish  wars,  as 
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well  as  during  the  critical  period  of  the  subsequent  peace  negotia- 
tions at  Constantinople,  when  the  English  despatches  passed  with- 
out hindrance  over  the  Indo-European  line  vid  Odessa.  At  the 
present  time  the  Indo-European  telegraph  is — ^not,  indeed,  for  the 
first  time — practically  the  only  means  of  communication  between 
England  and  her  eastern  possessions,  nor  does  it  prove  itself 
insufficient  or  unreliable  under  these  trying  circumstances,  land 

line  though  it  be. 

I  am,  sir,  your  obedient  servant, 

C.  W.  SlEMBNR. 
12,  QnssH  Abre's  Gate  S.W.,  Aug.  3,  1882. 


ADDRESS 

Of  C.  William  Siemens,*  D.C.L.  (Oxon.),  LL.D.  (Glasgow  and 
Dublin),  Ph.  D.,  F.R.S.,  F.C.S.,  Member  of  the  Institute  of 
Civil  Engineers,  President  of  the  British  Association  for  the 
Advancement  of  Science, 

Delivered  at  Southampton  on  Wednesday,  August  23, 1882. 

In  venturing  to  address  the  British  Association  from  this  chair, 
I  feel  that  I  have  taken  upon  myself  a  task  involving  very  serious 
responsibility.  The  Association  has  for  half  a  century  fiMlled  the 
important  mission  of  drawing  together,  once  every  year,  scientists 
from  all  parts  of  the  country  for  the  purpose  of  discussing  ques- 
tions of  mutual  interest,  of  endowing  research,  and  of  cultivating 
those  personal  relations  which  aid  so  powerfully  in  harmonising 
views,  and  in  stimulating  concerted  action  for  the  advancement  of 
science. 

A  sad  event  casts  a  shadow  over  our  gathering.  While  still 
mourning  the  irreparable  loss  Science  had  sustained  in  the  person 
of  Charles  Darwin,  whose  bold  conceptions,  patient  labour,  and 

*  Excerpt  Journal  of  the  Briti&h  Assocuttion  for  the  AdvanceiDent  of  Science^ 
1882,  pp.  1-33. 
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genial  mind  made  him  almost  a  type  of  unsurpassed  excellence, 
telegraphic  news  reached  Cambridge,  just  a  month  ago,  to  the 
effect  that  our  (Jeneral  Secretary,  Professor  F.  M.  Balfour,  had  lost 
his  life  during  an  attempted  ascent  of  the  Aiguille  Blanche  dc 
P^teret.  Although  only  thirty  years  of  age,  few  men  have  won 
distinction  so  rapidly  and  so  deservedly.  After  attending  the 
lectures  of  Dr.  Michael  Foster,  he  completed  his  studies  of  Biology 
under  Dr.  Anton  Dohm  at  the  Zoological  Station  of  Naples  in 
1875.  In  1878  he  was  elected  a  Fellow,  and  in  November  last  a 
Member  of  Council  of  the  Royal  Society,  when  he  was  also  awarded 
one  of  the  Royal  medals  for  his  embryological  researches.  Within 
a  short  interval  of  time  Glasgow  University  conferred  on  him  their 
honorary  degree  of  LL.D.,  he  was  elected  President  of  the  Cam- 
bridge Philosophical  Society,  and  after  having  declined  very 
tempting  offers  from  the  Universities  of  Oxford  and  Edinburgh, 
he  accepted  a  professorship  of  Animal  Morphology  created  for 
him  by  his  own  University.  Few  men  could  have  borne  without 
hurt  such  a  stream  of  honourable  distinctions,  but  in  young  Balfour 
genius  and  independence  of  thought  were  happily  blended  with 
industry  and  personal  modesty ;  these  won  for  him  the  friend- 
ship, esteem,  and  admiration  of  all  who  knew  him. 

It  affords  me  great  satisfaction  to  qualify  the  sad  impression 
produced  by  this  event,  by  the  happy  one  of  the  safe  return  to 
these  shores  of  that  most  persistent  and  disinterested  Arctic  ex- 
plorer, Mr.  B.  Leigh  Smith,  together  with  his  much  enduring  crew 
and  valiant  rescuers. 

Since  the  days  of  the  first  meeting  of  the  Association  at  York 
in  1831,  great  changes  have  taken  place  in  the  means  at  our 
disposal  for  exchanging  views,  either  personally  or  through  the 
medium  of  type.  The  creation  of  the  railway  system  has  enabled 
congenial  minds  to  attend  frequent  meetings  of  those  special 
societies  which  have  sprung  into  existence  since  the  foundation  of 
the  British  Association,  amongst  which  I  need  only  name  here  the 
Physical,  Geographical,  Meteorological,  and  Anthropological,  cul- 
tivating abstract  science,  and  the  Institution  of  Mechanical  Engi- 
neers, of  Naval  Architects,  the  Iron  and  Steel  Institute,  the 
Society  of  Telegraph  Engineers  and  Electricians,  the  Gas  Institute, 
the  Sanitary  Institute,  and  the  Society  of  Chemical  Industry, 
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representing  applied  science.  These  meet  at  frequent  intervals  in 
London,  whilst  others,  having  similar  objects  in  view,  hold  their 
meetings  at  the  University  towns,  and  at  other  centres  of  intel- 
ligence and  industry  throughout  the  country,  giving  evidence  of 
great  mental  activity,  and  producing  some  of  those  very  results 
which  the  founders  of  the  British  Association  wished  to  see 
realised.  If  we  consider  further  the  extraordinary  development 
of  scientific  journalism  which  has  taken  place,  it  cannot  surprise 
us  when  we  meet  with  expressions  of  opinion  to  the  effect  that  the 
British  Association  has  fulfilled  its  mission,  and  should  now  yield 
its  place  to  those  special  societies  it  has  served  to  call  into  exist- 
ence. On  the  other  hand,  it  may  be  urged  that  the  brilliant 
success  of  last  year's  Anniversary  Meeting,  enhanced  by  the  com- 
prehensive address  delivered  on  that  occasion  by  my  distinguished 
predecessor  in  office,  Sir  John  Lublxxjk,  has  proved,  at  least,  that 
the  British  Association  is  not  dead  in  the  affections  of  its  members 
and  it  behoves  us  at  this,  the  first  ordinary  gathering  in  the  second 
half  century,  to  consider  what  are  the  strong  points  to  rely  upon 
for  the  continuance  of  a  career  of  success  and  usefulness. 

If  the  facilities  brought  home  to  our  doors  of  acquiring  scientific 
information  have  increased,  the  necessities  for  scientific  inquiry 
have  increased  in  a  greater  ratio.  The  time  was  when  science  was 
cultivated  only  by  the  few,  who  looked  upon  its  application  to  the 
arts  and  manufactures  as  almost  beneath  their  consideration  ;  this 
they  were  content  to  leave  in  the  hands  of  others,  who,  with  only 
commercial  aims  in  view,  did  not  aspire  to  further  the  objects  of 
science  for  its  own  sake,  but  thought  only  of  benefiting  by  its 
teachings.  Progress  could  not  be  rapid  under  this  condition  of 
things,  because  the  man  of  pure  science  rarely  pursued  his  inquiry 
beyond  the  mere  enunciation  of  a  physical  or  chemical  principle, 
whilst  the  simple  practitioner  was  at  a  loss  how  to  harmonise  the 
new  knowledge  with  the  stock  of  information  which  formed  his 
mental  capital  in  trade. 

The  advancement  of  the  last  fifty  years  has,  I  venture  to  submit, 
rendered  theory  and  practice  so  interdependent,  that  an  intimate 
union  between  them  is  a  matter  of  absolute  necessity  for  our 
future  progress.  Take,  for  instance,  the  art  of  dyeing,  and  we  find 
that  the  discovery  of  new  colouring  matters  derived  from  waste 
products,  such  as  coal-tar,  completely  changes  its  practice,  and 
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renders  an  intimate  knowledge  of  the  science  of  chemistry  a 
matter  of  absolute  necessity  to  the  practitioner.  In  telegraphy 
and  in  the  new  arts  of  applying  electricity  to  lighting,  to  the 
transmission  of  power,  and  to  metallargical  operations,  problems 
arise  at  every  turn,  requiring  for  their  solution  not  only  an  inti- 
mate acquaintance  with,  but  a  positive  advance  upon,  electrical 
science,  as  established  by  purely  theoretical  research  in  the  labora- 
tory. In  general  engineering  the  mere  practical  art  of  constructing 
a  machine  so  designed  and  proportioned  as  to  produce  mechanically 
the  desired  effect,  would  suffice  no  longer.  Our  increased  know- 
ledge of  the  nature  of  the  mutual  relations  between  the  different 
forms  of  energy  makes  us  see  clearly  what  are  the  theoretical  limits 
of  effect ;  these,  although  beyond  our  absolute  reach,  may  be 
looked  upon  as  the  asymptotes  to  be  approached  indefinitely  by 
the  hyperbolic  course  of  practical  progress.  Cases  arise,  more- 
over, where  the  introduction  of  new  materials  of  construction,  or 
the  call  for  new  effects,  renders  former  rules  wholly  insufficient. 
In  all  these  cases  practical  knowledge  has  to  go  hand  in  hand  with 
advanced  science  in  order  to  accomplish  the  desired  end. 

Far  be  it  from  me  to  think  lightly  of  the  ardent  students  of 
nature,  who,  in  their  devotion  to  research,  do  not  allow  their  minds 
to  travel  into  the  regions  of  utilitarianism  and  of  self-interest. 
These,  the  high  priests  of  science,  command  our  utmost  admira- 
tion ;  but  it  is  not  to  them  that  we  can  look  for  our  current 
progress  in  practical  science,  much  less  can  we  look  for  it  to  the 
"rule  of  thumb"  practititioner  who  is  guided  by  what  comes 
nearer  to  instinct  than  to  reason.  It  is  to  the  man  of  science, 
who  also  gives  attention  to  practical  questions,  and  to  the  practi- 
tioner, who  devotes  part  of  his  time  to  the  prosecution  of  strictly 
scientific  investigations,  that  we  owe  the  rapid  progress  of  the 
present  day,  both  merging  more  and  more  into  one  class,  that  of 
pioneers  in  the  domain  of  nature.  It  is  such  men  that  Archimedes 
must  have  desired  when  he  refused  to  teach  his  disciples  the  art  of 
constructing  his  powerful  ballistic  engines,  exhorting  them  to  give 
their  attention  to  the  principles  involved  in  their  construction, 
and  that  Telford,  the  founder  of  the  Institution  of  Civil  Engineers, 
must  have  had  in  his  mind's  eye,  when  he  (at  the  suggestion  of 
Tredgold)  defined  civil  engineering  as  '*  the  art  of  directing  the 
great  sources  of  power  in  nature," 


320  THE   ADDRESSES,    LECTURES,   ETC,    OF 

These  considerations  may  senre  to  show  that  although  we  see 
the  men  of  both  abstract  and  applied  science  group  themselves  in 
minor  bodies  for  the  better  prosecution  of  special  objects,  the 
points  of  contact  between  the  different  branches  of  knowledge  are 
ever  multiplying,  all  tending  to  form  part  of  a  mighty  tree — the 
ti-ee  of  modem  science — under  whose  ample  shadow  its  cultivators 
will  find  it  both  profitable  and  pleasant  to  meet^  at  least  once  a 
year ;  and  considering  that  this  tree  is  not  the  growth  of  one 
country  only,  but  spreads  both  its  roots  and  branches  far  and  wide, 
it  appears  desirable  that  at  these  yearly  gatherings  other  nations 
should  be  more  fully  represented  than  has  hitherto  been  the  case. 
The  subjects  discussed  at  our  meetings  are  without  exception  of 
general  interest,  but  many  of  chcm  bear  an  international  character, 
such  as  the  systematic  collection  of  magnetic,  astronomical, 
meteorological,  and  geodetical  observations,  the  formation  of  a 
universal  code  for  signalling  at  sea,  and  for  distinguishing  light* 
houses,  and  especially  the  settlement  of  scientific  nomenclatures 
and  units  of  measurement,  regarding  all  of  which  an  international 
accord  is  a  matter  of  the  utmost  practical  importance. 

As  regards  the  measures  of  length  and  weight  it  is  to  be  r(^retted 
that  this  country  still  stands  aloof  from  the  movement  initiated  in 
France  towards  the  close  of  last  century ;  but,  considering  that  in 
scientific  work  metrical  measure  is  now  almost  universally  adopted, 
and  that  its  use  has  been  already  legalised  in  this  country,  I 
venture  to  hope  that  its  universal  adoption  for  commercial  purposes 
will  soon  follow  as  a  matter  of  course.  The  practical  advantages 
of  such  a  measure  to  the  trade  of  this  country  would,  I  am  con- 
vinced, be  very  great,  for  English  goods,  such  as  machinery  or 
metal  rolled  to  current  sections,  are  now  almost  excluded  from 
the  CJontinental  market,  owing  to  the  unit  measure  employed  in 
their  production.  The  principal  impediment  to  the  adoption  of 
the  metre  consists  in  the  strange  anomaly  that  although  it  is 
legal  to  use  that  measure  in  commerce,  and  although  a  copy  of 
the  standard  metre  is  kept  in  the  Standards'  Department  of  the 
Board  of  Trade,  it  is  impossible  to  procure  legalised  rods  repre- 
senting it,  and  to  use  a  non-legalised  copy  of  a  standard  in 
commerce  is  deemed  fraudulent.  Would  it  not  be  desirable  that 
the  British  Association  should  endeavour  to  bring  about  the  use 
in  this  country  of  the  metre  and  kilogramme^  and,  as  a  pre- 
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liminary  step,  ask  the  Goyemment  to  be  represented  on  the  In- 
ternational Metrical  Commission^  whose  admirable  establishment 
at  Sevres  possesses,  independently  of  its  practical  work,  consider- 
able scientific  interest,  as  a  well-found  laboratory  for  developing 
methods  of  precise  measurement  ? 

Next  in  importance  to  accurate  measures  of  length,  weight, 
and  time,  stand,  for  the  purposes  of  modem  science,  those  of 
electricity. 

The  remarkably  clear  lines  separating  conductors  from  non- 
conductors of  electricity,  and  magnetic  from  non-magnetic  sub- 
stanceSy  enable  us  to  measure  electrical  quantities  and  effects 
with  almost  mathematical  precision  ;  and,  although  the  ultimate 
nature  of  this,  the  youngest  scientifically  investigated  form  of 
energy,  is  yet  wrapt  in  mystery,  its  laws  are  the  most  clearly 
established,  and  its  measuring  instruments  (galvanometers,  elec- 
trometers, and  magnetometers;  are  amongst  the  most  accurate 
in  physical  science.  Nor  could  any  branch  of  science  or  industry 
be  named  in  which  electrical  phenomena  do  not  occur,  to  exercise 
their  direct  and  important  influence. 

If,  then,  electricity  stands  foremost  amongst  the  exact  sciences, 
it  follows  that  its  unit  measures  should  be  determined  with  the 
utmost  accuracy.  Yet,  twenty  years  ago,  very  little  advance  had 
been  made  towards  the  adoption  of  a  rational  system.  Ohm  had, 
it  is  true,  given  us  the  fixed  relations  existing  between  electro- 
motive force,  resistance  and  quantity  of  current ;  Joule  had 
established  the  dynamical  equivalent  of  heat  and  electricity,  and 
Gauss  and  Weber  had  proposed  their  elaborate  system  of  absolute 
magnetic  measurement.  But  these  invaluable  researches  appeared 
only  as  isolated  efforts,  when,  in  18G2,  the  Electric  Unit  Com- 
mittee was  appointed  by  the  British  Association,  at  tlie  instance 
of  Sir  William  Thomson,  and  it  is  to  the  long-continued  activity 
of  this  committee  that  the  world  is  indebted  for  a  consistent  and 
practical  system  of  measurement,  which,  after  being  modified  in 
details,  received  universal  sanction  last  year  by  the  International 
Electrical  Congress  assembled  at  Paris. 

At  this  congress,  which  was  attended  oflScially  by  the  leading 
physicists  of  all  civilised  countries,  the  attempt  was  successfnlly 
made  to  bring  about  a  union  between  the  statical  system  of 
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meaBorement  that  had  been  followed  in  Germany  and  some  other 
countries,  and  the  magnetic  or  dynamical  system  developed  by 
the  British  Association,  also  between  the  geometrical  measure  of 
resistance,  the  (Werner)  Siemens  unit,  that  had  been  gener&Uy 
adopted  abroad,  and  the  British  Association  unit  intended  as  a 
multiple  of  Weber's  absolute  unit,  though  not  entirely  fulfilling 
that  condition.  The  congress,  while  adopting  the  absolute  system 
of  the  British  Association,  referred  the  final  determination  of  the 
unit  measure  of  resistance  to  an  international  committee,  to  be 
appointed  by  the  representatives  of  the  several  governments ;  they 
decided  to  retain  the  mercury  standard  for  reproduction  and  com- 
parison, by  which  means  the  advantages  of  both  systems  are 
happily  combined,  and  much  valuable  labour  is  utilised  ;  only, 
instead  of  expressing  electrical  quantities  directly  in  absolute 
measure,  the  congress  has  embodied  a  consistent  system,  based  on 
the  ohm,  the  centimetre,  the  granmie,  and  the  second,  in  which  the 
units  are  of  a  value  convenient  for  practical  measurements.  In 
this,  which  we  must  hereafter  know  as  the  '^  practical  system,"  as 
distinguished  from  the  '^  absolute  system,"  the  units  are  named  after 
leading  physicists,  the  Ohm,  Ampere,  Volt,  Coulomb,  and  Farad. . 

I  would  venture  to  suggest  that  two  further  units  might,  with 
advantage,  be  added  to  the  system  decided  on  by  the  International 
Congress  at  Paris.  The  first  of  these  is  the  unit  of  magnetic 
quantity  or  pole.  It  is  of  much  importance,  and  few  will  regard 
otherwise  than  with  satisfaction  the  suggestion  of  Clausius  that 
the  unit  should  be  called  a  '^  Weber,"  thus  retaining  a  name  most 
closely  connected  with  electrical  measurements,  and  only  omitted 
by  the  congress  in  order  to  avoid  the  risk  of  confusion  in  the 
magnitude  of  the  unit  current  with  which  his  name  had  been 
formerly  associated 

The  other  unit  I  would  suggest  adding  to  the  list  is  that  of 
power.  The  power  conveyed  by  a  current  of  an  Ampere  through 
the  difference  of  potential  of  a  Volt  is  the  unit  consistent  with  the 
practical  system.  It  might  be  appropriately  called  a  Watt,  in 
honour  of  that  master  mind  in  mechanical  science,  James  Watt. 
He  it  was  who  first  had  a  clear  physical  conception  of  power,  and 
gave  a  rational  method  of  measuring  it.  A  Watt,  then,  expresses 
the  rate  of  an  Ampfere  multiplied  by  a  Volt,  whilst  a  horse-power 
is  746  Watts,  and  a  Cheval  do  Vapeur  735. 
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The  system  of  electro-magnetic  units  would  then  be  : — 

(1)  Weber,  the  unit  of  magnetic  quantity         =  10*  C.G.S.  Units. 

(2)  Ohm  .,  „  resistance        =10® 
(8)  Volt             „           „  electromotive  force  =  10* 

(4)  Amp6re  „  „  current  =  10-* 

(5)  Coulomb  „  „  quantity  =  10-* 

(6)  Watt  ,,  „  power  =  10 

(7)  Farad  „  „  capacity  =  10-' 


7 

.9 


Before  the  list  can  be  looked  upon  as  complete  two  other  units 
may  have  to  be  added,  the  one  expressing  that  of  magnetic  field, 
and  the  other  of  heat  in  terms  of  the  electro-magnetic  system. 
Sir  William  Thomson  suggested  the  former  at  the  Paris  Congress, 
and  pointed  out  that  it  would  be  proper  to  attach  to  it  the  name 
of  Gauss,  who  first  theoretically  and  practically  reduced  observa- 
tions of  terrestrial  magnetism  to  absolute  measure.  A  Gauss  will, 
then,  be  defined  as  the  intensity  of  field  produced  by  a  Weber  at  a 
distance  of  one  centimetre  :  and  the  Weber  will  be  the  absolute 
C.G.Sb  unit  strength  of  magnetic  pole.  Thus  the  mutual  force 
between  two  ideal  point-poles,  each  of  one  Weber  strength  held  at 
unit  distance  asunder,  will  be  one  dyne  ;  that  is  to  say,  the  force 
which,  acting  for  a  second  of  time  on  a  gramme  of  matter,  gene- 
rates a  velocity  of  one  centimetre  per  second. 

The  unit  of  heat  has  hitherto  been  taken  variously  as  the  heat 
required  to  raise  a  pound  of  water  at  the  freezing-point  through 
1**  Fahrenheit  or  Centigrade,  or,  again,  the  heat  necessary  to  raise 
a  kilogramme  of  water  1*  Centigrade.  The  inconvenience  of  a 
unit  so  entirely  arbitrary  is  sufficiently  apparent  to  justify  the 
introduction  of  one  based  on  the  electro-magnetic  system,  viz.,  the 
heat  generated  in  one  second  by  the  current  of  an  Ampere  flowing 
through  the  resistance  of  an  Ohm.  In  absolute  measure  its  value 
is  10'  C.G.S.  units,  and  assuming  Joule's  equivalent  as  42,000,000, 
it  is  the  heat  necessary  to  raise  0'238  grammes  of  water  1°  Centi- 
grade, or,  approximately,  the  -nrinyt^  P^rt  of  the  arbitrary  unit  of 
a  pound  of  water  raised  V  Fahrenheit  and  the  nnnyth  part  of  the 
kilogranmie  of  water  raised  1"  Centigrade.  Such  a  heat  unit,  if  found 
acceptable,  might  with  great  propriety,  I  think,  be  called  the 
Joule,  after  the  man  who  has  done  so  much  to  develop  the 
dynamical  theory  of  heat. 
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Professor  Clansios  urges  the  advantages  of  the  statical  system 
of  measurement  for  simplicity,  and  shows  that  the  numerical 
values  of  the  two  systems  can  readily  be  compared  by  the  intro- 
duction of  a  factor,  which  he  proposes  to  call  the  critical  velocity  ; 
this,  Weber  has  already  shown  to  be  nearly  the  same  as  the 
velocity  of  light.  It  is  not  immediately  evident  how  by  the 
introduction  of  a  simple  multiple,  signifying  a  velocity,  the 
statical  can  be  changed  into  dynamical  values,  and  I  am  indebted 
to  my  friend  Sir  WiUiam  Thomson  for  an  illustration  which 
struck  me  as  remarkably  happy  and  convincing.  Imagine  a  ball  of 
conducting  matter  so  constituted  that  it  can  at  pleasure  be  caused  to 
shrink.  Now  let  it  first  be  electrified  and  left  insulated  with  any 
quantity  of  electricity  on  it.  After  that,  let  it  be  connected  with 
the  earth  by  an  excessively  fine  wire  or  a  not  perfectly  dry  silk 
fibre  ;  and  let  it  shrink  just  so  rapidly  as  to  keep  its  potential 
constant,  till  the  whole  charge  is  carried  off.  The  velocity  with 
which  its  surface  approaches  its  centre  is  the  electrostatic  measure 
of  the  conducting  power  of  the  fibre.  Thus  we  see  how  "  con- 
ducting power "  is,  in  electrostatic  theory,  properly  measured  in 
terms  of  a  velocity.  Weber  had  shown  how,  in  electromagnetic 
theory,  the  resistance,  or  the  reciprocal  of  the  conducting  power 
of  a  conductor,  is  properly  measured  by  a  velocity.  The  critical 
velocity,  which  measures  the  conducting  power  in  electrostatic 
reckoning  and  the  resistance  in  electromagnetic,  of  one  and  the 
same  conductor,  measures  the  number  of  electrostatic  units  in  the 
electromagnetic  unit  of  electric  quantity. 

Without  waiting  for  the  assembly  of  the  International  Com* 
mittee  charged  with  the  final  determination  of  the  Ohm,  one  of 
its  most  distinguished  members,  Lord  Rayleigh,  has,  with  his 
collaboratrice,  Mrs.  Sidgwick,  continued  his  important  investiga- 
don  in  this  direction  at  the  Cavendish  Laboratory,  and  has  lately 
placed  before  the  Royal  Society  a  result  which  will  probably  not 
be  surpassed  in  accuracy.  His  redetermination  brings  him  into 
close  accord  with  Dr.  Werner  Siemens,  their  two  values  of  the 
mercury  unit  being  0-95418  and  0*9586  of  the  B.A.  unit  respec- 
tively, or  1  mercury  unit  =  0'9413  x  10»  C.G.S.  units. 

Shortly  after  the  publication  of  Lord  Rayleigh's  recent  results, 
Messrs.  Glazebrook,  Dodds,  and  Sargant,  of  Cambridge,  com- 
municated to  the  Royal  Society  two  determinations  of  the  Ohm 
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by  different  methods  ;  and  it  is  satisfactory  to  find  that  their  final 
values  differ  only  in  the  fourth  decimal,  the  figures  being,  accord- 
ing to 

LordRayleigh     .        .     1  Ohm  =  0-98651  55E^g^^ 
Messrs.  Glazebrook,  &c.  =  0*986271  „ 

Professor  E.  Wiedemann,  of  Leipzig,  has  lately  called  attention 
to  the  importance  of  having  the  Ohm  -determined  in  the  most 
accurate  manner  possible,  and  enumerates  four  distinct  methods, 
all  of  which  should  unquestionably  be  tried  with  a  view  of 
obtaining  concordant  results,  because  upon  its  accuracy  will 
depend  the  whole  future  system  of  measurement  of  energy  of 
whatever  form. 

The  word  Energy  was  first  used  by  Young  in  a  scientific  sense, 
and  represents  a  conception  of  recent  date,  being  the  outcome  of 
the  labours  of  Camot,  Mayer,  Joule,  Grove,  Clausius,  Clerk- 
Maxwell,  Thomson,  Stokes,  Helmholtz,  Macquom  Bankine,  and 
other  labourers,  who  have  accomplished  for  the  science  regarding 
the  forces  in  Nature  what  we  owe  to  Lavoisier,  Dalton,  Berzelius, 
Liebig,  and  others,  as  regards  Chemistry.  In  this  short  word 
Energy  we  find  all  the  efforts  in  nature,  including  electricity, 
heat,  light,  chemical  action,  and  dynamics,  equally  represented, 
forming,  to  use  Dr.  Tyndall's  apt  expression,  so  many  "  modes  of 
motion."  It  will  readily  be  conceived  that  when  we  have  esta- 
blished a  fixed  numerical  relation  between  these  different  modes  of 
motion,  we  know  beforehand  what  is  the  utmost  result  we  can 
possibly  attain  in  converting  one  form  of  energy  into  another, 
and  to  what  extent  our  apparatus  for  effecting  the  conversion  falls 
short  of  realising  it.  The  difference  between  ultimate  theoretical 
effect  and  that  actually  obtained  is  commonly  called  loss,  but, 
considering  that  energy  is  indestructible,  represents  really  secondary 
effect  which  we  obtain  without  desiring  it.  Thus  friction  in  the 
working  parts  of  a  machine  represents  a  loss  of  mechanical  effect, 
but  is  a  gain  of  heat,  and  in  like  manner  the  loss  sustained  in 
transferring  electrical  energy  from  one  point  to  another  is 
accounted  for  by  heat  generated  in  the  conductor.  It  sometimes 
suits  our  purpose  to  augment  the  transformation  of  electrical  intp 
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heat  energy  at  certain  points  of  the  circnit  when  the  heat  rays 
become  yisible,  and  we  have  the  incandescence  electric  light  In 
effecting  a  complete  severance  of  the  conductor  for  a  short  dis- 
tance, after  the  current  has  been  established^  a  very  great  local 
resistance  is  occasioned,  giving  rise  to  the  electric  arc,  the  highest 
development  of  heat  ever  attained.  Vibration  is  another  form  of 
lost  energy  in  mechanism,  but  who  would  call  it  a  loss  if  it  pro- 
ceeded  from  the  violin  of  a  Joachim  or  a  Norman-Neruda  ? 

Electricity  is  the  form  of  energy  best  suited  for  transmitting  an 
effect  from  one  place  to  another ;  the  electric  current  passes 
through  certain  substances — the  metals — with  a  velocity  limited 
only  byithe  retarding  influence  caused  by  electric  charge  of  the  sur- 
rounding dielectric,  but  approaching  probably  under  fevourable 
conditions  that  of  radiant  heat  and  light,  or  300,000  kilometres 
per  second ;  it  refuses,  however,  to  pass  through  oxidised  sub- 
stances, glass,  gums,  or  through  gases  except  when  in  a  highly 
rarefied  condition.  It  is  easy  therefore  to  confine  the  electric 
current  within  bounds,  and  to  direct  it  through  narrow  channels 
of  extraordinary  length.  The  conducting  wire  of  an  Atl^tic 
cable  is  such  a  narrow  channel ;  it  consists  of  a  copper  wire,  or 
strand  of  wires,  5  mm.  in  diameter,  by  nearly  5,000  kilometres  in 
length,  confined  electrically  by  a  coating  of  gutta-percha  about 
4  mm.  in  thickness.  The  electricity  from  a  small  galvanic  battery 
passing  into  this  channel  prefers  the  long  journey  to  America  in 
the  good  conductor,  and  back  through  the  earth,  to  the  shorter 
journey  across  the  4  mm.  in  thickness  of  insulating  material.  By 
an  improved  arrangement  the  alternating  currents  employed  to 
work  long  submarine  cables  do  not  actually  complete  the  circuit, 
but  are  merged  in  a  condenser  at  the  receiving  station  after  having 
produced  their  extremely  slight  but  certain  efiect  upon  the  receiv- 
ing instrument,  the  beautiful  syphon  recorder  of  Sir  William 
Thomson.  So  perfect  is  the  channel  and  so  precise  the  action  of 
both  the  transmitting  and  receiving  instruments  employed,  that 
two  systems  of  electric  signals  may  be  passed  simultaneously 
through  the  same  cable  in  opposite  directions,  producing  inde- 
pendent records  at  either  end.  By  the  application  of  this  duplex 
mode  of  working  to  the  Direct  United  States  cable  under  the 
superintendence  of  Dr.  Muirhead,  its  transmitting  power  was 
increased  from  twenty-five  to  sixty  words  a  minute,  being  eqoiva- 
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lent  to  about  twelve  cnrrents  or  primary  impulses  per  second.  In 
transmitting  these  impulse-currents  simultaneously  from  both 
ends  of  the  line,  it  must  not  be  imagined,  however,  that  they  pass 
each  other  in  the  manner  of  liquid  waves  belonging  to  separate 
systems  ;  such  a  supposition  would  involve  momentum  in  the 
electric  flow,  and  although  the  efiTect  produced  is  analogous  to 
such  an  action,  it  rests  upon  totally  different  grounds — namely, 
that  of  a  local  circuit  at  each  terminus  being  called  into  action 
automatically  whenever  two  similar  currents  are  passed  into  the 
line  simultaneously  from  both  ends.  In  extending  this  principle 
of  action  quadruples  telegraphy  has  been  rendered  possible, 
although  not  yet  for  long  submarine  lines. 

The  minute  currents  here  employed  are  far  surpassed  as  regards 
delicacy  and  frequency  by  those  revealed  to  us  by  that  marvel  of 
the  present  day,  the  telephone.  The  electric  currents  caused  by 
the  vibrations  of  a  diaphragm  acted  upon  by  the  human  voice 
naturally  vary  in  frequency  and  intensity  according  to  the  number 
and  degree  of  those  vibrations,  and  each  motor  current  in  exciting 
the  electro-magnet  forming  part  of  the  receiving  instrument 
deflects  the  iron  diaphragm  occupying  the  position  of  an  armature 
to  a  greater  or  smaller  extent  according  to  its  strength.  Savart 
found  that  the  fdndamental  la  springs  from  440  complete  vibra- 
tions in  a  second,  but  what  must  be  the  frequency  and  modula- 
tions of  the  motor  current  and  of  magnetic  variations  necessary 
to  convey  to  the  ear  through  the  medium  of  a  vibrating  armature, 
such  a  complex  of  human  voices  and  of  musical  instruments  as 
constitutes  an  opera  performance  ?  And  yet  such  performances 
could  be  distinctly  heard  and  even  enjoyed,  as  an  artistic  treat,  by 
applying  to  the  ears  a  pair  of  the  double  telephonic  receivers  at 
the  Paris  Electrical  Exhibition,  when  connected  with  a  pair  of 
transmitting  instruments  in  front  of  the  footlights  of  the  Grand 
Opera.  In  connection  with  the  telephone,  and  with  its  equally 
remarkable  adjunct  the  microphone,  the  names  of  Reiss,  Graham 
Bell,  Edison,  and  Hughes  will  ever  be  remembered. 

Considering  the  extreme  delicacy  of  the  currents  working  a 
telephone,  it  is  obvious  that  those  caused  by  induction  from 
neighbouring  telegraphic  line  wires  would  seriously  interfere  with 
the  former,  and  mar  the  speech  or  other  sounds  produced  through 
their  action.    To  avoid  such  interference,  the  telephone  wires  if 
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suspended  in  the  air  require  to  be  placed  at  some  distance  from 
telegraphic  line  wires,  and  to  be  supported  by  separate  posts  1 
Another  way  of  neutralising  interference  consists  in  twisting  two 
separately  insulated  telephone  wires  together,  so  as  to  form  a 
strand,  and  in  using  the  two  conductors  as  a  metallic  circuit  to 
the  exclusion  of  the  earth  ;  the  working  current  will,  in  that  case, 
receive  equal  and  opposite  inductive  influences,  and  will  therefore  . 
remain  unaffected  by  them.    On  the  other  hand  two  insulated 
wires  instead  of  one  are  required  for  working  one  set  of  instru- 
ments ;  and  a  serious  increase  in  the  cost  of  installation  is  thus 
caused.    To  avoid  this  Mr.  Jacob  has  lately  suggested  a  plan  of 
combining  pairs  of  such  metallic  circuits  again  into  separate  work- 
ing pairs,  and  these  again  with  other  working  pairs,  whereby  the 
total  number  of  telephones  capable  of  being  worked  without 
interference  is  made  to  equal  the  total  number  of  single  wires 
employed.    The  working  of  telephones  and  telegraphs  in  metallic 
circuit  has  the  further  advantage  that  mutual  volta  induction 
between  the  outgoing  and  returning  currents  favours  the  transit, 
and  neutralises  on  the  other  hand  the  retarding  influence  caused 
by  charge  in  underground  or  submarine  conductors.    These  con- 
ditions are  particularly  favourable  to  underground  line  wires, 
which  possess  other  important  advantages  over  the  still  prevailing 
overground  system,  in  that  they  are  unaffected  by  atmospheric 
electricity,  or  by  snowstorms  and  heavy  gales,  which  at  not  very 
rare  intervals  of  time  put  us  back  to  pre-telegraphic  days,  when 
the  letter-carrier  was  our  swiftest  messenger. 

The  underground  system  of  telegraphs,  first  introduced  into 
Germany  by  Werner  Siemens  in  the  years  1847-48,  had  to  yield 
for  a  time  to  the  overground  system  owing  to  technical  difficulties, 
but  it  has  been  again  resorted  to  within  the  last  four  years,  and 
multiple  land  cables  of  solid  construction  now  connect  all  the 
important  towns  of  that  country.  The  first  cost  of  such  a  system 
is  no  doubt  considerable  (being  about  £88  per  kilometre  of  con- 
ductor afi  against  £8  10^.  the  cost  of  land  lines)  ;  but  as  the 
underground  wires  are  exempt  from  frequent  repairs  and  renewals, 
and  as  they  insure  continuity  of  service,  they  are  decidedly  the 
cheaper  and  better  in  the  end.  The  experience  afforded  by  the 
early  introduction  of  the  underground  system  in  Germany  was 
not,  however,  without  its  beneficial  results,  as  it  brought  to  light 
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the  phenomena  of  lateral  induction,  and  of  faults  in  the  insulating 
coating,  matters  which  had  to  be  understood  before  submarine 
telegraphy  could  be  attempted  with  any  reasonable  prospect  of 
success. 

Regarding  the  transmission  of  power  to  a  distance  the  electric 
current  has  now  entered  the  lists  in  competition  with  compressed 
air,  the  hydraulic  accumulator,  and  the  quick  running  rope  as 
used  at  SchafiThausen  to  utilise  the  power  of  the  Rhine  fall.  The 
transformation  of  electrical  into  mechanical  energy  can  be  accom- 
plished with  no  further  loss  than  is  due  to  such  incidental  causes 
as  friction  and  the  heating  of  wires  ;  these  in  a  properly  designed 
dynamo-electric  machine  do  not  exceed  10  per  cent.,  as  shown  by 
Dr.  John  HopMnson,  and,  judging  from  recent  experiments  of 
my  own,  a  still  nearer  approach  to  ultimate  perfection  is  attain- 
able. Adhering,  however,  to  Dr.  Hopkinson's  determination  for 
safety's  sake,  and  assuming  the  same  percentage  in  reconverting 
the  current  into  mechanical  effect,  a  total  loss  of  19  per  cent, 
results.  To  this  loss  must  be  added  that  through  electrical  re- 
sistance in  the  connecting  line  wires,  which  depends  upon  their 
length  and  conductivity ,^and  that  due  to  heating  by  friction  of  the 
working  parts  of  the  machine.  Taking  these  as  being  equal  to 
the  internal  losses  incurred  in  the  double  process  of  conversion, 
there  remains  a  useful  effect  of  100  -  38  =  62  per  cent.,  attainable 
at  a  distance,  which  agrees  with  experimental  results,  although  in 
actual  practice  it  would  not  be  safe  at  present  to  expect  more 
than  50  per  cent,  of  ultimate  useful  effect,  to  allow  for  all  inci- 
dental losses. 

In  using  compressed  air  or  water  for  the  transmission  of  power, 
the  loss  cannot  be  taken  at  less  than  50  per  cent.,  and,  as  it 
depends  upon  fluid  resistance,  it  increases  with  distance  more 
rapidly  than  in  the  case  of  electricity.  Taking  the  loss  of  effect 
in  all  cases  as  50  per  cent.,  electric  transmission  presents  the 
advantage  that  an  insulated  wire  does  the  work  of  a  pipe  capable 
of  withstanding  high  internal  pressure,  which  latter  must  be  more 
costly  to  put  down  and  to  maintain.  A  second  metallic  conductor 
is  required,  however,  to  complete  the  electrical  circuit,  as  the  con- 
ducting power  of  the  earth  alone  is  found  unreliable  for  passing 
quantity  currents,  owing  to  the  effects  of  polarization  ;  but  as  this 
second  conductor  need  not  be  insulated,  water  or  gas  pipes, 
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railway  metals  or  fencing  wire,  may  be  called  into  requisition  for 
this  purpose.  The  small  space  occupied  by  the  electro-motor,  its 
high  working  speed,  and  the  absence  of  waste  products,  render  it 
specially  available  for  the  general  distribution  of  power  to  cranes 
and  light  machinery  of  every  description.  A  loss  of  effect  of  50 
per  cent,  does  not  stand  in  the  way  of  such  applications,  for  it 
must  be  remembered  that  a  powerful  central  engine  of  best  con- 
struction produces  motive  power  with  a  consumption  of  two 
pounds  of  coal  per  horse-power  per  hour,  whereas  small  engines 
distributed  over  a  district  would  consume  not  less  than  five  ;  we 
thus  see  that  there  is  an  advantage  in  favour  of  electric  trans- 
mission as  regards  fuel,  independently  of  the  saving  of  labour  and 
other  collateral  benefits,  which  more  than  compensate  for.  interest 
on  the  cost  of  installation. 

To  agriculture,  electric  transmission  of  power  seems  well  adapted 
for  effecting  the  various  operations  of  the  farm  and  fields  fix)m 
one  centre.  Having  worked  such  a  system  myself  in  combination 
with  electric  lighting  and  horticulture  for  upwards  of  two  years, 
I  can  speak  with  confidence  of  its  economy,  and  of  the  facility 
with  which  the  work  is  accomplished  in  charge  of  untrained 
persons. 

As  regards  the  effect  of  the  electric  light  upon  vegetation  there 
is  little  to  add  to  what  was  stated  in  my  paper  read  before  Section 
A  last  year,  and  ordered  to  be  printed  with  the  Report,  except 
that  in  experimenting  upon  wheat,  barley,  oats,  and  other  cereals 
sown  in  the  open  air,  there  was  a  marked  difference  between  the 
growth  of  the  plants  influenced  and  those  uninfluenced  by  the 
electric  light.  This  was  not  very  apparent  till  towards  the  end 
of  February,  when,  with  the  first  appearance  of  mild  weather, 
the  plants  under  the  influence  of  an  electric  lamp  of  4000  candle 
power  placed  about  5  metres  above  the  surface,  developed  with 
extreme  rapidity,  so  that  by  the  end  of  May  they  stood  about 
4  feet  high,  with  the  ears  in  full  bloom,  when  those  not  under 
its  influence  were  under  2  feet  in  height,  and  showed  no  sign  of 
the  car. 

In  the  electric  railway  first  constructed  by  Dr.  Werner  Siemens, 
at  Berlin,  in  1879,  electric  energy  was  transmitted  to  the  moving 
carriage  or  train  of  carriages,  through  the  two  rails  upon  which  it 
moved,  these  being  sufficiently  insulated  from  each  other  by  being 
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placed  upon  well  creosoted  cross  sleepers.  At  the  Paris  Electrical 
Exhibition  the  current  was  conveyed  through  two  separate  con- 
ductors making  sliding  or  rolling  contact  ^vith  the  carriage, 
whereas  in  the  electric  railway  now  in  course  of  construction  in 
the  north  of  Ireland  (which  when  completed  will  have  a  length  of 
12  miles)  a  separate  conductor  will  be  provided  by  the  side  of  the 
railway,  and  the  return  circuit  completed  through  the  rails  them- 
selves, which  in  that  case  need  not  be  insulated ;  secondary 
batteries  will  be  used  to  store  the  surplus  energy  created  in 
running  downhill,  to  be  restored  in  ascending  steep  inclines,  and 
for  passing  roadways  where  the  separate  insulated  conductor  is 
not  practicable.  The  electric  railway  possesses  great  advantages 
over  horse  or  steam-power  for  to^\^38,  in  tunnels,  and  in  all  cases 
where  natural  sources  of  energy,  such  as  waterfalls,  are  available ; 
but  it  would  not  be  reasonable  to  suppose  that  it  will  in  its 
present  condition  compete  with  steam  propulsion  upon  ordinary 
railways.  The  transmission  of  power  by  means  of  electric  con- 
ductors possesses  the  further  advantage  over  other  means  of 
transmission  that,  provided  the  resistance  of  the  rails  be  not  very 
great,  the  power  communicated  to  the  locomotive  reaches  its 
maximum  when  the  motion  is  at  its  minimum — that  is,  in  com- 
mencing to  work,  or  when  encountering  an  exceptional  resistance 
— whereas  the  utmost  economy  is  pixduced  in  the  normal  condi- 
tion of  working  when  the  velocity  of  the  power-absorbing  nearly 
equals  that  of  the  current-producing  machine. 

The  deposition  of  metals  from  their  solutions  is  perhaps  the 
oldest  of  all  useful  applications  of  the  electric  current,  but  it  is 
only  in  very  recent  times  that  the  dynamo  current  has  been  prac- 
tically applied  to  the  refining  of  copper  and  other  metals,  as  now 
practised  at  Birmingham  and  elsewhere,  and  upon  an  exceptionally 
large  scale  at  Ocker,  in  Germany,  where  the  motive  power  is 
derived  from  a  watcr-whecl.  The  dynamo  machine  there  employed 
was  exhibited  at  the  Paris  Electrical  Exhibition  by  Dr.  Werner 
Siemens,  its  peculiar  feature  being  that  the  conductors  upon  the 
rotating  armature  consisted  of  solid  bars  of  copper  30  mm.  square, 
in  section,  which  were  found  only  just  sufficient  to  transmit  the 
large  quantity  of  electricity  of  low  tension  necessary  for  this 
operation.  One  such  machine  consuming  4-horse  power  deposits 
about  300  kilogrammes  of  copper  per  24  hours. 
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Electric  energy  may  also  be  employed  for  heating  purpoees,  but 
in  this  case  it  wonld  obvionsly  be  impossible  for  it  to  compete  in 
point  of  economy  with  the  direct  combustion  of  fuel  for  the 
attainment  of  ordinary  degrees  of  heat.  Bunsen  and  St.  Claire 
Deville  have  taught  us,  however,  that  combustion  becomes  ex- 
tremely sluggish  when  a  temperature  of  1800'  C.  has  been  reached, 
and  for  effects  at  temperatures  exceeding  that  limit  the  electric 
furnace  will  probably  find  advantageous  applications.  Its  specific 
advantage  consists  in  being  apparently  unlimited  in  the  degree  of 
heat  attainable,  thus  opening  out  a  new  field  of  investigation  to 
the  chemist  and  metallurgist.  Tungsten  has  been  melted  in  such 
a  furnace,  and  8  pounds  of  platinum  have  been  reduced  from  the 
cold  to  the  liquid  condition  in  20  minutes. 

The  largest  and  most  extensive  application  of  electric  energy  at 
the  present  time  is  to  lighting,  but,  considering  how  much  has  of  late 
been  said  and  written  for  and  against  this  new  illuminant,  I  shall 
here  confine  myself  to  a  few  general  remarks.  Joule  has  shown 
that  if  an  electric  current  is  passed  through  a  conductor  the  whole 
of  the  energy  lost  by  the  current  is  converted  into  heat ;  or,  if  the 
resistance  be  localised,  into  radiant  energy,  comprising  heat,  light, 
and  actinic  rays.  Neither  the  low  heat  rays  nor  the  ultra-violet 
of  highest  refrangibility  aflfect  the  retina,  and  may  be  regarded  as 
lost  energy,  the  effective  rays  being  those  between  the  red  and 
violet  of  the  spectrum,  which  in  their  combination  produce  the 
effect  of  white  light. 

Regarding  the  proportion  of  luminous  to  non-luminous  rays 
proceeding  from  an  electric  arc  or  incandescent  wire,  we  have  a 
most  valuable  investigation  by  Dr.  Tyndall,  recorded  in  his  work 
on  "  Radiant  Heat."  Dr.  Tyndall  shows  that  the  luminous  rays 
from  a  platinum  wire  heated  to  its  highest  point  of  incandescence, 
which  may  be  taken  at  1,700*  C,  formed  ^^th  part  of  the  total 
radiant  energy  emitted,  and  ^V^h  part  in  the  case  of  an  arc  light 
worked  by  a  battety  of  60  Grove's  elements.  In  order  to  apply 
these  valuable  data  to  the  case  of  electric  lighting  by  means  of 
dyuamo  currents,  it  is  necessary  in  the  first  place  to  determine 
what  is  the  power  of  50  Grove's  elements  of  the  size  used  by 
Dr.  Tyndall,  expressed  in  the  practical  scale  of  units  as  now  estab- 
lished. From  a  few  experiments  lately  undertaken  for  myself,  it 
would  appear  that  50  such  cells  have  an  electro-motive  force  of 
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98*5  Volts,  and  an  internal  resistance  of  13'5  Ohms,  giving  a 
current  of  7*3  Amperes  when  the  cells  are  short-circuited.  The 
resistance  of  a  regulator  such  as  Dr.  Tyndall  used  in  his  experi- 
ments may  be  taken  at  10  Ohms,  the  current  produced  in  the  arc 

98*5 
would  be    r— — — — — -   =  4  Amperes  (allowing  one  Ohm  for  the 
13-5  +  10  +  1  r        V  & 

leads),  and  the  power  consumed  10x4"  =  160  Watts  ;  the  light 
power  of  such  an  arc  would  be  about  150  candles,  and  comparing 
this  with  an  arc  of  8,308  candles  produced  by  1,162  Watts,  we 

find  that  (-7^-r)>  ♦•^•>  7*3  times   the  electric  energy  produce 

(QQAO\ 
— —  j ,  «.  e.y  22  times  the  amount  of  light  measured  horizontally. 

If,  therefore,  in  Dr.  Tyndall's  arc  -J^th  of  the  radiant  energy 

emitted  was  visible  as  light,  it  follows  that  in  a  powerful  arc  of 

1      22*0 
8,300  candles,  -—  x  -— --,  or  fully  |,  are  luminous  rays.    In  the 

10      7*0 

case  of  the  incandescence  light  (say  a  Swan  light  of  20  candle- 
power)  we  find  in  practice  that  9  times  as  much  power  has  to  be 
expended  as  in  the  case  of  the  arc  light ;  hence  -^  x  |  =  ^  part  of 
the  power  is  given  out  as  luminous  rays,  as  against  ^^^th  in 
Dr.  Tyndall's  incandescent  platinum — ^a  result  sufficiently  ap- 
proximate considering  the  wide  difference  of  conditions  under 
which  the  two  are  compared. 

These  results  are  not  only  of  obvious  practical  value,  but  they 
seem  to  establish  a  fixed  relation  between  current,  temperature, 
and  light  produced,  which  may  serve  as  a  means  to  determine 
temperatures  exceeding  the  melting  point  of  platinum  with  greater 
accuracy  than  has  hitherto  been  possible  by  actinimetric  methods 
in  which  the  thickness  of  the  luminous  atmosphere  must  necessarily 
exercise  a  disturbing  influence.  It  is  probably  owing  to  this 
circumstance  that  the  temperature  of  the  electric  arc  as  well  as 
that  of  the  solar  photosphere  has  frequently  been  greatly  over- 
estimated. 

The  principal  argument  in  favour  of  the  electric  light  is 
furnished  by  its  immunity  from  products  of  combustion  which  not 
only  heat  the  Ughted  apartments,  but  substitute  carbonic  acid  and 
deleterious  sulphur  compounds  for  the  oxygen  upon  which  respira- 
tion depends ;  the  electric  light  is  white  instead  of  yellow,  and 
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thos  enables  as  to  see  pictures,  furniture,  and  flowers  as  by  day- 
light ;  it  supports  growing  plants  instead  of  poisoning  tihem,  and 
by  its  means  we  can  carry  on  photography  and  many  other  in- 
dustries at  night  as  well  as  during  the  day.  The  objection  fre- 
quently urged  against  the  electric  light,  that  it  depends  upon  the 
continuous  motion  of  steam  or  gas  engines,  which  are  liable  to 
accidental  stoppage,  is  met  by  the  introduction  into  practical  use 
of  the  secondary  battery ;  this,  although  not  embodying  a  new 
conception,  has  lately  been  greatly  improved  in  power  and  con- 
stancy by  Plants,  Faure,  Volekmar,  Sellon,  Mid  others,  and 
promises  to  accomplish  for  electricity  what  the  gasholder  has  done 
for  the  supply  of  gas  and  the  accumulator  for  hydraulic  traniJy 
mission  of  power. 

It  can  no  longer  be  a  matter  of  reasonable  doubt,  therefore, 
that  electric  light  will  take  its  place  as  a  public  illuminant,  and 
that,  even  though  its  cost  should  be  found  greater  than  that  of 
gas,  it  will  be  preferred  for  the  lighting  of  drawing-rooms  and 
dining-rooms,  theatres  and  concert-rooms,  museums,  churches, 
warehouses,  show-rooms,  printing  establishments  and  factories, 
and  also  the  cabins  and  engine-rooms  of  passenger  steamers.  In 
the  cheaper  and  more  powerful  form  of  the  arc  light,  it  has  proved 
itself  superior  to  any  other  illuminant  for  spreading  artificial 
daylight  over  the  large  areas  of  harbours,  railway  stations,  and  the 
sites  of  public  works.  When  placed  within  a  holophote  the 
electric  lamp  has  already  become  a  powerful  auxiliary  in  effecting 
military  operations  both  by  sea  and  land. 

The  electric  light  may  be  worked  by  natural  sources  of  power 
such  as  waterfalls,  the  tidal  wave,  or  the  wind,  and  it  is  con- 
ceivable that  these  may  be  utilised  at  considerable  distances  by 
means  of  metallic  conductors.  Some  five  years  ago  I  called 
attention  to  the  vastness  of  those  sources  of  energy,  and  the 
facility  offered  by  electrical  conduction  in  rendering  them  avail- 
able for  lighting  and  power-supply,  while  Sir  William  Thomson 
made  this  important  matter  the  subject  of  his  admirable  address 
to  Section  A  last  year  at  York,  and  dealt  with  it  in  an  exhaustive 
manner. 

The  advantages  of  the  electric  light  and  of  the  distribution  of 
power  by  electricity  have  lately  been  recognised  by  the  British 
Government,  which  has  just  passed  a  bill  through  Parliament  to 
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facilitate  the  establishment  of  electrical  conductors  in  towns; 
subject  to  certain  regulating  clauses  to  protect  the  interests  of  the 
public  and  of  local  authorities.  Assuming  the  cost  of  electric 
light  to  be  practically  the  same  as  gas,  the  preference  for  one  or 
other  will  in  each  application  be  decided  upon  grounds  of  relative 
convenience,  but  I  venture  to  think  that  gas-lighting  will  hold  its 
own  as  the  poor  man's  friend. 

Gas  is  an  institution  of  the  utmost  value  to  the  artisan ;  it 
requires  hardly  any  attention,  is  supplied  upon  regulated  terms, 
and  gives  with  what  should  be  a  cheerful  light  a  genial  warmth, 
which  often  saves  the  lighting  of  a  fire.  The  time  is  moreover 
not  far  distant,  I  venture  to  think,  when  both  rich  and  poor  will 
largely  resort  to  gas  as  the  most  cotivcnient^  the  cleanest,  and  the 
cheapest  of  heating  agents,  and  when  raw  coal  will  be  seen  only  at 
the  colliery  or  the  gasworks.  In  all  cases  where  the  town  to  be 
supplied  is  within  say  30  miles  of  the  colUery,  the  gasworks 
may  with  advantage  be  planted  at  the  mouth,  or  still  better  at  the 
bottom  of  the  pit,  whereby  all  haulage  of  fuel  would  be  avoided, 
and  the  gas^  in  its  ascent  from  the  bottom  of  the  colliery,  would 
acquire  an  onward  pressure  sufficient  probably  to  impel  it  to  its 
destination.  The  possibility  of  transporting  combustible  gas 
through  pipes  for  such  a  distance  has  been  proved  at  Pittsburg, 
where  natural  gas  from  the  oil  district  is  used  in  large  quantities 
for  heating  purposes. 

The  quasi  monopoly  so  long  enjoyed  by  gas  companies  has  had 
the  inevitable  effect  of  checking  progress.  The  gas  being  supplied 
by  meter,  it  has  been  seemingly  to  the  advantage  of  the  companies 
to  give  merely  the  prescribed  illuminating  power,  and  to  dis- 
courage the  invention  of  economical  burners,  in  order  that  the 
consumption  might  reach  a  maximum.  The  application  of  gas 
for  heating  purposes  has  not  been  encouraged,  and  is  still  made 
difficult  in  consequence  of  the  objectionable  practice  of  reducing 
the  pressure  in  the  mains  during  daytime  to  the  lowest  possible 
point  consistent  with  prevention  of  atmospheric  indraught.  The 
introduction  of  the  electric  light  has  convinced  gas  managers  and 
directors  that  such  a  policy  is  no  longer  tenable,  but  must  give 
way  to  one  of  technical  progress ;  new  processes  for  cheapening 
the  production  and  increasing  the  purity  and  illuminating  power 
of  gas  are  being  fully  discussed  before  the  Gas  Institute ;  and 
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improved  bnmers,  rivalling  the  electric  light  in  brillianqr,  greet 
onr  ejes  as  we  pass  along  cor  principal  thoronghfares. 

Regarding  the  importance  of  the  gas  supply  as  it  exists  at 
present,  we  find  from  a  Government  retnm  that  the  capital  in- 
vested in  gasworks  in  England,  other  than  those  of  local 
authorities,  amounts  to  30,000,000/. ;  in  these  4,281,048  tons  of 
coal  are  converted  annually,  producing  43,000  million  cubic  feet 
of  gas,  and  about  2,800,000  tons  of  coke ;  whereas  the  total 
amount  of  coal  annually  converted  in  the  United  Kingdom  may 
be  estimated  at  9,000,000  tons,  and  the  by-products  therefrom  at 
500,000  tons  of  tar,  1,000,000  tons  of  ammonia  liquor,  and 
4,000,000  tons  of  coke,  according  to  the  returns  kindly  furnished 
me  by  the  managers  of  many  of  the  gasworks  and  corporations. 
To  these  may  be  added  say  120,000  tons  of  sulphur,  which  up  to 
the  present  time  is  a  waste  product. 

Previous  to  the  year  1856 — that  is  to  say,  before  Mr.  W.  H. 
Perkin  had  invented  his  practical  process,  based  chiefly  upon  the 
theoretical  investigations  of  Hofman,  regarding  the  coal-tar  bases 
and  the  chemical  constitution  of  indigo — the  value  of  coal-tar  in 
London  was  scarcely  a  halQ)enny  a  gallon,  and  in  country  places 
gas-makers  were  glad  to  give  it  away.  Up  to  that  time  the  coal- 
tar  industry  had  consisted  chiefly  in  separating  the  tar  by 
distillation  into  naphtha,  creosote,  oils,  and  pitch.  A  few  distillers, 
however,  made  small  quantities  of  benzene,  which  had  been  first 
shown — ^by  Mansfield  in  1849 — to  exist  in  coal-tar  naphtha  mixed 
with  toluene,  cumene,  &c.  The  discovery,  in  1856,  of  the  mauve 
or  aniline  purple  gave  a  great  impetus  to  the  coal-tar  trade,  inas- 
much as  it  necessitated  the  separation  of  large  quantities  of 
benzene,  or  a  mixture  of  benzene  and  toluene,  from  the  naphtha. 
The  trade  was  further  increased  by  the  discovery  of  the  magenta 
or  rosaniline  dye,  which  required  the  same  products  for  its  pre- 
paration. In  the  meantime,  carbolic  acid  was  gradually  introduced 
into  commerce,  chiefly  as  a  disinfectant,  but  also  for  the  production 
of  colouring  matter. 

The  next  most  important  development  arose  from  the  discovery 
by  Grsebe  and  Licberraann  that  alizarine,  the  colouring  principle 
of  the  madder  root,  was  allied  to  anthracene,  a  hydrocarbon  exist- 
ing in  coal-tar.  The  production  of  this  colouring-matter  from 
anthracene  followed,  and  is  now  one  of  the  most  important  opera- 
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tions  connected  with  tar-distilling.  The  success  of  the  alizarine 
made  in  this  manner  has  been  so  great  that  it  has  almost  entirely 
superseded  the  use  of  madder,  which  is  now  cultivated  to  only  a 
comparatiyely  small  extent.  The  most  important  colouring 
matters  recently  introduced  are  the  azo-scarlets.  They  have 
called  into  use  the  coal-tar  hydrocarbons,  xylene  and  cumene. 
Naphthaline  is  also  used  in  their  preparation.  These  splendid 
dyes  have  replaced  cochineal  in  many  of  its  applications,  and  have 
thus  seriously  interfered  with  its  use.  The  discovery  of  artificial 
indigo  by  Professor  Baeyer  is  of  great  interest.  For  the  prepara- 
tion of  this  colouring  matter  toluene  is  required.  At  present 
artificial  indigo  does  not  compete  seriously  with  the  natural 
product ;  but  should  it  eventually  be  prepared  in  quantity  from 
toluene,  a  further  stimulus  m\\  be  given  to  the  coal-tar  trade. 

The  colour  industry  utilises  even  now  practically  all  the  l)enzene, 
a  large  proportion  of  the  solvent  naphtha,  all  the  antliracene,  and 
a  portion  of  the  naphthaline  resulting  from  the  distillation  of  coal- 
tar  ;  and  the  value  of  the  colouring  matter  thus  produced  is 
estimated  by  Mr.  Perkin  at  3,350,000/. 

The  demand  for  ammonia  may  be  taken  as  unlimited,  on  account 
of  its  high  agricultural  value  as  a  manure ;  and,  considering  the 
failing  supply  of  guano  and  the  growing  necessity  for  stimulating 
the  fertility  of  our  soil,  an  increased  production  of  ammonia  may 
be  regarded  as  a  matter  of  national  importance,  for  the  supply  of 
which  we  have  to  look  almost  exclusively  to  our  gasworks.  The 
present  production  of  1,000,000  tons  of  liquor  yields  95,000  tons 
of  sulphate  of  ammonia  ;  which,  taken  at  20/.  105.  a  ton,  repre- 
sents an  annual  value  of  1,947,500/. 

The  total  annual  value  of  the  gasworks'  by-products  may  be 
estimated  ba  follows  : — 

Colouring  matter      .... 

Sulphate  of  ammonia  .... 

Pitch  (325,000  tons) 

Creosote  (25,000,000  gallons) 

Crude  carbolic  acid  (1,000,000  gallons) 

Gas  coke,  4,000,000  tons  (after  allowing 
2,000,000  tons  consumption  in  working 
the  retorts)  at  12* 2,400,000 

Total £8,870,500 

VOL.  III.  Z 


£3,350,000 

1,947,500 

365,000 

208,000 

100,000 
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Taking  the  coal  nsed,  9,000,000  tons,  at  12«.,  equal  5,400,0001^ 
it  follows  that  the  by-products  alone  exceed  in  value  the  coal  used 
by  very  nearly  3,000,000/. 

In  using  raw  coal  for  heating  purposes  these  valuable  products 
are  not  only  absolutely  lost  to  us,  but  in  their  stead  we  are 
favoured  with  those  semi-gaseous  by-products  in  the  atmosphere 
too  well  known  to  the  denizens  of  London  and  other  large  towns 
as  smoke.  Professor  Roberts  has  calculated  that  the  soot  in  the 
pall  hanging  over  London  on  a  winter's  day  amounts  to  fifty  tons, 
and  that  the  carbon  present  as  hydro-carbons  and  in  the  half- 
burnt  form  of  carbonic  oxide,  a  poisonous  compound,  resulting 
from  the  imperfect  combustion  of  coal,  may  be  taken  as  at  least 
five  times  that  amount.  Mr.  Aitken  has  shown,  moreover,  in  an 
interesting  paper  communicated  to  the  Royal  Society  of  Edinburgh, 
last  year,  that  the  fine  dust  resulting  from  the  imperfect  com- 
bustion of  coal  is  mainly  instrumental  in  the  formation  of  fog ; 
each  particle  of  solid  matter  attracting  to  itself  aqueous  vapour ; 
these  globules  of  fog  are  rendered  particularly  tenacious  and 
disagreeable  by  the  presence  of  tar  vapour,  another  result  of 
imperfect  combustion  of  raw  fuel,  which  might  be  turned  to  much 
better  account  at  the  dye-works.  The  hurtful  influence  of  smoke 
upon  public  health,  the  great  personal  discomfort  to  which  it 
gives  rise,  and  the  vast  expense  it  indirectly  causes  through  the 
destruction  of  our  monuments,  pictures,  furniture,  and  apparel, 
are  now  being  recognised,  as  is  evinced  by  the  success  of  recent 
Smoke  Abatement  Exhibitions.  The  most  effectual  remedy  would 
result  from  a  general  recognition  of  the  fact  that  wherever  smoke 
is  produced,  fuel  is  being  consumed  wastefully,  and  that  all  our 
calorific  effects,  from  the  largest  down  to  the  domestic  fire,  can 
be  realised  as  completely  and  more  economically,  without  allowing 
any  of  the  fuel  employed  to  reach  the  atmosphere  un  burnt.  This 
most  desirable  result  may  be  effected  by  the  use  of  gas  for  all 
heating  pun>oscs,  with  or  without  the  addition  of  coke  or 
anthracite. 

The  cheapest  form  of  gas  is  that  obtained  through  the  entire 
distillation  of  fuel  in  such  gas-producers  as  are  now  largely  used 
in  working  the  furnaces  of  glass,  iron,  and  steel  works ;  but  gas 
of  this  description  would  not  be  available  for  the  supply  of  towns 
owing  to  its  bulk,  about  two-thirds  of  its  volume  being  nitrogen. 
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The  use  of  water-gas,  resulting  from  the  decomposition  of  steam 
in  passing  through  a  hot  chamber  filled  with  coke,  has  been 
suggested,  but  this  gas  also  is  objectionable,  because  it  contains, 
besides  hydrogen,  the  poisonous  and  inodorous  gas  carbonic  oxide, 
the  introduction  of  which  into  dwelling-houses  could  not  be 
efiTectcd  without  considerable  danger.  A  more  satisfactory  mode 
of  supplying  heating  separately  from  illuminating  gas  would 
consist  in  connecting  the  retort  at  different  periods  of  the 
distillation  with  two  separate  systems  of  mains  for  the  delivery 
of  the  respective  gases,  as  has  been  proposed  by  me  elsewhere. 
Experiments  made  some  years  ago  by  Mr.  EUisen  of  the  Paris 
gasworks  have  shown  that  the  gases  rich  in  carbon,  such  as 
defiant  and  acetylene,  are  developed  chiefly  during  an  interval, 
of  time,  beginning  half  an  hour  after  the  commencement  and 
terminating  at  half  the  whole  period  of  distillation,  whilst,  during 
the  remainder  of  the  time,  marsh  gas  and  hydrogen  are  chiefly 
developed,  which,  while  possessing  little  illuminating  power,  are 
most  advantageous  for  heating  purposes.  By  resorting  to  improved 
means  of  heating  the  retorts  with  gaseous  fuel,  such  as  have  been 
in  use  at  the  Paris  gasworks  for  a  considerable  number  of  years, 
the  length  of  time  for  effecting  each  distillation  may  be  shortened 
from  six  hours,  the  usual  period  in  former  years,  to  four,  or  even 
three  hours,  as  now  practised  at  Glasgow  and  elsewhere.  By  this 
means  a  given  number  of  retorts  can  be  made  to  produce,  in 
addition  to  the  former  quantity  of  illuminating  gas  of  superior 
quality,  a  similar  quantity  of  heating  gas,  resulting  in  a  diminished 
cost  of  production  and  an  increased  supply  of  the  valuable  by- 
products previously  referred  to.  The  quantity  of  both  ammonia 
and  heating  gas  may  be  further  increased  by  the  simple  expedient 
of  passing  a  streamlet  of  steam  through  the  heated  retorts  towards 
the  end  of  each  operation,  whereby  the  ammonia  and  hydrocarbons 
still  occluded  in  the  heated  coke  will  be  evolved,  and  the  volume 
of  heating  gas  produced  be  augmented  by  the  products  of  decom- 
position of  the  steam  itself.  It  has  been  shown  that  gas  may  be 
used  advantageously  for  domestic  purposes  with  judicious  manage- 
ment even  under  present  conditions,  and  it  is  easy  to  conceive 
that  its  consumption  for  heating  would  soon  increase,  perhaps 
tenfold,  if  supplied  separately  at,  say,  \s,  a  thousand  cubic  feet. 
At  this  price  gas  would  be  not  only  the  cleanest  and  most 
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convenient,  but  also  the  cheapest  form  of  fael,  and  the  enormoiu 
increase  of  consumption,  the  superior  quality  of  the  illuminating 
gas  obtained  by  selection,  and  the  proportionate  increase  of  by- 
products, would  amply  compensate  the  gas  company  or  corporation 
for  the  (comparatively  low  price  of  the  heating  gas. 

The  greater  efficiency  of  gas  as  a  fuel  results  chiefly  from  the 
circumstance  that  a  pound  of  gas  yields  in  combustion  22^000 
heat  units,  or  exactly  double  the  heat  produced  in  the  combustion 
of  a  pound  of  ordinary  coal.  This  extra  heating  power  is  due 
partly  to  the  freedom  of  the  gas  from  earthy  constituents,  but 
chiefly  to  the  heat  imparted  to  it  in  effecting  its  distillation* 
Recent  experiments  with  gas-burners  have  shown  that  in  this 
direction  also  there  is  much  room  for  improvement. 

The  amount  of  light  given  out  by  a  gas  flame  depends  upon  the 
temperature  to  which  the  particles  of  solid  carbon  in  the  flame  are 
raised,  and  Dr.  Tyndall  has  shown  that,  of  the  radiant  energy  set 
up  in  such  a  flame,  only  the  ^V^^  P^^*^  is  luminous ;  the  hot 
products  of  combustion  carry  off  at  least  four  times  as  much 
energy  as  is  radiated,  so  that  not  more  than  one  hundredth  part 
of  the  heat  evolved  in  combustion  is  converted  into  light  This 
proportion  could  be  improved,  however,  by  increasing  the  tem- 
perature of  combustion,  which  may  be  effected  either  by  intensified 
air  currents  or  by  regenerative  action.  Supposing  that  the  heat 
of  the  products  of  combustion  could  be  communicated  to  metallic 
surfaces,  and  be  transferred  by  conduction  or  otherwise  to  the 
atmospheric  air  supporting  combustion  in  the  flame,  we  should  be 
able  to  increase  the  temperature  accumulatively  to  any  point 
within  the  limit  of  dissociation  ;  this  limit  may  be  fixed  at  abont 
2,300"  C,  and  cannot  be  very  much  below  that  of  the  electric 
arc.  At  such  a  temperatiu'c  the  proportion  of  luminous  rays  to 
the  total  heat  produced  in  combustion  would  certainly  be  more 
than  doubled,  and  the  brilliancy  of  the  light  would  at  the  same 
time  be  greatly  increased.  Thus  improved,  gas-lighting  may 
continue  its  rivalry  with  electric  lighting  both  as  regards  economy 
and  brilliancy,  and  such  rivalry  must  necessarily  result  in  great 
public  advantage. 

In  the  domestic  grato  radiant  energy  of  inferior  intensity  is 
required,  and  I  for  one  do  not  agree  with  those  who  would  like  to 
see  the  open  fireplace  of  this  country  superseded  by  the  continental 
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stove.  The  advantages  usually  claimed  for  the  open  fireplace  are, 
that  it  is  cheerful,  *  pokable,'  and  conducive  to  ventilation,  but  to 
these  may  be  added  another  of  even  greater  importance,  viz.,  that 
the  radiant  heat  which  it  emits  passes  through  the  transparent  air 
without  warming  it,  and  imparts  heat  only  to  the  solid  walls,  floor, 
and  furniture  of  the  room,  which  are  thus  constituted  the  heating 
surfaces  of  the  comparatively  cool  air  of  the  apartments  in 
contact  with  them.  In  the  case  of  stoves  the  heated  air  of  the 
room  causes  deposit  of  moisture  upon  the  walls  in  heating  them, 
ftnd  gives  rise  to  mildew  and  germs  injurious  to  health.  It  is,  I 
think,  owing  to  this  circumstance  that  upon  entering  an  apart- 
ment one  can  immediately  perceive  whether  or  not  it  is  heated  by 
an  open  fireplace  ;  nor  is  the  unpleasant  sensation  due  to  stove- 
heating,  completely  removed  by  mechanical  ventilation  ;  there  is, 
moreover,  no  good  reason  why  an  open  fireplace  should  not 
be  made  as  economical  and  smokeless  as  a  stove  or  hot-water 
apparatus. 

In  the  production  of  mechanical  effect  from  heat,  gaseous  fuel 
also  presents  most  striking  advantages,  as  will  appear  from  the 
following  consideration.  When  we  have  to  deal  with  the  question 
of  converting  mechanical  into  electrical  efiect,  or  vice  versa,  by 
means  of  the  dynamo-electrical  machine,  we  have  only  to  consider 
what  are  the  equivalent  values  of  the  two  forms  of  energy,  and 
what  precautions  are  necessary  to  avoid  losses  by  the  electrical 
resistance  of  conductors  and  by  friction.  The  transformation 
of  mechanical  efiect  into  heat  involves  no  losses,  except  those 
resulting  from  imperfect  installation,  and  these  may  be  so  com- 
pletely avoided  that  Dr.  Joule  was  able  by  this  method  to  deter- 
mine the  equivalent  values  of  the  two  forms  of  energy.  But  in 
attempting  the  inverse  operation,  of  efiecting  the  conversion  of 
heat  into  mechanical  energy,  we  find  ourselves  confronted  by  the 
second  law  of  thermo-dynamics,  which  says,  that  whenever  a  given 
amount  of  heat  is  converted  into  mechanical  efiect,  another  but 
variable  amount  descends  from  a  higher  to  a  lower  potential,  and 
is  thus  rendered  unavailable. 

In  the  condensing  steam  engine  this  waste  heat  comprises  that 
communicated  to  the  condensing  water,  whilst  the  useful  heat,  or 
that  converted  into  mechanical  effect,  depends  upon  the  difference 


342   THE   ADDRESSES,    LECTURES,   ETC,,    OF 

of  temperature  between  the  boiler  and  condenser.  The  boiler 
pressure  is  limited,  however,  by  considerations  of  safety  and 
convenience  of  construction,  and  the  range  of  working  temperatare 
rarely  exceeds  120°  C.  except  in  the  engines  constructed  by 
Mr.  Perkins,  in  which  a  range  of  IGO*  C,  or  an  expansive  action 
commencing  at  14  atmospheres,  has  been  adopted  with  oon- 
siderable  success,  as  appears  from  an  able  report  on  this  engine 
by  Sir  Frederick  Bramwell.  To  obtain  more  advantageous 
primary  conditions  we  have  to  turn  to  the  caloric  or  gas  engine, 

because  in  them  the  coefficient  of  efficiency  expressed  by  — —  may 

T 

be  greatly  increased.  This  \'alue  would  reach  a  maximum  if  the 
initial  absolute  temperature  t  could  be  raised  to  that  of  com- 
bustion, and  t'  reduced  to  atmospheric  temperature,  and  these 
maximum  limits  can  be  much  more  nearly  approached  in  the  gas 
engine,  worked  by  a  combustible  mixture  of  air  and  hydro-carbons, 
than  in  the  steam  engine. 

Assuming,  then,  in  an  explosive  gas  engine  a  temperature  of 
1,500'  C.  at  a  pressure  of  4  atmospheres,  we  should,  in  accordance 
with  the  second  law  of  thermo-dynamics,  find  a  temperature  after 
expansion  to  atmospheric  pressure  of  600°  C,  and  therefore  a 
working  range  of  1500'  -  600'-  900',  and  a  theoretical  efficiency 

of  --— — ■—  =  about  one-half,  contrasting  very  favourably  with 

that  of  a  good  expansive  condensing  steam  engine,  in  which  the 

120         2 

range  is  150-30=120'  C,  and  the  efficiency  1 1^04. 974  =  7     ^ 

good  expansive  steam  engine  is  therefore  capable  of  yielding  as 
mechanical  work  f  th  parts  of  the  heat  communicated  to  the  boiler, 
which  does  not  include  the  heat  lost  by  imperfect  combustion  and 
that  carried  away  in  the  chimney.  Adding  to  these  the  losses  by 
friction  and  radiation  in  the  engine,  we  &id  that  the  best  steam 
engine  yet  constructed  does  not  yield  in  mechanical  effect  more 
than  |th  part  of  the  heat  energy  residing  in  the  fuel  consumed. 
In  the  gas  engine  we  have  also  to  make  reductions  from  the 
theoretical  efficiency,  on  account  of  the  leather  serious  loss  of  heat 
by  absorption  into  the  working  cylinder,  which  has  to  be  cooled 
artificially  in  order  to  keep  its  temperature  down  to  a  point  at 
which  lubrication  is  possible ;  tliis,  together  with  frictional  loss, 
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cannot  be  taken  at  less  than  one-half,  and  reduces  the  factor  of 
efficiency  of  the  engine  to  jth. 

It  follows  from  these  considerations  that  the  gas  or  caloric 
engine  combines  the  conditions  most  favourable  to  the  attainment 
of  maximum  results,  and  it  may  reasonably  be  supposed  that  the 
difficulties  still  in  the  way  of  their  application  on  a  large  scale 
will  gradually  be  removed.  Before  many  years  have  elapsed  we 
shall  find  in  our  factories  and  on  board  our  ships  engines  with  a 
fuel  consumption  not  exceeding  1  pound  of  coal  per  effective 
horse  power  per  hour,  in  which  the  gas  producer  takes  the  place 
of  the  somewhat  complex  and  dangerous  steam  boiler.  The 
advent  of  such  an  engine  and  of  the  dynamo-machine  must  mark 
a  new  era  of  material  progress  at  least  equal  to  that  produced  by 
the  introduction  of  steam  power  in  the  early  part  of  our  century. 
Let  us  consider  what  would  be  the  probable  effect  of  such  an 
engine  upon  that  most  important  interest  of  this  country — the 
merchant  navy. 

According  to  returns  kindly  furnished  me  by  the  Board  of 
Trade  and  "  Lloyd's  Register  of  Shipping,"  the  total  value  of  the 
merchant  shipping  of  the  United  Kingdom  may  be  estimated  at 
126,000,000/.,  of  which  90,000,000/.  represent  steamers  having  a 
net  tonnage  of  3,003,988  tons ;  and  36,000,000/.  sailing  vessels, 
of  3,688,008  tons.  The  safety  of  this  vast  amount  of  shipping, 
carrying  about  five-sevenths  of  our  total  imports  and  exports,  or 
600,000,000/.  of  goods  in  the  year,  and  of  the  more  precious  lives 
connected  with  it,  is  a  question  of  paramount  importance.  It 
involves  considerations  of  the  most  varied  kind :  comprising  the 
<K)nstruction  of  the  vessel  itself,  and  the  material  employed  in 
buUding  it ;  its  furniture  of  engines,  pumps,  sails,  tackle,  compass, 
sextant,  and  sounding  apparatus,  the  preparation  of  reliable  charts 
for  the  guidance  of  the  navigator,  and  the  construction  of  harbours 
of  refuge,  lighthouses,  beacons,  bells,  and  buoys,  for  channel 
navigation.  Yet  notwithstanding  the  combined  efforts  of  science, 
inventive  skill,  and  practical  experience — the  accumulation  of 
centuries — ^we  are  startled  with  statements  to  the  effect  that 
during  last  year  as  many  as  1,007  British-owned  ships  were  lost, 
of  which  fully  two-thirds  were  wrecked  upon  our  shores,  repre- 
senting a  total  value  of  nearly  10,000,000/.    Of  these  ships  870 
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were  sailing  vessels  and  137  steamers.  The  number  of  Bailing 
vessels  included  in  these  returns  being  19,325,  and  of  steamers 
5,505,  it  appears  that  the  steamer  is  the  safer  vessel,  in  the 
proportion  of  4*43  to  3*46  ;  but  the  steamer  makes  on  an  average 
three  voyages  for  one  of  the  sailing  ship  taken  over  the  year, 
which  reduces  the  relative  risk  of  the  steamer  as  compared  with 
the  sailing  ship  per  voyage  in  the  proportion  of  13*29  to  8*46. 
Commercially  speaking,  this  large  factor  of  safety  in  favour  of 
steam-shipping  is  to  a  great  extent  counterbalanced  by  the  value 
of  the  steamship,  which  bears  to  that  of  the  sailing  vessel  per  net 
carrying  ton  the  proportion  of  3:1,  thus  reducing  the  ratio  in 
favour  of  steam  shipping  as  13*29  to  10*38,  or  in  round  numbers 
as  4 :  3.  In  testing  this  result  by  the  charges  of  premium  for 
insurance,  the  variable  circimistauccs  of  distance,  nature  of  cargo, 
season  and  voyage  have  to  be  taken  into  account ;  but  judging 
from  information  received  from  shipowners  and  underwriters  of 
undoubted  authority,  I  find  that  the  relative  insurance  paid  for 
the  two  classes  of  vessel  represents  an  advantage  of  30  per  cent, 
in  favour  of  steam-shipping,  agrecmg  veiy  closely  with  the  above 
deductions  derived  from  statistical  information. 

In  considering  the  ({uestiou  how  the  advantages  thus  established 
in  favour  of  steam-shipping  could  be  further  improved,  attention 
should  be  called  in  the  first  place  to  the  material  employed  in 
their  construction.  A  new  material  was  introduced  for  this 
purpose  by  the  Admiralty  in  1876,  when  they  constructed  at 
Pembroke  dockyard  the  two  steam  corvettes,  the  Iris  and  Mercury^ 
of  mild  steel.  The  peculiar  qualities  of  this  material  are  such,  as 
to  have  enabled  shipbuilders  to  save  20  per  cent,  in  the  weight  of 
the  ship's  hull,  and  to  increase  to  that  extent  its  carrying  capacity. 
It  combines  with  a  strength,  30  per  cent,  superior  to  that  of  iron, 
such  extreme  toughness  that  in  the  case  of  collision  the  side  of 
the  vessel  has  been  found  to  yield  or  bulge  several  feet  without 
shoAving  any  signs  of  rupture,  a  quality  aflfecting  the  question  of 
sea  risk  very  favourably.  When  to  the  use  of  this  material  there 
are  added  the  advantages  derived  from  a  double  bottom  and  from 
the  division  of  the  ship's  hold  by  means  of  bulkheads  of  solid 
construction,  it  is  difficult  to  conceive  how  such  a  vessel  could 
perish  by  collision  either  with  another  vessel  or  with  a  sunken 
rock.    The  spaces  between  the  two  bottoms  are  not  lost,  because 
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they  form  convenient  chambers  for  water  ballast,  but  powerful 
pumps  should  in  all  cases  be  added  to  meet  emergencies. 

The  following  statement  of  the  number  and  tonnage  of  vessels 
building  and  preparing  to  be  built  in  the  United  Kingdom  on  the 
30th  of  June  last,  which  has  been  kindly  furnished  me  by 
Lloyd's,  is  of  interest  as  showing  that  wooden  ships  are  fast 
becoming  obsolete,  and  that  even  iron  is  beginning  to  yield  its 
place,  both  as  regards  steamers  and  sailing  ships,  to  the  new 
material  mild  steel ;  it  also  shows  that  by  far  the  greater  number 
of  vessels  now  building  are  ships  of  large  dimensions  propelled  by 
engine  power : — 


Steam    . 
Sailing  . 

MILD  STEEL. 

IRON. 

WOOD. 

TOTAL. 

No. 
89 

11 

100 

Tons  gross. 
159,751 
16,800 

No. 

555 

70 

625 

Tons  gross. 
929,921 
120,259 

No. 

6 

49 

55 

Tons  gross. 
460 
4,635 

No. 
650 
130 

780 

Tons  gross. 

1,090,132 

141,694 

176,551 

1,050,180 

6,095 

1,232,826 

If,  to  the  improvements  ah^ady  achieved,  could  be  added  an 
engine  of  half  the  weight  of  the  present  steam  engine  and  boilers, 
and  working  with  only  half  the  present  expenditure  of  fuel,  a 
further  addition  of  80  per  cent,  could  be  made  to  the  cargo  of  an 
Atlantic  propeller  vessel — no  longer  to  be  called  a  steamer — ^and 
the  balance  of  advantages  in  favour  of  such  vessels  would  be 
sufficient  to  restrict  the  use  of  sailing  craft  chiefly  to  the  regattas 
of  this  and  neighbouring  ports. 

The  admirable  work  on  the  "  British  Navy,"  lately  published 
by  Sir  Thomas  Brassey,  the  Civil  Chief  Lord  of  the  Admiralty, 
shows  that  the  naval  department  of  this  country  is  fully  alive  to 
all  improvements  having  regard  to  the  safety  as  well  as  to  the 
fighting  qualities  of  Her  Majesty's  ships  of  war,  and  recent 
experience  goes  far  to  prove  that  although  high  speed  and 
manoeuvring  qualities  are  of  the  utmost  value,  the  armour  plate, 
which  appeared  to  be  fast  sinking  in  public  favour,  is  not  without 
its  value  in  actual  warfare. 

The  progressive  views  perceptible  in  the  construction  of  the 
navy  are  further  evidenced  in  a  remarkable  degree  in  the  hydro- 
graphic  department.  Captain  Sir  Frederick  Evans,  the  hydro- 
grapher,  gave  us  at  York  last  year  a  very  interesting:  account  of 
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the  progress  made  in  that  department,  which,  while  dealing  chiefly 
with  the  preparation  of  charts  showing  the  depth  of  water,  the 
direction  and  force  of  currents,  and  the  rise  of  tides  near  our 
shores,  contains  also  valuable  statistical  information  regarding  the 
more  general  questions  of  the  physical  conditions  of  the  sea,  its 
tempemture  at  various  depths,  its  flora  and  fauna,  as  also  the 
rainfall  and  the  nature  and  force  of  prevailing  winds.  In  con- 
nection with  this  subject  the  American  Naval  Department 
has  taken  an  important  part,  under  the  guidance  of  Captain 
Maury  and  the  Agassiz,  father  and  son,  whilst  in  this  country  the 
persistent  labours  of  Dr.  William  B.  Carpenter  deserve  the  highest 
commendation. 

Our  knowledge  of  tidal  action  has  received  a  most  powerful 
impulse  through  the  invention  of  a  self-recording  gauge  and  tide- 
predicter,  which  will  form  the  subject  of  one  of  the  discourses  to 
be  delivered  at  our  present  meeting  by  its  principal  originator, 
Sir  William  Thomson ;  when  I  hope  he  will  furnish  us  with  an 
Explanation  of  some  extraordinary  irregularities  in  tidal  records, 
observed  some  years  ago  by  Sir  John  Coode  at  Portland,  and  due 
apparently  to  atmospheric  influence. 

The  application  of  iron  and  steel  in  naval  construction  rendered 
the  use  of  the  compass  for  some  time  illusory,  but  in  1889  Sir 
George  Airy  showed  how  the  errors  of  the  compass,  due  to  the 
influence  experienced  from  the  iron  of  the  ship,  may  be  perfectly 
corrected  by  magnets  and  soft  iron  placed  in  the  neighbourhood 
of  the  binnacle,  but  the  great  size  of  the  needles  in  the  ordinary 
compasses  rendered  the  correction  of  the  qnadrantal  errors 
practically  unattainable.  In  187G  Sir  William  Thomson  invented 
a  compass  with  much  smaller  needles  than  those  previously  used, 
which  allows  Sir  Gteorge  Airy's  principles  to  be  applied  completely. 
With  this  compass  correctors  can  be  arranged  so  that  the  needle 
shall  point  accurately  in  all  directions,  and  these  correctors  can  be 
adjusted  at  sea  from  time  to  time,  so  as  to  eliminate  any  ernur 
which  may  arise  through  change  in  the  ship's  magnetism  or  in 
the  magnetism  induced  by  the  earth  through  change  of  the 
ship's  position.  By  giving  the  compass  card  a  long  period 
of  free  oscillation  great  steadiness  is  obtained  when  the  ship 
is  rolUng. 

Sir  William  Thomson  has  also  enriched  the  art  of  navigation  by 
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the  invention  of  two  sounding  machines  ;  the  one  being  devised 
for  ascertaining  great  depths  very  accurately,  in  less  than  one- 
quarter  the  time  formerly  necessary,  and  the  other  for  taking 
depths  up  to  130  fathoms  without  stopping  the  ship  in  its  onward 
course.  In  both  these  instruments  steel  pianoforte  wire  is  used 
instead  of  the  hempen  or  silken  lines  formerly  employed  ;  in  the 
latter  machine  the  record  of  depth  is  obtained  not  by  the  quantity 
of  wire  run  over  its  counter  and  brake  wheel,  but  through  the 
indications  produced  upon  a  simple  pressure  gauge  consisting  of 
an  inverted  glass  tube,  whose  internal  surfece  is  covered  before- 
hand with  a  preparation  of  chromate  of  silver,  rendered  colourless 
by  the  sea-water  up  to  the  height  to  which  it  penetrates.  The 
value  of  this  instrument  for  guiding  the  navigator  within  what  he 
calls  "soundings"  can  hardly  be  exaggerated  ;  with  the  sounding 
machine  and  a  good  chart  he  can  generally  make  out  his  position 
correctly  by  a  succession  of  three  or  four  casts  in  a  given  direction 
at  given  intervals,  and  thus  in  foggy  weather  is  made  independent 
of  astronomical  observations  and  of  the  sight  of  lighthouses  or  the 
shore.  By  the  proper  use  of  this  apparatus,  accidents  such  as 
happened  to  the  mail  steamer  Mosel,  not  a  fortnight  ago,  would 
not  be  possible.  As  regards  the  value  of  the  deep-sea  instrument 
I  can  speak  from  personal  experience  ;  on  one  occasion  it  enabled 
those  in  charge  of  the  Cable  s.s.  Faraday  to  find  the  end  of  an 
Atlantic  Cable,  which  had  parted  in  a  gale  of  wind,  with  no  other 
indication  of  the  locality  than  a  single  sounding,  giving  a  depth 
of  950  fathoms.  To  recover  the  cable  a  number  of  soundings  in 
the  supposed  neighbourhood  of  the  broken  end  were  taken,  the 
950  fathom  contour  line  was  then  traced  upon  a  chart,  and  the 
vessel  thereupon  trailed  its  grapnel  two  miles  to  the  eastward  of 
this  line,  when  it  soon  engaged  the  cable  20  miles  away  from  the 
point  where  dead  reckoning  had  placed  the  ruptured  end. 

Whether  or  not  it  will  ever  be  practicable  to  determine  oceanic 
depths  without  a  sounding  line,  by  means  of  an  instrument  based 
upon  gravimetric  difierences,  remains  to  be  seen.  Hitherto  the 
indications  obtained  by  such  an  instrument  have  been  encourag- 
ing, but  its  delicacy  has  been  such  as  to  unfit  it  for  ordinary  use 
on  board  a  ship  when  rolling. 

The  time  allowed  me  for  addressing  you  on  this  occasion  is 
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wholly  influifiQient  to  do  justice  to  the  great  engineering  works  of 
the  present  day,  and  I  must  therefore  limit  myself  to  making  a 
short  allusion  to  a  few  only  of  the  more  remarkable  enter- 
prises. 

The  great  success,  both  technically  and  commercially,  of  the 
Suez  Canal,  has  stimulated  M.  de  Lcsscps  to  undertake  a  similar 
work  of  even  more  gigantic  proportions,  namely,  the  piercing  of 
the  Isthmus  of  Panama  by  a  ship  canal,  40  miles  long,  50  yards 
wide  on  the  surface,  and  20  yards  at  the  bottom,  upon  a  dead  level 
from  sea  to  sea.  The  estimated  cost  of  this  work  is  £20,000,000, 
and,  more  than  this  sum  ha\ing  been  subscribed,  it  appears  un- 
likely that  political  or  climatic  difficulties  will  stop  M.  de  Lesseps 
in  its  speedy  accomplishment.  Through  it,  China,  Japan,  and  the 
whole  of  the  Pacific  coasts  will  be  brought  to  half  their  present 
distance,  as  measured  by  the  length  of  voyage,  and  an  impulse  to 
navigation  and  to  progress  will  be  given  which  it  will  be  difficult 
to  over-estimate. 

Side  by  side  with  this  gigantic  work.  Captain  Eads,  the  suc- 
cessful improver  of  the  Mississippi  navigation,  intends  to  erect  his 
ship  railway,  to  take  the  largest  vessels,  fully  laden  and  equipped, 
from  sea  to  sea,  over  a  gigantic  railway  across  the  Isthmus  of 
Tehuantepec,  a  distance  of  95  miles.  Mr.  Bamaby,  the  chief 
constructor  of  the  navy,  and  Mr.  John  Fowler  have  expressed  a 
favourable  opinion  regarding  this  enterprise,  and  it  is  to  be  hoped 
that  both  the  canal  and  the  ship  railway  will  be  accomplished,  as 
it  may  be  safely  anticipated  that  the  traffic  will  be  amply  sufficient 
to  support  both  these  undertakings. 

Whether  or  not  M.  de  Lesseps  will  be  successful  also  in  carrying 
into  effect  the  third  great  enterprise  \\1th  which  his  name  has  been 
prominently  connected,  the  flooding  of  the  Tunis-Algerian  Chotts, 
thereby  re-establishing  the  Lake  Tritonis  of  the  ancients,  with  its 
verdure-clad  shores,  is  a  question  which  could  only  be  decided 
upon  the  evidence  of  accurate  purveys,  but  the  beneficial  influence 
of  a  large  sheet  of  water  within  the  African  desert  could  hardly  be 
matter  of  doubt. 

It  is  with  a  feeling  not  unmixed  with  regret  that  I  have  to 
record  the  completion  of  a  new  Eddystone  Lighthouse,  in  sub- 
stitution for  the  chef hT autre  of  engineering,  erected  by  John 
Smeaton  more  than  100  years  ago.    The  condemnation  of  that 
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structure  was  not,  however,  the  consequence  of  any  feult  of  con- 
struction, but  was  caused  by  inroads  of  the  sea  upon  the  rock 
supporting  it.  The  new  lighthouse,  designed  and  executed  by 
Mr.,  now  Sir,  James  Douglass,  engineer  of  Trinity  House,  has 
been  erected  in  the  incredibly  short  time  of  less  than  two  years, 
and  bids  fair  to  be  worthy  of  its  famed  predecessor.  Its  height 
above  high  water  is  130  feet,  as  compared  with  72  feet  (the  height 
of  Smeaton's  structure),  which  gives  its  powerful  light  a  consider- 
ably increased  range.  The  system  originally  suggested  by  Sir 
William  Thomson  some  years  ago,  of  distinguishing  one  light 
from  another  by  flashes  following  at  varied  intervals,  has  been 
adopted  by  the  Elder  Brethren  in  this  as  in  other  recent  lights  in 
the  modified  form  introduced  by  Dr.  John  Hopkinson,  in  which 
the  principle  is  applied  to  revolving  lights,  so  as  to  obtain  a 
greater  amount  of  light  in  the  flash. 

The  geological  difficulties  which  for  some  time  threatened  the 
accomplishment  of  the  St.  Gothai-d  Tannel  have  been  happily 
overcome,  and  this  second  and  most  important  sub-Alpine 
thorooghfare  now  connects  the  Italian  railway  system  with  that 
of  Switzerland  and  the  south  of  Germany,  whereby  Genoa  will  be 
constituted  the  shipping  port  for  those  parts. 

Whether  we  shall  be  able  to  connect  the  English  with  the  French 
railway  system  by  means  of  a  tunnel  below  the  English  Channel  is 
a  question  that  appears  dependent,  at  this  moment,  rather  upon 
military  and  political  than  technical  and  financial  considerations. 
.  The  occurrence  of  a  stratum  of  impervious  grey  chalk,  at  a  con- 
venient depth  below  the  bed  of  the  Channel,  minimises  the  engi- 
neering difiiculties  in  the  way,  and  must  influence  the  financial 
question  involved.  The  protest  lately  raised  against  its  accom- 
plishment can  hardly  be  looked  upon  as  a  public  verdict,  but 
seems  to  be  the  result  of  a  natural  desire  to  pause,  pending  the 
institution  of  careful  inquiries.  Such  inquiries  have  lately  been 
made  by  a  Royal  scientific  Commission,  and  will  be  referred  for 
further  consideration  to  a  mixed  Parliamentary  Committee,  upon 
whose  Report  it  must  depend  whether  the  natural  spirit  of  com- 
mercial enterprise  has  to  yield  in  this  instance  to  political  and 
military  considerations.  Whether  the  Channel  Tunnel  is  con- 
structed or  not,  the  plan  proposed  some  years  ago  by  Mr.  John 
Fowler  of  connecting  England  and  France  by  means  of  a  ferry 
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boat  capable  of  taking  mil  way  trains  would  be  a  deaderatimi 
justified  by  the  ever-increasing  intercommunicatiou  between  this 
and  Continental  countries. 

The  public  inconvenience  arising  through  the  obstruction  to 
traffic  by  a  sheet  of  water  is  well  illustrated  by  the  circumstance 
that  both  the  estuaries  of  the  Seveni  and  of  the  Mersey  are  being 
undermined  in  order  to  connect  the  railway  systems  on  the  two 
sides,  and  that  the  Frith  of  Forth  is  about  to  be  spanned  by  a 
bridge  exceeding  in  grandeur  anything  as  yet  attempted  by  the 
engineer.  The  roadway  of  this  bridge  will  stand  150  feet  above 
high-water  mark,  and  its  two  principal  spans  will  measure  a  third 
of  a  statute  mile  each.  Messi*s.  Fowler  and  Baker,  the  engineers 
to  whom  this  great  work  has  been  entrusted,  could  hardly  accom- 
plish their  task  with(jut  having  recourse  to  steel  for  their  material 
of  construction,  nor  need  the  steel  used  be  of  the  extra  mild  quality 
paiticularly  applicable  for  naval  structures  to  withstand  collision, 
for,  when  such  extreme  toughness  is  not  required,  steel  of  very 
homogeneous  quality  can  be  produced,  bearing  a  tensile  strain 
fnlly  double  that  of  iron. 

The  tensile  strength  of  steel,  as  is  well  known,  is  the  result  of 
an  admixture  of  carbon  with  the  iron,  varying  between  -^th  and 
2  per  cent.,  and  the  nature  of  this  combination  of  carbon  with  iron 
is  a  matter  of  great  interest  both  from  a  theoretical  and  practical 
point  of  view.  It  could  not  be  a  chemical  compound  which  would 
necessitate  a  definite  proportion,  nor  could  a  mere  dissolution  of 
the  one  in  the  other  exercise  such  remarkable  influence  upon  the 
strength  and  hardness  of  the  resulting  metal.  A  recent  investiga- 
tion by  Mr.  Abel  has  thrown  considerable  light  upon  this  question. 
A  definite  carbide  of  iron  is  formed,  it  appears,  soluble  at  high 
temperatures  in  iron,  but  se]>arating  upon  cooling  the  steel  gradu- 
ally, and  influencing  only  to  a  moderate  degree  the  physical  pro- 
perties of  the  metiil  as  a  whole.  In  cooling  rapidly  there  is  no 
time  for  the  carbide  to  separate  from  the  iron,  and  the  metal  is 
thus  rendered  both  hard  and  brittle.  Cooling  the  metal  gradually 
under  the  influence  of  great  comi)ressive  fonie,  appears  to  have  a 
similar  effect  to  rapid  cooling  in  pi*eventing  the  separation  of  the 
carbide  from  the  metal,  with  this  difference,  that  the  effect  is  more 
equal  throughout  the  mass,  and  that  more  uniform  temper  is  h'kelj 
to  result. 
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When  the  British  Association  met  at  Southampton  on  a  fonner 
occasion,  Schonbein  announced  to  the  world  his  discovery  of  gun- 
cotton.  This  discovery  has  led  the  way  to  many  valuable  researches 
on  explosives  generally,  in  which  Mr.  Abel  has  taken  a  leading 
part.  Recent  investigations  by  him,  in  connection  with  Captain 
Noble,  upon  the  explosive  action  of  gun-cotton  and  gunpowder 
confined  in  a  strong  chamber  (which  have  not  yet  been  published), 
deserve  particular  attention.  They  show  that  while  by  the  method 
of  investigation  pursued  about  twenty  years  ago  by  Karolye  (of 
exploding  gunpowder  in  very  small  charges  in  shells  confined 
within  a  large  shell  partially  exhausted  of  air),  the  composition 
of  the  gaseous  products  was  found  to  be  complicated  and  liable  to 
variation,  the  chemical  metamorphosis  which  gun-cotton  sustains, 
when  exploded  under  conditions  such  as  obtain  in  its  practical 
application,  is  simple  and  very  uniform.  Among  other  interesting 
points  noticed  in  this  direction  was  the  fact  that,  as  in  the  case  of 
gunpowder,  the  proportion  of  carbonic  acid  increases,  while  that 
of  carbonic  oxide  diminishes  with  the  density  of  the  charge.  The 
explosion  of  gun-cotton,  whether  in  the  form  of  wool  or  loosely 
spun  thread,  or  in  the  packed  compressed  form  devised  by  Abel, 
furnished  practically  the  same  results  if  fired  under  pressure,  that 
is,  under  strong  confinement — the  conditions  being  favourable  to 
the  full  development  of  its  explosive  force ;  but  some  marked 
differences  in  the  composition  of  the  products  of  metamorphosis 
were  observed  when  gun-cotton  was  fired  by  detonation. 

With  regard  to  the  tension  exerted  by  the  products  of  ex- 
plosion, some  interesting  points  were  observed,  which  introduce 
very  considerable  difficulties  into  the  investigation  of  the  action 
of  fired  gun-cotton.  Thus  whereas  no  marked  differences  are 
observed  in  the  tension  developed  by  small  charges  and  by 
very  much  larger  charges  of  gunpowder  having  the  feame 
density  {i.e.  occupying  the  same  volume  relatively  to  the  entire 
space  in  which  they  are  exploded),  the  reverse  is  the  case  with 
respect  to  gun-cotton.  Under  similar  conditions  in  regard 
to  density  of  charge,  100  grammes  of  gun-cotton  gave  t^ 
measured  tension  of  about  20  tons  on  the  square  inch,  1500 
grammes  gave  a  tension  of  about  29  tons  (in  several  very 
concordant  observations),  while  a  charge  of  2*5  kilos  gave  a 
pressure  of  about  45  tons,  this  being  the  maximum  measured 
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tension  obtained  with  a  charge  of  gunpowder  of  five  times  Uie 
density  of  the  above. 

The  extreme  violence  of  the  explosion  of  gun-cotton  as  com- 
pared with  gunpowder  when  fired  in  a  closed  space  was  a  feature 
attended  with  formidable  difficulties.  In  whatever  way  the  charge 
was  arranged  in  the  firing  cylinder,  if  it  had  free  access  to  the 
inclosed  crusher  gauge,  the  pressures  recorded  by  the  latter  were 
always  much  greater  than  when  means  were  taken  to  prevent  the 
wave  of  matter  suddenly  set  in  motion  from  acting  directly  upon 
the  gauge.  The  abnormal  or  wave-pressures  recorded  at  the  same 
time  that  the  general  tension  in  the  cylinder  was  measured 
amounted  in  the  experiment  to  42'3  tons,  when  the  general 
tension  was  recorded  at  20  tons  ;  and  in  another,  when  the  pres- 
sure was  measured  at  29  tons,  the  wave-pressure  recorded  was 
44  tons.  Measurements  of  the  temperature  of  explosion  of  gun- 
cotton  showed  it  to  be  about  double  that  of  the  explosion  of 
gunpowder.  One  of  the  effects  observed  to  be  produced  by  this 
sudden  enonnous  development  of  heat  was  the  covering  of  the 
inner  surfaces  of  the  steel  explosion-vessel  with  a  network  of 
cracks,  small  portions  of  the  surface  being  sometimes  actually 
fractured.  The  explosion  of  charges  of  gun-cotton  up  to  2*6  kilos 
in  perfectly  closed  chambers,  with  development  of  pressures  ap- 
proaching to  50  tons  on  the  square  inch,  constitutes  alone  a  per- 
fectly novel  feat  in  investigations  of  this  class. 

Messrs.  Noble  and  Abel  are  also  continuing  their  researches 
upon  fired  gimpowder,  being  at  present  occupied  with  an  inquiry 
into  the  infiuence  exerted  upon  the  chcmic4il  metamorphosis  and 
ballistic  effects  of  fired  gimpowder  by  variation  in  its  composition^ 
their  attention  being  directed  especially  to  the  discovery  of  the 
cause  of  the  more  or  less  considerable  erosion  of  the  interior  sur- 
face of  guns  produced  by  the  exploding  charge — an  effect  which, 
notwithstanding  the  application  of  devices  in  the  building  up  of 
the  charge  specially  directed  to  the  preservation  of  the  gun's  bore, 
have  become  so  serious  that,  with  the  enormous  charges  now  used 
in  our  heavy  guns,  the  erosive  action  on  the  surface  of  the  boro 
produced  by  a  single  round  is  distinctly  perceptible.  As  there 
appeared  to  be  ipTim^  fade  reasons  why  the  erosive  action  of 
powder  upon  the  surface  of  the  bore,  at  the  high  temperatures 
developed,  should  be  at  any  rate  in  part  due  to  its  one  component 
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sulphur,  Noble  and  Abel  have  made  comparative  experiments  with 
powders  of  usual  composition  and  with  others  in  which  the  pro- 
portion of  sulphur  was  considerably  increased,  the  extent  of  erosive 
action  of  the  products  escaping  from  the  explosion  vessel  under 
high  tension  being  carefully  determined.  With  small  charges  a 
particular  powder  containing  no  sulphur  was  found  to  exert  very 
little  erosive  action  as  compared  with  ordinary  cannon  powder ; 
but  another*  powder,  containing  the  maximum  proportion  of 
sulphur  tried  (15  per  cent.),  was  found  equal  to  it  under  these 
conditions,  and  exerted  very  decidedly  less  erosive  action  than  it, 
when  larger  charges  were  reached.  Other  important  contributions 
to  our  knowledge  of  the  action  of  fired  gunpowder  in  guns,  as  well 
as  decided  improvements  in  the  gunpowder,  manufactured  for  the 
very  heavy  ordnance  of  the  present  day,  may  be  expected  to  result 
from  a  continuance  of  these  investigations.  Professor  Carl  Himly, 
of  Kiel,  having  been  eng^ed  upon  investigations  of  a  similar 
nature,  has  lately  proposed  a  gunpowder  in  which  hydrocarbons 
(precipitated  from  solution  in  naphtha)  take  the  place  of  the 
charcoal  and  sulphur  of  ordinary  powder ;  this  powder  has 
amongst  others  the  peculiar  property  of  completely  resisting  the 
action  of  water,  so  that  the  old  caution,  "  Keep  your  powder  dry," 
may  hereafter  be  unnecessary. 

The  extraordinary  difference  of  condition,  before  and  after  its 
ignition,  of  such  matter  as  constitutes  an  explosive  agent,  leads 
us  up  to  a  consideration  of  the  aggregate  state  of  matter  under 
other  circumstances.  As  early  as  1776  Alexander  Volta  observed 
that  the  volume  of  glass  was  changed  under  the  influence  of 
electrification,  by  what  he  termed  electrical  pressure.  Dr.  Kerr, 
Govi,  and  others  have  followed  up  the  same  inquiry,  which  is  at 
present  continued  chiefly  by  Dr.  George  Quincke,  of  Heidelberg, 
who  finds  that  temperature,  as  well  as  chemical  constitution  of  the 
dielectric  under  examination,  exercises  a  determining  influence 
upon  the  amount  and  character  of  the  change  of  volume  effected 
by  electrification  ;  that  the  change  of  volume  may  under  certain 
cii*cumstances  be  effected  instantaneously  as  in  flint  glass,  or  only 
slowly  as  in  crown  glass,  and  that  the  elastic  limit  of  both  is 
diminished  by  electrification,  whereas  in  the  case  of  mica  and  of 
gutta  pcrcba  an  increase  of  elasticity  takes  place. 

VOL.  III.  A  A 
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Still  greater  strides  are  being  made  at  the  present  time  towards 
a  clearer  perception  of  the  condition  of  matter  when  partides  are 
left  some  liberty  to  obey  individaally  the  forces  bronght  to  bear 
upon  them.  By  the  discharge  of  high  tension  electricity  through 
tubes  containing  highly  rarefied  gases  (Geissler^s  tubes),  phenomena 
of  discharge  were  produced  which  were  at  once  most  striking  and 
suggestive.  The  Sprengel  pump  afforded  a  means  of  pushing  Uie 
exhaustion  to  limits  which  had  formerly  been  scarcely  reached  by 
the  imagination.  At  each  step,  the  condition  of  atteniiated  matter 
revealed  varying  properties,  when  acted  upon  by  electrical  dis- 
charge and  magnetic  force.  The  radiometer  of  Ch*ooke8  imported 
a  new  feature  into  these  inquiries,  which  at  the  present  time 
occupy  the  attention  of  leading  physicists  in  all  countries. 

The  means  usually  employed  to  produce  electrical  discharge  in 
vacuum  tubes  were  Ruhmkorff 's  coil ;  but  Mr.  Gassiot  first  suc- 
ceeded in  obtaining  the  phenomena  by  means  of  a  galvanic 
battery  of  8,000  Lcclancli6  cells.  Mr.  De  La  Rue,  in  conjunction 
w^ith  his  friend  Dr.  Hugo  Miiller,  has  gone  far  beyond  his  pre- 
decessors in  the  production  of  batteries  of  high  potential.  At  his 
lecture  "  On  the  Phenomena  of  Electric  Discharge,"  delivered  at 
the  Royal  Institution  in  January,  1881,  he  employed  a  battery  of 
his  own  invention  consistiug  of  14,400  cells  (14,832  Volts),  which 
gave  a  current  of  0*054  Ampere,  and  produced  a  discharge  at  a 
distance  of  0*71  inch  between  the  terminals.  During  last  year  he 
increased  the  number  of  cells  to  15,000  (15,450  Volts),  and 
increased  the  current  to  0*4  Ampere,  or  eight  times  that  of  the 
battery  he  used  at  the  Royal  Institution. 

With  the  enormous  potential  and  perfectly  steady  current  at 
bis  disposal,  Mr.  Dc  La  Rue  has  been  able  to  contribute  many 
interesting  facts  to  the  science  of  electricity.  He  has  shown,  for 
example,  that  the  beautiful  phenomena  of  the  stratified  discharge 
in  exhausted  tubes  are  but  a  modification  and  a  magnification  of 
those  of  the  electric  arc  at  ordinary  atmospheric  pressure. 
Photography  was  used  in  his  experiments  to  record  the  appearance 
of  the  discharge,  so  as  to  give  a  degree  of  precision  otherwise 
unattainable  in  the  comparison  of  the  phenomena.  He  has  shown 
that  between  two  points  the  length  of  the  spark,  provided  the 
insulation  of  the  battery  is  efficacious,  is  as  the  square  of  the 
number  of  cells  employed.    Mr.  De  La  Rue's  experiments  have 
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proved  that  at  all  pressures  the  discharge  in  gases  is  Dot  a  current 
in  the  ordinary  acceptation  of  the  term,  but  is  of  the  nature  of  a 
disruptive  discharge.  Even  in  an  apparently  perfectly  steady  dis- 
charge in  a  vacuum  tube,  when  the  strata  as  seen  in  a  rapidly 
revolving  mirror  are  immovable,  he  has  shown  that  the  discharge 
is  a  pulsating  one ;  but,  of  course,  the  period  must  be  of  a  very 
high  order. 

At  the  Royal  Institution,  on  the  occasion  of  his  lecture,  he  pro- 
duced, in  a  very  large  vacuum  tube,  an  imitation  of  the  Aurora 
Borealis ;  and  he  has  deduced  from  his  experiments  that  the 
greatest  brilliancy  of  Aurora  displays  must  be  at  an  altitude  of 
from  thirty-seven  to  thirty-eight  miles — a  conclusion  of  the  highest 
interest,  and  in  opposition  to  the  extravagant  estimate  of  281  miles, 
at  which  it  had  been  previously  put. 

The  President  of  the  Royal  Society  has  made  the  phenomena  of 
electrical  discharge  his  study  for  several  years,  and  resorted  in  his 
important  experiments  to  a  special  source  of  electric  power.  In  a 
note  addressed  to  me,  Dr.  Spottiswoode  describes  the  nature  of  his 
investigations  much  more  clearly  than  I  could  venture  to  give 
them.  He  says :  "  It  had  long  been  my  opinion  that  the  dis- 
symmetry, shown  in  electrical  discharges  through  rarefied  gases, 
must  be  an  essential  element  of  every  disruptive  discharge,  and 
that  the  phenomena  of  stratification  might  be  regarded  as  magni- 
fied images  of  features  always  present,  but  concealed  under  ordi- 
nary circumstances.  It  was  with  a  view  to  the  study  of  this 
question  that  the  researches  by  Moulton  and  myself  were  under- 
taken. The  method  chiefly  used  consisted  in  introducing  into  the 
circuit  intermittence  of  a  paiticular  kind,  whereby  one  luminous 
discharge  was  rendered  sensitive  to  the  approach  of  a  conductor 
outside  the  tube.  The  application  of  this  method  enabled  us  to 
produce  artificially  a  variety  of  phenomena,  including  that  of 
stratification.  We  were  thus  led  to  a  series  of  conclusions 
relating  to  the  mechanism  of  the  discharge,  among  which  the 
following  may  be  mentioned : — 

'^  1.  That  a  stria,  with  its  attendant  dark  space,  forms  a  physical 
unit  of  a  striated  discharge  ;  that  a  striated  column  is  an  aggre- 
gate of  such  units  formed  by  means  of  a  step-by-step  process ; 
and  that  the  negative  glow  is  merely  a  localised  stria,  modified  by 
local  circumstances. 

A  A  2 
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'*  2.  That  the  origin  of  the  Imninoas  colnmn  is  to  be  sought  for 
at  its  negative  end ;  that  the  luminosity  is  an  expression  of  a 
demand  for  negative  electricity ;  and  that  the  dark  spaces  are 
those  regions  where  the  negative  terminal^  whether  metallic  or 
gaseous,  is  capable  of  exerting  sufficient  influence  to  prevent  such 
demand. 

"  8.  That  the  time  occupied  by  electricity  of  either  name  in 
traversing  a  tube  is  greater  than  that  occupied  in  traversing  an 
equal  length  of  wire,  but  less  than  that  occupied  by  molecular 
streams  (Crookes*  radiations)  in  traversing  the  tubes.  Also  that, 
especially  in  high  vacua,  the  discharge  from  the  negative  terminal 
exhibits  a  durational  character  not  found  at  the  positive. 

"  4.  That  the  brilliancy  of  the  light  with  so  little  heat  may  be 
due  in  part  to  brevity  in  the  duration  of  the  discharge  ;  and  that 
for  action  so  rapid  as  that  of  individual  discharges,  the  mobility 
of  the  medium  may  count  as  nothing  ;  and  that  for  these  infini- 
tesimal periods  of  time  gas  may  itself  be  as  rigid  and  as  brittle  as 
glass. 

**  5.  That  striae  are  not  merely  loci  in  which  electrical  is  con- 
verted into  luminous  energy,  but  are  actual  aggregations  of 
matter. 

**  This  last  conclusion  was  based  mainly  upon  experiments  made 
with  an  induction  coil  excited  in  a  new  way — viz.  directly  by  an 
alternating  machine,  without  the  intervention  of  a  commutator  or 
condenser.  This  mode  of  excitement  promises  to  be  one  of  great 
importance  in  spectroscopic  work,  as  well  as  in  the  study  of  the 
discharge  in  a  magnetic  field,  partly  on  account  of  the  simplifica- 
tion which  it  permits  in  the  construction  of  induction  coils,  but 
mainly  on  account  of  the  very  great  increase  of  strength  in  the 
secondaiy  currents  to  which  it  gives  rise." 

These  investigations  assume  additional  importance  when  we 
view  them  in  connection  with  solar — I  may  even  say  stellar — 
physics,  for  evidence  is  augmenting  in  favour  of  the  view  that 
interstellar  space  is  not  empty,  but  is  filled  with  highly  attenuated 
matter  of  a  nature  such  as  may  be  put  into  our  vacuum  tubes.- 
Nor  can  the  matter  occupying  stellar  space  be  said  any  longer  to 
be  beyond  our  reach  for  chemical  and  physical  test.  The  spectro- 
scope has  already  thrown  a  flood  of  light  upon  the  chemical  con- 
stitution and  physical  condition  of  the  sun,  the  stars,  the  comets* 
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and  the  fiu*  distant  nebulae,  which  latter  have  yielded  spectroscopic 
photographs  under  the  skilful  management  of  Dr.  Huggins,  and 
Dr.  Draper  of  New  York.  Armed  \iath  greatly  improved  apparatus 
the  physical  astronomer  has  been  able  to  reap  a  rich  harvest  of 
scientific  information  during  the  short  periods  of  the  last  two 
solar  eclipses  ;  that  of  1879,  visible  in  America,  and  that  of  May 
last,  observed  in  Egypt  by  Lockyer,  Schuster,  and  by  Continental 
observers  of  high  standing.  The  result  of  this  last  eclipse  expedi- 
tion has  been  summed  up  as  follows :  "  DiflFerent  temperature 
levels  have  been  discovered  in  the  solar  atmosphere  ;  the  constitu- 
tion of  the  corona  has  now  the  possibility  of  being  determined, 
and  it  is  proved  to  shine  with  its  own  light.  A  suspicion  has 
been  aroused  once  more  as  to  the  existence  of  a  lunar  atmosphere, 
and  the  position  of  an  important  line  has  been  discovered.  Hydro- 
carbons do  not  exist  close  to  the  sun,  but  may  in  space  between 
us  and  it." 

To  me  personally  these  reported  results  possess  peculiar  interest, 
for  in  March  last  I  ventured  to  bring  before  the  Royal  Society  a 
speculation  regarding  the  conservation  of  solar  energy,  which  was 
based  upon  the  three  following  postulates,  viz. : — 

1.  That  aqueous  vapour  and  carbon  compounds  are  present  in 
stellar  or  interplanetary  space. 

2.  That  these  gaseous  compounds  are  capable  of  being  dis- 
sociated by  radiant  solar  energy  while  in  a  state  of  extreme 
attenuation. 

8.  That  the  effect  of  solar  rotation  is  to  draw  in  dissociated 
vapours  upon  the  polar  surfaces,  and  to  eject  them  after  combus- 
tion back  into  space  equatorially. 

It  is  therefore  a  matter  of  peculiar  gratification  to  me  that  the 
results  of  observation  here  recorded  give  considerable  support  to 
that  speculation.  The  luminous  equatorial  extensions  of  the  sun 
which  the  American  observations  revealed  in  such  a  striking 
manner  (with  which  I  was  not  acquainted  when  writing  my  paper) 
were  absent  in  Egypt ;  but  the  outflowing  equatorial  streams  (I 
suppose  to  exist)  could  only  be  rendered  raible  by  reflected  sun- 
light,  or  by  electric  discharge  when  mixed  with  dust  produced  by 
exceptional  solar  disturbances ;  and  the  occasional  appearance  of 
such  luminous  extensions  would  serve  only  to  disprove  the  hypo- 
thesis entertained  by  some,  that  they  are  divided  planetary  matter. 
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in  which  case  their  appearance  should  be  permanent  Professor 
Langley,  of  Pittsburg,  has  shown  by  means  of  his  bolometer,  that 
the  solar  actinic  rays  are  absorbed  chiefly  in  the  solar  instead  of 
in  the  terrestrial  atmosphere,  and  Captain  Abney  has  found,  by 
his  new  photometric  method,  that  absorption,  due  to  hydro- 
carbons, takes  place  somewhere  between  the  solar  and  terrestrial 
atmosphere ;  in  order  to  test  this  interesting  result  still  further, 
he  has  lately  taken  his  apparatus  to  the  top  of  the  Siffel  with  a 
view  of  diminishing  the  amount  of  terrestrial  atmospheric  air 
between  it  and  the  sun,  and  intends  to  bring  a  paper  on  this 
subject  before  Section  A.  Stellar  space  filled  with  such  matter  as 
hydro-carbon  and  a(|ucoiis  vapour  would  establish  a  material  con- 
tinuity between  the  sun  and  his  planets,  and  between  the  innumer- 
able solar  systems  of  which  the  universe  is  composed.  If  chemical 
action  and  reaction  can  further  be  admitted,  we  may  be  able  to 
trace  certain  conditions  of  thermal  dependence  and  maintenance, 
in  which  we  may  recognise  principles  of  high  perfection,  applicable 
also  to  comparatively  humble  purposes  of  human  life. 

"We  shall  thus  find  that  in  the  great  workshop  of  nature  there 
are  no  lines  of  demarcation  to  be  drawn  between  the  most  exalted 
speculation  and  commonplace  practice,  and  that  all  knowledge 
must  lead  up  to  one  great  result,  that  of  an  intelligent  recognition 
of  the  Creator  through  His  works.  So  then,  we  members  of  the 
British  Association  and  fellow- workers  in  every  branch  of  science 
may  exhort  one  another  in  the  words  of  the  American  bard  who 
has  so  lately  departed  from  amongst  us  : — 

'*  Let  us  then  be  up  and  doing, 
With  a  heart  for  any  fate  ; 
Still  achieying,  still  pursuing, 
Learn  to  labour  and  to  wait.'' 
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ON   WASTE. 

Substance  of  an  Address  delivered  at  the  Anntial  Meeting  of  the 
Coventry  Science  Classes  on  October  20/A,  1882, 

By  C.  William  Siemens,*  D.C.L.,  LL.D.,  F.R.S. 

When  I  was  requested  a  few  weeks  ago  by  your  honorary 
secretary  to  come  amongst  you  and  distribute  these  prizes,  I 
was  in  the  north  of  Scotland  taking  a  holiday  after  a  hard  spell  of 
work  at  Southampton,  and  I  felt  that  I  should  not  undertake  duties 
of  this  kind  until  another  year.  But  it  was  really  such  a  pleasure 
to  come  down  to  this  old  town,  and  the  easy  terms  which  were 
imposed,  induced  me  not  to  postpone  my  visit,  but  to  come 
to-night.  I  thought  I  should  have  told  you  something  about  science 
and  science  education,  but  I  saw  that  last  year  my  friend  and  pre-^ 
decessor  in  office,  Mr,  Norman  Lockyer — (applause) — had  de- 
livered a  very  able  oration  on  technical  education.  Moreover,  I 
have  been  asked  to  go  to  Birmingham,  as  President  of  the  Midland 
Institute,  to  deliver  an  address  of  a  similar  kind.  Therefore  I 
shall  have  enough  of  that  subject,  and  I  think  I  had  better  look 
out  for  some  other  matter  as  the  subject  of  my  discourse  to-night. 

I  might  have  taken  the  hint  thrown  out  by  the  Mayor,  and  given 
you  an  address  on  the  wonders  of  electricity,  but  I  think  electricity 
has  now  become  a  matter  of  study,  and  I  could  not,  in  the  short 
space  of  time  allowed  me,  add  any  useful  matter  to  the  knowledge 
you  ahready  possess  on  the  subject.  1  think  we  should  have  done 
with  the  wonders  of  electricity.  I  do  not  like  to  hear  about 
them.  I  prefer  to  hear  of  actual  results  ;  of  the  amount  of  power 
necessary  to  produce  certain  effects  ;  I  like  to  hear  students  speak 
intelligently  of  the  units  of  heat  necessary  to  produce  certain  units 
of  electricity  and  so  forth.  Therefore  I  have  thought  that  on  the 
whole  it  would  be  better  to  talk,  not  about  something  to  be  desired, 
but  of  something  we  do  not  desire,  and  yet  something  that  interests 
all  of  us  ;  in  a  word  *^  Waste.*'  I  am  going  to  tell  you  something 
about  waste. 

*  Reprintod  from  the  "Corentry  Herald  And  Free  Presa.** 
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There  are  different  kinds  of  waste.  There  is  waste  of  time, 
waste  of  food,  waste  of  personal  energy,  waste  of  mechanical 
energy,  and  waste  of  material.  These  are  five  kinds  of  wafite, 
which,  if  they  conld  not  be  avoided  but  reduced  to  inconsiderable 
proportions,  would  constitute  an  enormous  source  of  wealth. 

As  regards  waste  of  time.  I  think  we  must  all  plead  guilty 
to  wasting  a  great  deal  of  time — even  the  best  of  us.  It  seems 
strange  that  men  who  ai-e  very  economical  in  some  respects — 
who  don't  like  to  pay  away  their  money  which  they  might  earn 
again,  are  very  liberal  with  their  time.  They  think  nothing  of 
wasting  a  day,  or  many  hours  every  day,  in  doing  nothing,  and 
some  men,  I  am  afiiiid,  and  even  ladies,  spend  a  very  considerable 
portion  of  their  time  in  their  bed-rooms.  Our  ancestors  were 
much  more  active  than  we  ai*e,  and  I  have  heard  it  said  that  it 
used  to  be  an  adage,  ''six  hours  bed  for  a  man,  seven  for  a 
woman,  and  eight  for  a  fool."  I  suppose  those  who  take  nine 
hours  are  exempted  from  this  comparison,  and  think  they  are 
doing  quite  right.  Then,  in  addition  to  the  time  wasted  in  one^s 
bed-chamber,  there  is  a  great  deal  of  time  Mttered  away  in  idle 
talk  and  in  pastime,  which  is  not  profitable  either  to  the  body  or 
the  mind.  In  fact  we  must  all  confess  to  wasting  say  two  hours 
in  the  day,  and  if  the  Legislature  could  exact  a  tax  of  a  penny 
an  hour  on  that,  it  would  pay  off  the  National  Debt  in  a  very 
little  time.  Therefore  wasting  time  is  a  thing  we  ought  to  learn 
to  avoid — and  may  avoid. 

A  very  wise  suggestion  was  made  by  a  great  moral  philosopher 
and  poet,  who  led  a  most  industrious  life,  and  yet  had  time  for 
everything.  He  was  fond  of  a  rubber  at  whist,  fond  of  a  long 
talk  with  his  friends,  fond  of  society,  the  theatre  and  arts,  and 
yet  he  accomplished  an  enormous  amount  of  work.  He  wrote 
volumes  and  volumes  of  books,  involving  an  inmiense  amount  of 
thought.  He  was  a  minister  in  his  country  and  directed  the 
Government ;  he  directed  the  academy  of  arts  and  the  theatre  ; 
and  the  secret,  he  said,  consisted  entirely  in  packing  into 
every  day  the  different  occupations  as  you  would  pack  a  box. 
Give  a  set  time  for  everything,  and  you  will  find  time  for  many 
things  which  you  now  think  you  cannot  possibly  attend  to,  and 
which,  indeed,  you  cannot  without  such  methods. 

Then  we  have  another  kind  of  waste  that  we  might  avoid.     We 
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waste  a  great  deal  of  food,  not  only  by  drinking  too  much — that  is 
very  hurtful — but  a  great  many  of  us  eat  too  much.  "We  don't 
think  exactly  that  this  is  hurtful,  but  I  think  it  is,  and  perhaps  as 
hurtful  as  too  much  drinking.  This  waste  can  be  easily  avoided 
by  a  little  method,  but  the  kind  of  waste  of  food  I  would  allude  to 
is  that  in  our  kitchens.  There  science  begins  to  step  in.  I  see  here 
a  great  number  of  ladies  who  have  come  to  this  room  evidently 
taking  an  interest  in  science  teaching.  If  they  were  to  begin  with 
the  science  of  chemistry  as  applied  to  the  kitchen  there  is  a  good 
deal  of  scope  for  it  to  be  displayed  there.  A  friend  of  mine  who 
took  a  philosophical  view  of  things  presented  his  niece  on  her 
marriage,  not  with  ornaments,  but  with  a  cookery  book,  and  wrote 
inside  this  inscription,  "  Kissing  don't  last,  but  cookery  do."  This 
I  thought  was  a  very  suggestive  present,  because,  however  much 
we  may  admire  the  other  sex — and  we  shall  always  and  must 
admire  them,  yet  if  the  dinner  is  well  served,  if  the  bills  at  the  end 
of  the  week  or  month  are  not  excessive,  it  adds  very  materially  to 
our  happiness. 

This  can  be  brought  about  in  a  great  measure  by  a  little  science 
in  the  culinary  department.  For  instance  there  is  almost  as  much 
nourishment  in  the  bone  as  in  the  meat  attached  to  it,  and  yet  in 
many  households — I  may  say  in  the  great  run  of  households — the 
bones  are  thrown  away,  whereas  they  would  form  material  for 
excellent  soup  such  as  is  found  in  Scotland  and  in  Ii'eland,  and 
also  in  France  in  the  form  of  pot-au-feu.  In  the  French  house- 
hold there  is  always  a  pot  boiling  by  the  side  of  the  stove,  and 
whatever  is  to  spare  is  put  into  that  pot,  and  strange  to  say  the 
result  is  not  at  all  unp^atable,  as  I  can  testify,  having  partaken  of 
it.  There  is  I  say  in  this  country,  in  the  preparation  of  food, 
great  waste,  which  by  a  little  science,  a  little  method  and 
prudence,  could  be  greatly  ameliorated. 

We  then  come  to  another  form  of  waste — ^that  of  personal  energy. 
We  find  men  who  are  quite  ready  to  do  something — go  to  the  hunt, 
to  the  play,  undertake  all  sorts  of  mental  and  bodily  exercise,  but 
they  don't  take  any  interest  in  those  things  which  can  be  turned  to 
profitable  account.  Instead  of  reading  trashy  novels,  it  would  be 
far  more  profitable  to  read  books  of  history  and  elementaiy  books 
of  science.  You  would  recur  to  the  reading  which  you  left 
interested    in    those  subjects,  again  and  again,  and  it  would 
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give  yon  pleasaie  for  years  to  come,  whereas  the  wasteful  enjoy- 
ment of  an  hour  is  lost  the  moment  the  excitement  is  over. 

There  is  great  room  for  improvement  in  this  respect,  in 
directing  our  energies  to  some  purpose.  Where  you  find  suc- 
cessful men  you  may  almost  invariably  trace  their  success  under 
otherwise  equal  circumstances,  to  the  fact  that  they  have  more 
earnest  bias  than  others  who,  with  equal  ability,  equal  desire 
to  get  on,  fntter  their  time  and  energy  away.  This  waste  of 
personal  energy  is  one  which  has  to  be  watched,  and  I  hope  that 
through  institutions  of  this  kind  we  shall  instil  by  degrees  a  taste 
for  profitable  mental  exercises  and  profitable  bodily  exercises, 
instead  of  the  wasteful  methods  in  which  these  energies  have 
been  expended  hitherto. 

The  next  form  of  waste  is  that  of  mechanical  energy,  and  there 
we  come  more  directly  toward  the  application  of  science  itself. 
One  workman  will  spend  a  great  deal  more  labour  in  accomplish- 
ing a  given  amount  of  set  work  than  another.  If  he  has  method 
he  will  not  move  his  limbs  more  than  is  necessary,  he  will  not  lift 
a  weight  oftener  than  is  necessary  for  the  accomplishment  of  his 
purpose,  whereas  a  novice  will  dance  al)Out  without  reflection,  and 
incur  a  great  deal  of  laliour  to  produce  little  result. 

But  there  is  more  serious  waste  of  mechanical  energy.  Take 
for  instance  the  great  motive  power  of  the  day — the  steam-engine. 
The  steam-engine  of  twenty  years  ago  expended  about  10  lbs.  of 
coal  for  every  horse-power  of  effect  yielded  from  it.  By  applying 
scientific  methods  and  mechanical  skill  in  this  direction  we  have 
been  able  to  greatly  reduce  the  amount  of  fuel  consumed  per 
horse-power — namely  from  10  lbs.  to  2  lbs.  The  engine  is  exactly 
the  same  in  its  essential  parts,  there  are  boiler,  steam  cylinder,  and 
if  it  is  a  low-pressure  engine,  the  condenser.  Yet  by  more  judicious 
arrangement  of  these  parts,  without  any  other  expenditure  than 
that  of  thought  and  a  little  more  mechanical  skill,  we  accomplish 
the  marvellous  result  of  obtaining  our  effects  with  an  expenditure 
of  one-fifth  of  what  was  spent  before. 

In  like  manner  in  our  smelting  works,  to  produce  a  ton  of 
iron  used  to  take  seven  or  eight  tons  of  coal,  and  to  produce  a 
ton  of  steel  used  to  take  about  fourteen  tons  of  coal,  whereas,  by 
dint  of  invention,  of  method  in  applying  these  inventions,  and  of 
mechanical  skill  we  have  reduced  this  expenditure  of  fuel  fully  in  the 
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ratio  of  five  to  'one.  To  produce  a  ton  of  steel  at  the  present  time 
from  the  ore  takes  no  more  than  about  three  tons  of  coal-^to  put 
it  into  the  form  of  rail  or  tyre. 

These  are  instances  showing  how  much  waste  can  be  prevented 
by  proper  direction  of  the  working  of  machinery,  and  of  thought, 
to  the  development  of  the  processes  by  which  these  effects  are  to  be 
produced.  At  the  bottom  of  these  improvements  must  always  be 
science  ;  in  fact  any  improvement  that  is  not  the  outcome  of  first 
scientific  principles  cannot  be  trusted.  If  it  is  an  improvement 
that  is  merely  the  result  of  rule  of  thumb,  or  of  a  kind  of  rough 
observation  of  the  working  of  machines  and  their  effects,  it  gene- 
rally leads  to  a  very  partial  and  very  doubtful  result,  applicable 
only  to  the  particular  instance.  Whereas  it  is  always  applicable 
when  founded  on  those  first  principles  in  science  that  should  be, 
and  no  doubt  are,  taught  at  this  school  of  science.  It  is  by  the 
thorough  comprehension  of  those  first  principles  and  their  appli- 
cation that  the  great  revolutionising  inventions  of  the  present  time 
have  been  brought  about. 

There  is  great  room  for  the  saving  of  energy  in  various  forms. 
We  do  not  depend  exclusively  upon  coal  for  the  power  and  the 
heat  we  require  ;  we  have  great  stores  of  force  the  outcome  of  the 
solar  radiations  from  day  to  day  upon  our  earth,  in  the  form  of 
water  power,  of  wind,  and  of  tidal  action.  All  these  can,  and  no 
doubt  will  in  time,  be  made  useful  for  our  purposes.  I  was  only 
lately  paying  a  visit  to  my  friend  Sir  William  Armstrong,  and 
there  saw  that  he  had  placed  one  of  our  dynamo  machines  at  a 
distance  of  a  mile  from  his  house  under  a  waterfall.  By  this 
means  his  house  was  lighted  by  electricity.  There  was  a  brook 
which  had  run  to  waste  from  time  inmiemorial,  and  now  by  a  very 
simple  arrangement  it  had  been  made  available  to  light  a  large 
house  entirely  by  electricity.  How  great  that  waste  has  been 
through  the  ages  during  which  that  brook  haa  flowed,  which  is 
now  utilised.  During  the  daytime,  when  the  light  is  not  required, 
the  same  electric  energy  produced  from  the  waterfall  is  made 
available  for  turning  a  lathe,  in  turning  planing  machines,  and  for 
other  mechanical  purposes. 

At  my  own  farm  near  Tunbridge  Wells  I  have  not  the  advan- 
tage of  a  waterfall,  but  there  also  I  have  been  experimenting  with 
another  form  of  energy — that  produced  by  the  steam-engine — but 
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in  snch  a  way  that  none  of  the  effect  of  steam  should  be  lost.  The 
way  this  is  done  is  very  simple.  The  steam  engine  works  a  dynamo 
machine.  This  dynamo  machine  gives  the  necessary  power  to 
h'ght  the  house  in  the  evening,  and  for  lighting  up  certain  green- 
houses during  the  night,  in  order  to  supply  them  with  an  artificial 
sun.  This  artificial  sun  enables  me  to  grow  fruit,  such  as  melons, 
peaches,  strawberries,  and  the  like  in  the  depth  of  winter.  If  I 
were  fortunate  enough  to  have  water  power  at  my  disposal  I 
should  require  no  expenditure  of  any  sort  except  the  maintenance 
of  a  few  simple  machines  for  producing  these  effects.  But  my 
steam  is  not  lost.  After  it  has  gone  through  the  engine  I 
condense  it  in  a  heater.  Through  this  heater  I  supply  all  the 
greenhouses  and  other  places  to  be  heated  in  winter  with  warmth, 
so  that  I  do  not  expend  much  more  fuel  since  I  have  started  the 
electric  light  and  the  dynamo  machine  than  I  did  before  in  simply 
heating  these  greenhouses.  During  the  daytime  the  current 
produced  by  the  dynamo  machine  is  conducted  to  another  part  of 
the  farm,  where  it  is*  made  use  of  to  pump  water.  Water  is 
pumped  200  feet  high  to  supply  house,  garden,  tables,  and  the  whole 
establishment.  Another  branch  wire  is  used  to  cut  wood,  to  cut 
chaff,  and  to  do  other  work  on  the  farm.  In  this  way  waste  can 
be  prevented  to  such  an  extent  that  is  perfectly  surprising  to 
those  who  have  never  given  the  matter  due  consideration.  It  is 
very  simple  indeed  when  put  into  practice,  and  involves  no  ex- 
penditure that  is  not  amply  repaid  by  the  results. 

I  have  now  spoken  about  waste  of  energy,  and  I  wish  to  say, 
before  concluding,  a  few  words  about  the  waste  of  material,  whichy 
perhaps,  is  the  greatest  source  of  waste  amongst  us.  The  waste 
of  fuel  I  have  already  alluded  to,  inasmuch  as  fuel  is  the  essence  of 
energy.  Nearly  all  the  energy  we  use,  nearly  all  the  power  we  nsOy 
is  obtained  from  fuel.  We  can  see  that  a  vast  amount  of  the  fuel 
we  heap  on  our  fire  goes  up  the  chimneys  and  produces  no  other 
effect  than  that  of  poisoning  our  atmosphere.  (Applause.)  That 
is  a  waste  which,  if  estimated,  could  only  be  estimated  by  many 
millions  of  tons.  And  its  importance  will  be  seen  more  and  more 
when  we  consider  what  could  be  done  with  that  same  fuel  if, 
instead  of  burning  it  in  this  happy-go-lucky  manner  by  throwing 
raw  coal  on  to  our  fires,  we  were  to  reduce  the  whole  of  it  into  its 
constituents — gas    and  coke.    We    can    bum  gas  much  more 
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economically  than  fuel,  because  we  can  adjast  the  amount  of  air 
necessary  for  its  combustion  with  the  greatest  accuracy.  We  can 
burn  coke  with  much  more  heat  than  raw  coal  because  it  does 
not  fly  oflT  of  its  own  accord  into  smoke.  Therefore  by  simply 
separating  th&e  two  constituents  of  coal  we  take  each  of  them  at 
a  much  greater  advantage  to  ourselves. 

But  another  element  presents  itself  which  is  of  the  greatest 
importance,  and  that  is  the  element  of  the  secondary  products 
which  modem  science  has  brought  to  the  fore.  Not  very  many 
years  ago — perhaps  20 — coal  tar  was  almost  valueless ;  gas 
companies  sold  it  for  one  halfpenny  a  gallon.  In  like  manner 
ammonia-water  was  allowed  to  run  waste  and  to  poison  the  fish 
in  our  brooks.  I  have  lately  had  occasion  to  estimate  the  value  of 
these  products  that  were  utterly  wasted  20  years  ago,  and  I  find 
to  my  astonishment  that  they  exceed  in  value  all  the  coal  that  is 
used  at  those  works — the  gas  works — where  they  are  produced. 
The  total  amount  of  coal  used  at  our  gas  works  is  something  like 
nine  million  tons,  which  may  be  valued  at  four  and  a  half  million 
pounds*  The  waste  products,  including  the  coke,  have  been 
valued  at  seven  million  pounds  sterling  in  England,  showing  that 
their  value  exceeds  by  two  and  a  half  millions  the  total  value 
of  all  the  coal  consumed  in  producing  the  gas.  Not  only  have  we, 
by  the  use  of  coal  tar,  turned  to  account  this  enormous  amount  of 
waste  products,  but  we  have  enriched  our  arts  and  manufactures 
by  those  beautiful  colours  which  now  give  the  art  of  dyeing  a  new 
and  enormous  development.  (Applause.)  The  ammom'a  liquor 
has  a  national  value,  because  it  is  the  only  source  from  which 
ammonia  can  be  obtained  that  can  be  depended  upon  for  agricul- 
tural purposes,  and  there  is  an  unlimited  demand  for  it  in  that 
direction.  If  we  can  only  make  up  our  minds  to  use  fuel  in  the 
refined  forms  of  gas  and  coke,  we  should  have  the  command  of 
much  larger  value  than  they  themselves  come  to  in  the  secondary 
products.  Therefore  the  point  which  science  and  the  arts  should 
be  directed  to  chiefly  is  the  prevention  of  waste.  In  doing  so  we 
should  vastly  increase  not  only  our  national  resources  but  our 
individual  well  being.  We  have  an  old  proverb  which  says, 
"Waste  not,  want  not."  We  have  had  it  in  our  mouths  for 
hundreds  of  years,  but  we  are  only  now  beginning  to  realise  it 
scientifically.    (Loud  and  prolonged  applause.) 
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ADDRESS 

Of  C.  W.  Siemens,*  D.C.L.,  LL.D.,  P.R.S.,  Chairman  of 

the  Council  of  the  Society  of  Arts, 

Delivered  at  the  Opening  Meeting  of  the  I26th  Session^ 

November  15, 1882. 

Having  received  the  honour  of  being  elected  Chairman  of  the 
Council  of  tlie  Society  of  Arts  for  tlie  ensuing  year,  the  duty 
devolves  upon  me  of  opening  the  coming  Session  with  some  intro- 
ductory remarks. 

Only  a  few  months  have  elapsed  since  I  was  called  upon  to 
deliver  a  presidential  address  to  the  British  Association  at  South- 
ampton, and  it  may  l>e  reasonably  supposed  that  I  then  exhausted 
my  stock  of  accumulated  thougbt  and  observation  regarding  the 
present  development  of  science,  both  abstract  and  applied  ;  that, 
in  fact,  I  come  before  you,  to  use  a  popular  phrase,  pretty  well 
pumped  dry.  And  yet  so  large  is  the  field  of  modem  science  and 
industry,  that,  notwithstanding  the  good  opportunity  given  me  at 
Southampton,  I  could  there  do  only  scanty  justice  to  comparatively 
few  of  the  branches  of  modem  progress,  and  had  to  curtail,  or 
entirely  omit,  reference  to  others,  upon  which  I  should  otherwise 
have  wished  to  dwell. 

There  is  this  essential  diiference  between  the  British  Association 
and  the  Society  of  Arts,  that  the  former  can  only  take  an  annual 
survey  of  the  progress  of  science,  and  must  then  confide  to  in* 
dividuals,  or  to  committees,  specific  inquiries,  to  be  reported  upon 
to  the  diflPerent  sections  at  subsequent  meetings;  whereas  the 
Society  of  Arts,  with  its  3,150  i)ermancnt  members,  its  ninety-five 
associated  societies,  spread  throughout  the  length  and  breadth  of 
the  country,  its  pcnnanent  building,  its  well-conducted  Journal^ 
its  almost  daily  meetings  and  lectures,  extending  over  six  months 
of  the  year,  possesses  exceptionally  favourable  opportunities  of 
following  up  questions  of  industrial  progress  to  the  point  of  their 
practical  accomplishment. 

♦  Excerpt  Journal  of  the  Society  of  Arts,  Vol.  XXXI.,  1882-3,  pp.  6-18, 
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In  glancing  back  upon  its  history  during  the  128  years  of  its 
existence,  we  discover  that  the  Society  of  Arts  was  the  first 
institution  to  introduce  science  into  the  industrial  arts  ;  it  was 
through  the  Society  of  Arts  and  its  illustrious  Past  President,  the 
late  Prince  Consort,  that  the  first  Universal  Exhibition  was  pro- 
posed, and  brought  to  a  successful  issue  in  1851  ;  and  it  is  due  to 
the  same  society,  supported  on  all  important  occasions  by  its 
present  President,  the  Prince  of  "Wales,  that  so  many  important 
changes  in  our  educational  and  industrial  institutions  have  been 
inaugurated,  too  numerous  to  be  referred  to  specifically  on  the 
present  occasion. 

Amongst  the  practical  questions  that  now  chiefly  occupy  public 
attention  are  those  of  Electric  Lighting,  and  of  the  transmission 
of  force  by  electricity.  These  together  form  a  subject  which  has 
occupied  my  attention  and  that  of  my  brothera  for  a  great  number 
of  years,  and  upon  which  I  may  consequently  be  expected  to 
dwell  on  the  present  occasion,  considering  that  at  Southampton  I 
could  deal  only  with  some  purely  scientific  considerations  involved 
in  this  important  subject. 

I  need  hardly  remind  you  that  electric  lighting,  viewed  as  a 
physical  experiment,  has  been  known  to  us  since  the  early  part  of 
the  present  century,  and  that  many  attempts  have,  from  time  to 
time,  been  made  to  promote  its  application.  Two  principal  diffi- 
culties have  stood  in  the  way  of  its  practical  introduction,  viz.,  the 
great  cost  of  producing  an  electric  cmreut  so  long  as  chemical 
means  had  to  be  resorted  to,  and  the  mechanical  difficulty  of  con- 
structing electric  lamps  capable  of  sustaining,  with  steadiness, 
prolonged  efiects. 

The  dynamo-machine,  which  enables  us  to  convert  mechanical 
into  electrical  force,  purely  and  simply,  has  very  efiectually  disposed 
of  the  former  difficulty,  inasmuch  as  a  properly  conceived  and  well 
constructed  machine  of  this  character  converts  more  than  ninety 
per  cent,  of  the  mechanical  force  imparted  to  it  into  electricity, 
ninety  per  cent,  again  of  which  may  be  re-converted  into 
mechanical  force  at  a  moderate  distance.  The  margin  of  loss 
therefore,  does  not  exceed  twenty  per  cent.,  excluding  purely 
mechanical  losses,  and  this  is  quite  capable  of  being  further 
reduced  to  some  extent  by  improved  modes  of  construction  ;  but 
it  results  from  these  figures  that  no  great  step  in  advance  can  be 
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looked  for  in  this  direction.  The  dynamo-inachinc  presents  the 
great  advantage  of  simplicity  over  steam  or  other  power-trans* 
mitting  engines ;  it  has  but  one  working  part,  namely,  a  shaft 
which,  revolving  in  a  pair  of  bearings,  carries  a  coil  or  coils  of 
wire  admitting  of  perfect  balancing.  Frictional  resistance  is  thus 
reduced  to  an  absolute  minimum,  and  no  allowance  has  to  be  made 
for  loss  by  condensation,  or  badly  fitting  pistons,  stuiBng-boxeSy 
or  valves,  or  for  the  jerking  action  due  to  oscillating  weights.  The 
materials  composing  the  machine,  namely,  soft  iron  and  copper 
wire,  undergo  no  deterioration  or  change  by  continuous  working, 
and  the  depreciation  of  value  is  therefore  a  minimum,  except  where 
currents  of  exceptionally  high  potential  are  used,  which  appear  to 
render  the  copper  wire  brittle. 

The  essential  points  to  be  attended  to  in  the  conception  of  the 
dynamo-machine,  are  the  prevention  of  induced  currents  in  the 
iron,  and  the  placing  of  the  wire  in  such  position  as  to  make  the 
whole  of  it  effective  for  the  production  of  outward  current.  These 
principles,  which  have  been  clearly  established  by  the  labours  of 
comparatively  few  workers  in  applied  science,  admit  of  being 
carried  out  in  an  almost  infinite  variety  of  constructive  forms,  for 
each  of  which  may  be  claimed  some  real  or  imaginary  merits 
regarding  questions  of  convenience  or  cost  of  production. 

For  many  years  after  the  principles  involved  in  the  construction 
of  dynamo-machines  had  been  made  known,  little  general  interest 
was  manifested  in  their  favour,  and  few  were  the  forms  of  con- 
struction offered  for  public  use.  The  essential  feature  involved  in 
the  dynamo-machine,  the  Siemens  armature  (1856),  the  Pacinotti 
ring  (1861),  and  the  self-exciting  principle  (1867),  were  published 
by  their  authors  for  the  pure  scientific  interest  attached  to  them, 
without  being  made  subject  matter  of  letters  patent,  which  circum- 
stance appears  to  have  had  the  contrary  effect  of  what  might  have 
been  expected,  in  that  it  has  retarded  the  introduction  of  this  class 
of  electrical  machine,  because  no  person  or  firm  had  a  sufficient 
commercial  interest  to  undertake  the  large  expenditure  which  must 
necessarily  be  incurred  in  reducing  a  first  conception  into  a 
practical  shape.  Great  credit  is  due  to  Monsieur  Gramme  for 
taking  the  initiative  in  the  practical  introduction  of  dynamo- 
machines  embodying  those  principles  ;  but  when,  five  years  ago, 
I  ventured  to  predict  for  the  dynamo-electric  current  a  great 
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practical  future,  as  a  means  of  transmitting  power  to  a  distance, 
those  views  were  still  looked  upon  as  more  or  less  chimerical.  A 
few  striking  examples  of  what  could  be  practically  effected  by  the 
dynamo-electric  current,  such  as  the  illumination  of  the  Place  de 
rOp^ra,  Paris,  the  occasional  exhibition  of  powerful  arc  lights,  and 
their  adoption  for  military  and  lighthouse  purposes,  but  especially 
the  gradual  accomplishment  of  the  much  desired  lamp  by  incan- 
descence in  vacuum,  gave  rise  to  a  somewhat  sudden  reversion  of 
public  feeling  ;  and  you  may  remember  the  scare  at  the  Stock 
Exchange,  affecting  the  value  of  gas  shares,  which  ensued  in  1878, 
when  the  accomplishment  of  the  sub-division  of  the  electric  light 
by  incandescent  wire  was  first  announced,  somewhat  prematurely, 
through  the  Atlantic  cable. 

Prom  this  time  forward  electric  lighting  has  been  attracting 
more  and  more  public  attention,  until  the  brilliant  displays  at  the 
exhibition  of  Paris,  and  at  the  Crystal  Palace  last  year,  served  to 
excite  public  interest,  to  an  extraordinary  degree.    New  companies 
for  the  purpose  of  introducing  electric  light  and  power  have  been 
announced  almost  daily,  whose  claims  to  public  attention  as  in- 
vestments were  based  in  some  cases  upon  only  very  slight  modifi- 
cations of  well-known  forms  of  dynamo-machines,  of  arc  regulators 
or  of  incandescent  carbon  lights,  the  merits  of  which  rested  rather 
upon  anticipations  than  upon  any  scientific  or  practical  proof. 
These  arrangements  were  supposed  to  be  of  such  superlative  merit 
that  gas  and  other  illuminants  must  soon  be  matters  simply  of 
history,  and  hence  arose  great  speculative  excitement.    It  should 
be  borne  in  mind,  however,  that  any  great  technical  advance  is 
necessarily  the  work  of  time  and  serious  labour,  and  that  when 
accomphshed,  it  is  generally  found  that,  so  far  from  injuring  ex- 
isting industries,  it  calls  additional  ones  into  existence,  to  supply 
new  demands,  and  thus  gives  rise  to  an  increase  in  the  sum  total 
of  our  resources.    It  is,  therefore,  reasonable  to  expect  that,  side 
by  side  with  the  introduction  of  the  new  illuminant,  gas  lighting 
will  go  on  improving  and  extending,  although  the  advantages  of 
electric  light  for  many  applications,  such  as  the  lighting  of  public 
halls  and  warehouses,  of  our  drawing-rooms  and  dining-rooms  and 
passenger  steamers,  our  docks  and  harbours,  are  so  evident,  that 
its  advent  may  be  looked  upon  as  a  matter  of  certainty. 
Our  Legislature  has  not  been  slow  in  recognising  the  importance 
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of  the  new  illnminant.  In  1879,  a  Select  Committee  of  the  Hoose 
of  Commons  institnted  a  carefol  inqnirj  into  its  natoie  and  pro- 
bable cost,  with  a  view  to  legislation,  and  the  conclusions  at  which 
they  amVed  were,  I  consider,  the  best  that  conld  have  beoi  laid 
down.  Thev  advised  that  applications  should  be  enoonraged  ten- 
tatively by  the  granting  of  permissive  bills,  and  this  policy  has 
given  rise  to  the  Electric  Lighting  Bill,  1882,  promoted  by  Mr. 
Chamberlain,  the  President  of  the  Board  of  Trade,  regarding 
which  much  controversy  has  arisen.  It  could,  indeed,  hardly  be 
expected  that  any  act  of  legislation  upon  this  subject  could  give 
universal  satisfaction,  because,  while  there  are  many  belieyers  in 
gas  who  would  gladly  oppose  any  measure  likely  to  favour  the 
progress  of  the  rival  illuminant,  and  others  who  wish  to  see  it 
monopolised,  either  by  local  authorities,  or  by  large  financial  cor- 
porations, there  are  others  again  who  would  throw  the  doors  open 
so  wide  as  to  enable  almost  all  comers  to  interfere  with  the  pnUic 
thoroughfares,  for  the  establishment  of  conducting  wires,  without 
public  let  or  hindrance. 

The  law  as  now  established  takes,  I  consider,  a  medium  conne 
between  these  diverging  opinions,  and,  if  properly  interpreted,  will 
protect,  I  l)elieve,  all  legitimate  interests,  without  impeding  the 
healthy  growth  of  establishments  for  the  distribution  of  electric 
energy  for  lighting  and  for  the  transmission  of  power.  Any  firm 
or  lighting  company  may,  by  application  to  the  local  authorities, 
obtain  leave  to  place  electric  conductors  below  public  thorough- 
fares, subject  to  such  conditions  as  may  be  mutually  agreed  upon, 
the  term  of  such  license  being  limited  to  seven  years  ;  or  an 
application  may  be  made  to  the  Board  of  Trade  for  a  provisional 
order  to  the  same  eifect,  which,  when  sanctioned  by  Parliament, 
secures  a  right  of  occupation  for  twenty-one  years.  The  license 
offers  the  advantage  of  cheapness,  and  may  be  regarded  as  a 
purely  tentative  measure,  to  enable  the  firm  or  company  to  prove 
the  value  of  their  plant.  If  this  is  fairly  established,  the  license 
would  in  all  probability  be  aflirmed,  either  by  an  engagement  for 
its  prolongation  from  time  to  time,  or  by  a  provisional  order, 
which  would,  in  that  case,  be  obtained  by  joint  application  of  the 
contractor  and  the  local  authority.  At  the  time  of  expiration  of 
the  provisional  order,  a  right  of  pre-emption  is  accorded  te  the 
local  authority,  against  which  it  has  been  objected  with  much 
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force,  by  so  competent  an  authority  as  Sir  Frederick  Bramwell, 
that  the  conditions  of  purchase  laid  down  are  not  such  as  fairly  to 
remunerate  the  contracting  companies  for  then:  expenditure  and 
risk,  and  that  the  power  of  purchase  would  inevitably  induce  the 
parochial  bodies  to  become  mere  trading  associations.  But  while 
admitting  the  undesirability  of  such  a  consummation,  I  cannot 
help  thinking  that  it  was  necessary  to  put  some  term  to  contracts 
entered  into  with  speculative  bodies  at  a  time  when  the  true  value 
of  electric  energy,  and  the  best  conditions  under  which  it  should 
be  applied,  are  still  very  imperfectly  understood.  The  supply  of 
electric  energy,  particularly  in  its  application  to  transmission  of 
power,  is  a  matter  simply  of  commercial  demand  and  supply, 
which  need  not  partake  of  the  character  of  a  large  monopoly, 
similar  to  gas  and  water  supply,  and  may  therefore  be  safely 
left  in  the  hands  of  individuals,  or  of  local  associations,  subject 
to  a  certain  control  for  the  protection  of  public  interests.  At 
the  termination  of  the  period  of  the  provisional  order,  the 
contract  may  be  renewed  upon  such  terms  and  conditions  as  may 
at  that  time  appear  just  and  reasonable  to  Parliament,  under 
whose  authority  the  Board  of  Trade  will  be  empowered  to  effect 
such  renewal. 

Complaints  appear  almost  daily  in  the  public  papers,  to  the 
effect  that  townships  refuse  their  assent  to  applications  by  electric 
light  companies  for  provisional  orders  ;  but  it  may  be  surmised 
that  many  of  these  applications  are  of  a  more  or  less  speculative 
character,  the  object  being  to  secure  monopolies  for  eventual  use 
or  sale,  under  which  circumstances  the  authorities  are  clearly  jus- 
tified in  withholding  their  assent ;  and  no  licenses  or  provisional 
orders  should  indeed  be  granted,  I  consider,  unless  the  applicants 
can  give  assurance  of  being  able  and  willing  to  carry  out  the  work 
within  a  reasonable  time.  But  there  are  technical  questions  in- 
volved which  are  not  yet  sufficiently  well  understood  to  admit  of 
immediate  operations  upon  a  large  scale. 

Attention  has  been  very  properly  called  to  the  great  divergence 
in  the  opinions  expressed  by  scientific  men  regarding  the  area  that 
each  lighting  district  should  comprise,  the  capital  required  to  light 
such  an  area,  and  the  amount  of  electric  tension  that  should  be 
allowed  in  the  conductors.  In  the  case  of  gas  supply,  the  works 
are  necessarily  situated  in  the  outskirts  of  the  town,  on  account  of 
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the  noifluioe  thiB  mmnn&etare  oocsbods  to  the  imniediate  ne^- 
hoaihood  ;  and,  therefore,  g»  va^\  tdjosl  nnge  orer  s  krge  area. 
It  would  be  pofidble,  no  donbc,  to  deal  with  ekctricitj  on  m  ibnikr 
basil,  to  establish  electrical  mains  in  the  sh^n  of  oq^Kr  rods  of 
great  thicknen,  with  brandies  diverging  from  than  in  all  diiee- 
ticHis ;  but  the  question  to  be  considered  is,  whether  sodi  an 
imitative  coarse  is  desirable  on  aceonnt  either  of  relative  expense 
or  of  facilitj  of  working.  Mr  own  opinion,  baaed  upon  consider- 
able practical  experience  and  thought  devoted  to  the  subject,  is 
decidedlv  adverse  to  such  a  plan.  In  mv  evidence  before  the 
Parliaroentarv  Committee,  I  limited  the  desirable  area  of  an  dec- 
trie  district  in  densely  populated  towns  to  a  quarter  of  a  square 
mile,  and  estimated  the  cost  of  the  necesBary  establishment  of 
engines,  djnamo-machines,  and  conductors,  at  £100,000,  wliile 
other  witnesses  held  that  areas  from  one  to  foursquare  miles  could 
be  wcrt-ked  advantageously  from  one  centre,  and  at  a  cost  not 
exceeding  materiallv  the  figure  I  had  given.  These  discrepancies 
do  not  nc-oessarilj  impiv  wide  difierences  in  the  estimated  cost  of 
each  machine  or  electric  light,  inasmuch  as  such  p^Hmi^iiMi  are 
necesaarilv  based  upon  various  assumptions  r^arding  the  number 
of  houses  and  of  public  buildings  comprised  in  such  a  district, 
and  the  amount  of  light  to  be  apportioned  to  each,  but  I  still 
maintain  mj  preference  for  small  districts. 

Bj  waj  of  illustration,  let  us  take  the  parish  of  Stw  James's, 
near  at  hand,  a  district  not  more  densely  populated  than  other 
equal  areas  within  the  metropolis,  although  comprising,  perhi^  a 
greater  number  of  public  buildings.  Its  population,  aoocvding  to 
the  preliminary  report  of  the  census  taken  on  the  4th  April,  1881, 
was  29,865,  it  contains  3,018  inhabited  houses,  and  its  area  is 
784,000  square  yards,  or  slightly  above  a  quarter  of  a  square 
mile. 

To  light  a  comfortable  house  of  moderate  dimensions  in  all  its 
parts,  to  the  exclusion  of  gas,  oil,  or  candles,  would  require  about 
100  incandescence  lights  (or,  if  I  may  suggest  a  more  euphonious 
expression,  glow-lights)  of  from  15  to  18-candle  power  each,  that 
being,  for  instance,  the  number  of  Swan  lights  employed  by  Sir 
William  Thomson  in  lighting  his  house  at  Glasgow  University. 
Eleven-horse  power  would  be  required  to  excite  this  number  of 
incandescence  Iights,and  at  this  rate  the  parish  of  St.  Jameses  would 
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require  8,018  x  11  =  33,200-horse  power  to  work  it.    It  maybe 
fairly  objected,  however,  that  there  are  many  houses  in  the  parish 
much  below  the  standard  here  referred  to,  but,  on  the  other  hand, 
there  are  600  of  them  with  shops  on  the  ground  floor,  involving 
larger  requirements.    Nor  does  this  estimate  provide  for  the  large 
consumption  of  electric  energy  that  would  take  place  in  lighting 
the  eleven  churches,  eighteen  club-houses,  nine  concert  halls,  three 
theatres,  besides  numerous  hotels,  restaurants,  and  lecture  halls. 
A  theatre  of  moderate  dimensions,  such  as  the  Savoy  Theatre,  has 
been  proved  by  experience  to  require  1,200  incandescence  lights, 
representing  an  expenditure  of  183-horse  power ;  and  about  one- 
half  that  power  would  have  to  be  set  aside  for  each  of  the  other 
public  buildings  here  mentioned,  constituting  an  aggregate  of 
2,926-hor8e  power  ;  nor  does  this  general  estimate  comprise  street 
lighting,  and  to  light  the  six-and-a-half  miles  of  principal  streets 
of  the  parish  with  electric  light,  would  require,  per  mile,  thirty- 
five  arc  lights  of  350-candle  power  each,  or  a  total  of  227  lights. 
This,  taken  at  the  rate  of  0*8-horBe  power  per  light,  represents  a 
further  requirement  of  182-horse  power,  making  a  total  of  3,108- 
horse  power,  for  purposes  independent  of  bouse  lighting,  being 
equivalent  to  1-horse  power  per  inhabited  house,  and  bringing  the 
total  requirements  up  to  109  lights  =  12-hor8e  power  per  house. 

I  do  not,  however,  agree  with  those  who  expect  that  gas  lighting 
will  be  entirely  superseded,  but  have,  on  the  contrary,  always 
maintained  that  the  electric  light,  while  possessing  great  and  pecu- 
liar advantages  for  lighting  our  principal  rooms,  halls,  warehouses, 
&c.,  owing  to  its  brilliancy,  and  more  particularly  to  its  non-inter- 
ference with  the  healthfiil  condition  of  the  atmosphere,  will  leave 
ample  room  for  the  development  of  the  former,  which  is  susceptible 
of  great  improvement,  and  is  likely  to  hold  its  own  for  the  ordinary 
lighting  up  of  our  streets  and  dwellings. 

Assuming,  therefore,  that  the. bulk  of  domestic  lighting  remains 
to  the  gas  companies,  and  that  the  electric  light  is  introduced  into 
private  houses,  only,  at  the  rate  of,  say  twelve  incandescence  lights 
per  house,  the  parish  of  St.  James's  would  have  to  be  provided 
with  electric  energy  suflScient  to  work  (9  +  12)  3,018  =  63,378 
lights « 7,042-horBe  power  eflfective ;  this  is  equal  to  about  one- 
fourth  the  total  lighting  power  required,  taking  into  account  that 
the  total  number  of  lights  that  have  to  be  provided  for  a  house  ai*e 
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not  all  used  at  one  and  the  same  time.  No  allowance  is  made  in 
this  estimate  for  the  transmission  of  power,  which,  in  coorse  of 
time,  will  form  a  very  large  application  of  electric  energy ;  bnt 
considering  that  power  will  be  required  mostly  in  the  day  time, 
when  light  is  not  needed,  a  material  increase  in  plant  will  not  be 
necessary  for  that  purpose. 

In  order  to  minimise  the  length  and  thickness  of  the  electric 
conductor,  it  would  be  important  to  establish  the  source  of  power, 
as  nearly  as  may  be,  in  the  centre  of  the  parish,  and  the  position 
that  suggests  itself  to  my  mind  is  that  of  Golden  Square.  If  the 
unoccupied  area  of  this  square,  representing  2,500  square  yards, 
was  excavated  to  a  depth  of  25  feet,  and  then  arched  over  so  as 
to  re-establish  the  present  ground  level,  a  suitable  covered  space 
would  be  provided  for  the  boilers,  engines,  and  dynamo-machines, 
without  causing  obstruction  or  public  annoyance ;  the  only  erection 
above  the  surface  would  be  the  chimney,  which,  if  made  monu- 
mental in  form,  might  be  placed  in  the  centre  of  the  square,  and 
be  combined  with  shafts  for  ventilating  the  subterranean  chamber, 
care  being  taken  of  course  to  avoid  smoke  by  insuring  perfect 
combustion  of  the  fuel  used.  The  cost  of  such  a  chamber,  of 
engine  power,  and  of  dynamo-machines,  capable  of  converting  that 
power  into  electric  energy,  I  estimate  at  £140,000.  To  this 
expense  would  have  to  be  acl^ded  that  of  providing  and  laying  the 
conductors,  together  with  the  switches,  current  regulators,  and 
arrangements  for  testing  the  insulation  of  the  wire. 

The  cost  and  dimensions  of  the  conductors  would  depend  upon 
their  length,  and  the  electromotive  force  to  be  allowed.  The  latter 
would  no  doubt  be  limited,  by  the  authorities,  to  the  point  at 
which  contact  of  the  two  conductors  with  the  human  frame  would 
not  produce  injurious  effects,  or  say  to  200  volts,  except  for  street 
lighting,  for  which  purpose  a  higher  tension  is  admissible.  In 
considering  the  proper  size  of  conductor  to  be  used  in  any  given 
installation,  two  principal  fectors  have  to  be  taken  into  account ; 
fii'st  the  charge  for  interest  and  depreciation  on  the  original  cost 
of  a  unit  length  of  the  conductor  ;  and,  secondly,  the  cost  of  the 
electrical  energy  lost  through  the  resistance  of  a  unit  of  length. 
The  sum  of  these  two,  which  may  be  regarded  as  the  cost  of  con- 
veyance of  electricity,  is  clearly  least,  as  Sir  William  Thomson 
pointed  out  some  time  ago,  when  the  two  components  are  equaL 
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This,  then,  is  the  principle  on  which  the  size  of  a  conductor  should 
be  determined. 

From  the  experience  of  large  installations,  I  consider  that 
electricity  can,  roughly  speaking,  be  produced  in  London  at  a  cost 
of  about  one  shilling  per  10,000  Ampdre-Tolts  or  Watts  (746 
Watts  being  equal  to  1 -horse  power)  for  an  hour.  Hence,  assuming 
that  each  set  of  four  incandescence  lamps  in  series  (such  as  Swan's, 
but  for  which  may  be  substituted  a  smaUer  number  of  higher  re- 
sistance and  higher  luminosity)  requires  200  volts  electromotive 
force,  and  60  Watts  for  their  efficient  working,  the  total  current 
required  for  64,000  such  lights  is  19,200  amperes,  and  the  cost  of 
the  electric  energy  lost  by  this  current  in  passing  through  -^^Ai  of 
an  ohm  resistance,  is  £16  per  hour. 

The  resistance  of  a  copper  bar  one  quarter  of  a  mile  in 
length,  and  one  square  inch  in  section,  is  very  nearly  x^tt  of  an 
ohm,  and  the  weight  is  about  2^  tons.  Assuming,  then,  the  price 
of  insulated  copper  conductor  at  £90  per  ton,  and  the  rate  of 
interest  and  depreciation  at  7\  per  cent.,  the  charge  per  hour  of 
the  above  conductor,  when  used  eight  hours  per  day,  is  l\d. 
Hence,  following  the  principle  I  have  stated  above,  the  proper  size 
of  conductor  to  use  for  an  installation  of  the  magnitude  I  have 
supposed,  would  be  one  of  48*29  inches  section,  or  a  round  rod 
eight  inches  diameter. 

If  the  mean  distance  of  the  lamps  from  the  station  be  assumed 
as  850  yards,  the  weight  of  copper  used  in  the  complete  system  of 
conductors  would  be  nearly  168  tons,  and  its  cost  £15,120.  To 
this  must  be  added  the  cost  of  iron  pipes,  for  carrying  the  con- 
ductors underground,  and  of  testing  boxes,  and  labour  in  placing 
them.  Four  pipes  of  10-inch  diameter  each,  would  have  to  proceed 
in  different  directions  from  the  central  station,  each  containing 
sixteen  separate  conductors  of  one  inch  diameter,  and  separately 
insulated,  each  of  them  supplying  a  sub-district  of  1,000  lights. 

The  total  cost  of  establishing  these  conductors  may  be  taken  at 
£37,000,  which  brings  up  the  total  expenditure  for  central  station 
and  leads  to  £177,000.  I  assume  the  conductors  to  be  placed 
underground,  as  I  consider  it  quite  inadmissible,  both  as  regards 
permanency  and  public  safety  and  convenience,  to  place  them 
above  ground,  within  the  precincts  of  towns.  With  this  expendi- 
ture, the  parish  of  St.  James's  could  be  supplied  with  the  electric 
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light  to  the  extent  of  about  25  per  cent,  of  the  total  illnminating 
power  required.  To  provide  a  larger  percentage  of  electric  energy 
would  increase  the  cost  of  establishment  proportionately ;  and 
that  of  conductors,  nearly  in  the  square  ratio  of  the  increase  of  the 
district,  unless  the  loss  of  energy  by  resistance  is  allowed  to 
augment  instead. 

It  may  surprise  um'nitiated  persons  to  be  told  that  to  supply  a 
single  parish  with  electric  energy  necessitates  copper  conductors  of 
a  collective  area  equal  to  a  rod  of  eight  inches  in  diameter ;  and 
how,  it  may  be  asked,  will  it  be  possible  under  such  conditions  to 
transmit  the  energy  of  waterfalls  to  distances  of  twenty  or  thirty 
miles,  as  has  been  suggested.  It  must  indeed  be  admitted  that  the 
transmission  of  electric  energy  of  such  potential  (200  volts)  as  is 
admissible  in  private  dweUings  would  involve  conductors  of  im- 
practicable dimensions,  and  in  order  to  transmit  electrical  energy 
to  such  distances,  it  is  necessary  to  resort  in  the  first  place  to  an 
electric  current  of  high  tension.  By  increasing  the  tension  from 
200  to  1,200  volts  the  conductors  may  be  reduced  to  one-sixth 
their  area,  and  if  we  arc  content  to  lose  a  larger  proportion  of  the 
energy  obtained  cheaply  from  a  waterfall,  we  may  effect  a  still 
greater  reduction.  A  current  of  such  high  potential  could  not  be 
introduced  into  houses  for  lighting  purposes,  but  it  could  be 
passed  through  the  coils  of  a  secondary  dynamo-machine,  to  give 
motion  to  another  primary  machine,  producing  currents  of  low 
potential  to  be  distributed  for  general  consumption.  Or  secondary 
batteries  may  be  used  to  effect  the  conversion  of  currents  of  high 
into  those  of  low  potential,  whichever  means  may  be  found  the 
cheaper  in  first  cost,  in  maintenance,  and  most  economical  of 
energy.  It  may  be  advisable  to  have  several  such  relays  of  energy 
for  great  distances,  the  result  of  which  would  be  a  reduction  of  the 
size  and  cost  of  conductor  at  the  expense  of  final  effect,  and  the 
policy  of  the  electrical  engineer  will,  in  such  cases,  have  to  be 
governed  by  the  relative  cost  of  the  conductor,  and  of  the  power  at 
its  original  source.  If  secondary  batteries  should  become  more 
permanent  in  their  action  than  they  arc  at  the  present  tinie,  they 
may  be  largely  resorted  to  by  consumers,  to  receive  a  charge  of 
electrical  energy  during  the  daytime,  or  the  small  hours  of  the 
night,  when  the  central  engine  would  otherwise  be  unemployed, 
and  the  advantage  of  resorting  to  these  means  will  depend  upon 
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the  relative  first  cost,  and  cost  of  working  the  secondary  battery 
and  the  engine  respectively.  These  questions  are,  however,  outside 
the  range  of  our  present  consideration. 

The  large  aggregate  of  dwellings  comprising  the  metropolis  of 
London  covers  about  seventy  square  miles,  thirty  of  which  may  be 
taken  to  consist  of  parks,  squares,  and  sparsely  inhabited  areas, 
which  are  not  to  be  considered  for  our  present  purpose.  The  re- 
maining forty  square  miles  could  be  divided  into  say  140  districts, 
slightly  exceeding  a  quarter  of  a  square  mile  on  the  average,  but 
containing  each  fully  8,000  houses,  and  a  population  similar  to 
that  of  St.  James's. 

Assuming  twenty  of  these  districts  to  rank  with  the  parish  of 
St.  James's  (after  deducting  the  600  shops  which  I  did  not  include 
in  my  estimate)  as  central  districts,  sixty  to  be  residential  districts, 
and  sixty  to  be  comparatively  poor  neighbourhoods,  and  estimating 
the  illuminating  power  required  for  these  three  classes  in  the  pro- 
portion of  1  to  f  to  ^,  we  should  find  that  the  total  capital 
expenditure  for  supplying  the  metropolis  with  electric  energy 
to  the  extent  of  25  per  cent,  of  the  total  lighting  requirements 
.would  be — 

20    X  177,000   =   £8,540,000 

60    X   *   X    177,000   =   £7,080,000 
60    X   i    X    177,000   =   £8,540,000 

£14,160,000 

or  say  £14,000,000,  without  including  lamps  and  internal  fittings, 
and  making  an  average  capital  expenditure  of  £100,000  per 
district. 

To  extend  the  same  system  over  the  towns  of  Great  Britain  and 
Ireland  would  absorb  a  capital  exceeding  certainly  £64,000,000, 
to  which  must  be  added  £16,000,000  for  lamps  and  internal 
fittings,  making  a  total  capital  expenditure  of  £80,000,000.  Some 
of  us  may  live  to  see  this  realised,  but  to  find  such  an  amount  of 
capital,  and,  what  is  more  important,  to  find  the  manufacturing 
appliances  to  produce  work  representing  this  value  of  machinery 
and  wire,  must  necessarily  be  the  result  of  many  years  of  technical 
development.  If,  therefore,  we  see  that  electric  companies  apply 
for  provisional  orders  to  supply  electric  energy,  not  only  fur  every 
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town  thronghont  the  country,  but  also  for  colonies,  and  for  foreign 
parts,  we  are  forced  to  the  conclusion  that  their  ambition  is  some- 
what in  excess  of  their  power  of  performance  ;  and  that  no  pro- 
visional order  should  be  granted  except  conditionally  on  the  work 
being  executed  within  a  reasonable  time,  as  without  such  a  pro- 
yision  the  powers  granted  may  have  the  effect  of  retarding  instead 
of  advancing  electric  lighting,  and  of  providing  an  undue  en- 
couragement  to  purely  speculative  operations. 

The  extension  of  a  district  beyond  the  quarter  of  a  square  mile 
limit,  would  necessitate  an  establishment  of  unwieldy  dimensions, 
and  the  total  cost  of  electric  conductors  per  unit  area  would  be 
materially  increased  ;  but  independently  of  the  consideration  of 
cost,  great  public  inconvenience  would  arise  in  consequence  of 
the  number  and  dimensions  of  the  electric  conductors,  which  could 
no  longer  be  accommodated  in  narrow  channels  placed  below  the 
kerb  stones,  but  would  necessitate  the  construction  of  costly 
subways — veritable  cava  dectrwa. 

The  amount  of  the  working  charges  of  an  establishment  oom« 
prising  the  parish  of  St.  James's  would  depend  on  the  number  of 
working  hours  in  tlie  day,  and  on  the  price  of  ftiel  per  ton. 
Assuming  the  64,000  lights  to  incandesce  for  six  hours  a  day,  the 
price  of  coal  to  be  205.  a  ton,  and  the  consumption  2  lbs.  per 
effective  horse  power  per  hour,  the  annual  charge  under  this  h^d, 
taking  8  hours'  firing,  would  amount  to  about  £18,300,  to  which 
would  have  to  be  added  for  wages,  repairs,  and  sundries,  about 
£6,000  ;  for  interest,  with  depreciation,  at  seven  and  a-half  per 
cent.,  £13,300  ;  and  for  general  management  say,  £3,400  ;  making 
a  total  annual  charge  of  £41,000.  or  at  the  rate  of  12«.  9^^.  per 
incandescence  lamp  per  annum.  To  this  has  to  be  added  the 
cost  of  renewal  of  lamps,  which  may  be  taken  at  5«.  per  lamp 
of  16  candles,  lasting  1,200  hours,  or  to  95.  per  annum,  making  a 
total  of  21«.  ^\d.  per  lamp  for  a  year. 

In  comparing  these  results  with  the  cost  of  gas  lighting,  we 
shall  find  that  it  takes  5  cubic  feet  of  gas,  in  a  good  argand 
burner,  to  produce  the  same  luminous  effect,  as  one  incandescence 
light  of  16-candle  power.  In  lighting  such  a  burner  every  day, 
for  six  hours  on  the  average,  we  obtain  an  annual  gas  consumption 
of  10,950  cubic  feet,  the  value  of  which,  taken  at  the  rate  of 
25.  %d,  per  thousand,  represents  an  annual  charge  of  295.,  showing 
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that  electric  light  by  incandescence,  when  carried  oat  on  a  large 
scale,  is  decidedly  cheaper  than  gas  lighting  at  present  prices,  and 
with  the  ordinary  gas  burners. 

On  the  other  hand,  the  cost  of  establishing  gas  works  and  mains 
of  a  capacity  equal  to  64,000  argand  burners,  would  involve  an 
expenditure  not  exceeding  £80,000  as  compared  with  £177,000 
in  the  case  of  electricity  ;  and  it  is  thus  shown  that,  although  it 
is  more  costly  to  establish  a  given  supply  of  illuminating  power  by 
electricity  than  gas,  the  former  has  the  advantage  as  regards 
current  cost  of  production. 

It  would  not  be  safe,  however,  for  the  advocates  of  electric 
lighting  to  rely  upon  these  figures  as  representing  a  permanent 
state  of  things.  In  calculating  the  cost  of  electric  light,  I  have 
only  allowed  for  depreciation  and  5  per  cent,  interest  upon  capital 
expenditure,  whereas  gas  companies  are  in  the  habit  of  dividing 
large  dividends,  and  can  afford  to  supply  gas  at  a  cheaper  rate,  by 
taking  advantage  of  recent  improvements  in  manufacturing  opera- 
tions, and  of  the  ever-increasing  value  of  their  by-products, 
including  tar,  coke,  and  ammoniacal  liquor.  Burners  have,  more- 
over, been  recently  devised  by  which  the  luminous  eflfect  for  a 
given  expenditure  of  gas  can  be  nearly  doubled  by  purely  me- 
chanical arrangements,  and  the  brilliancy  of  the  light  can  be 
greatly  improved. 

On  the  other  handi  electric  lighting  also  may  certainly  be 
cheapened  by  resorting,  to  a  greater  extent  than  has  been  assumed, 
to  arc  lighting,  which,  though  less  agreeable  than  the  incandescence 
(or  glow)  light  for  domestic  purposes,  can  be  produced  at  less  than 
half  the  cost,  and  deserves  on  that  account  the  preference  for 
street  lighting,  and  for  large  halls,  in  combination  with  incan- 
descence lights.  Lamps  by  incandescence  may  be  produced 
hereafter  at  a  lower  cost,  and  of  a  more  enduring  character. 

Considering  the  increasing  public  demand  for  improved  illumina* 
tion,  it  is  not  unreasonable  to  expect  that  the  introduction  of  the 
electric  light  to  the  full  extent  here  contemplated,  would  go  hand- 
in-hand  with  an  increasing  consumption  of  gas  for  illuminating 
and  for  heating  purposes,  and  the  neck-to-neck  competition  be- 
tween the  representatives  of  the  two  systems  of  illumination  which 
is  likely  to  ensue,  cannot  fail  to  improve  the  quality,  and  to  cheapen 
the  supply  of  both,  a  competition  which  the  consuming  public  can 
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afford  to  watch  with  complacent  sclf-satififaction.  Electricity  must 
win  the  day,  as  the  light  of  luxury ;  but  gas  will,  at  the  same 
time,  find  an  ever-increasing  application  for  the  more  hnmble 
purposes  of  diflftising  light. 

In  my  address  to  the  British  Association,  I  dwelt  upon  the 
capabilities  and  prospects  of  gas,  both  as  an  illuminant  and  as  a 
heating  agent,  and  I  do  not  think  that  I  was  over  sanguine  in 
predicting  for  this  combustible  a  future  exceeding  all  present 
anticipations. 

I  showed  that  if  supplied  specially  for  the  purpose,  it  would 
become  not  only  the  most  convenient,  but  by  far  the  cheapest 
form  of  fuel  that  can  be  delivered  to  our  towns.  Such  a  general 
supply  of  heating  separately  from  illuminating  gas,  by  collecting 
the  two  gases  into  separate  holders  during  the  process  of  distilla- 
tion, would  have  the  beneficial  effects — 

1st.  Of  giving  to  lighting  gas  a  higher  iUuminating  power. 

2nd.  Of  relieving  our  towns  of  their  most  objectionable  traffic, 
that  in  coal  and  ashes. 

8rd.  Of  effecting  the  perfect  cure  of  that  bugbear  of  our  winter 
existence — the  smoke  nuisance, 

4th.  Of  largely  increasing  the  production  of  those  valuable  by- 
products, tar,  coke,  and  ammonia,  the  annual  value  of  which 
already  exceeds  by  nearly  £3,000,000  that  of  the  coal  consumed 
in  the  gas  works. 

The  late  exhibitions  have  been  beneficial  in  arousing  public 
interest  in  favour  of  smoke  abatement,  and  it  is  satisfactory  to 
find  that  many  persons,  without  being  compelled  to  do  so,  are  now 
introducing  perfectly  smokeless  arrangements  for  their  domestic 
and  kitchen  fires. 

The  Society  of  Arts,  which  for  more  than  100  years  has  given 
its  attention  to  important  questions  regarding  public  health,  com- 
fort, and  instruction  would,  in  my  opinion,  be  the  proper  body  to 
examine  thoroughly  into  the  question  of  the  supply  and  economical 
apphcation  of  gas  and  electricity  for  the  purposes  of  lighting,  of 
power  production  and  of  heating.  They  would  thus  pave  the  way 
to  such  legislative  reform  as  may  be  necessary  to  facilitate  the 
introduction  of  a  rational  system. 

If  I  can  be  instrumental  in  engaging  the  interest  of  the  society 
in  these  important  questions,  especially  that  of  smoke  prevention. 
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I  shall  vacate  this  chair  next  year  with  the  pleasing  consciousness 
that  my  tenn  of  office  has  not  been  devoid  of  a  practical  result. 

Sir  Frederick  Bramwell,  F.R.S.,  said,  it  was  his  privilege,  as  late 
Chairman  of  the  Council,  to  move  a  hearty  vote  of  thanks  to  the 
present  Chairman  for  his  address.  The  society  might  be  congratu- 
lated on  this  occasion,  on  having  for  the  chairman  of  its  council  a 
gentleman  who,  of  all  others,  had  in  recent  years  applied  pure 
science  to  the  purposes  of  industry,  and  had  done  so  with  the  most 
marked  success.  Having  regard  to  what  the  society  was,  and  to  the 
objects  which  it  pursued,  a  gentleman  in  that  position  was  the  one 
who,  if  the  choice  were  always  open,  would  be  selected  for  the 
purpose  ;  but  such  persons  were  scarce,  and  very  difficult  to  catch; 
and  he  looked  upon  it  as  one  of  the  greatest  feats  of  the  council, 
over  which  he  had  had  the  honour  to  preside  last  year,  that  they 
had  caught  his  successor  and  had  placed  him  in  that  chair. 
Dr.  Siemens,  when  applied  to,  put  forward  the  feeble  excuse  that  he 
was  about  to  become  President  of  the  British  Association,  and  he  did 
not  see  therefore  how  he  could  be  Chairman  of  the  Society  of 
Arts.  The  council  replied  that  this  was  no  excuse  at  all ;  on  the 
contrary,  it  was  the  very  reason  why  they  wanted  him.  Then  he 
said,  as  he  had  said  that  evening,  that  he  should  be  pumped  out 
by  having  said  all  he  had  to  say  at  Southampton,  to  which  he 
(Sir  Frederick)  replied  that  it  would  take  not  only  Southampton, 
but  a  great  many  towns,  to  pump  Dr.  Siemens  dry ;  and  that  the 
Society  of  Arts  would  be  well  content  with  the  practical  residuum 
after  he  had  delivered  himself  of  pure  science.  He  was  sure  that 
the  meeting  would  feel  that  the  address  that  evening  justified  that 
answer,  and  justified  the  council  for  having  insisted  on  Dr. 
Siemens  becoming  their  chairman.  His  address  had  been  confined 
ahnost  exclusively  to  one  subject — one  of  many  of  which  he  was  a 
thorough  master — that  of  electric  lighting.  He  had  touched  upon 
a  variety  of  topics  in  connection  with  it,  but  the  address  was 
mainly  a  practical  one,  relating  to  that  which  so  many  wanted  to 
know — what  was  possible  to  be  done,  what  would  be  the  cost,  and 
what  would  be  the  result.  Everyone  must  have  been  pleased  with 
the  information  given.  Dr.  Siemens  had  himself  said  that  thei'e 
were  other  skilled  persons  who  entertained  different  views — ^views 
more  favourable  as  regards  area  of  districts  served  from  one 


382  THE  ADDRESSES,   LECTURES,   ETC.,    OF 

fitatioDy  and  as  regards  the  cost  of  electric  lighting.  They  all 
knew  that  he  was  not  one  to  set  himself  up  as  infallible,  and  that 
no  one  was  more  ready  to  acknowledge,  if  he  were  proved  to  be 
wrong,  that  someone  else  was  in  the  right,  and  that  things  were  better 
than  he  liad  thought.  But  even  supposing  Dr.  Siemens  were 
right,  and  that  it  was  not  possible  to  deal  with  larger  areas  than 
he  had  suggested,  or  at  less  cost,  yet  he  had  shown  that,  by  an 
outlay  of  capital  which  appeared  about  two  to  one  as  compared  to 
an  equal  amount  of  illumination  by  means  of  gas,  after  allowing 
5  per  cent,  on  this  double  capital,  and  depreciation  on  a  large 
portion  of  it — ^which  on  the  copper  conductors  and  matters  of 
that  kind  would  be  very  small  indeed — there  could  be  delivered  to 
the  consumer  the  incandescent  light,  at  a  price  of  228.  as  com- 
pared with  gas  at  29^.  All  who  had  studied  the  matter  would  say 
that  it  would  not  have  been  an  unfair  comparison  if  Dr.  Siemens 
had  taken  as  his  standard  not  gas-light,  but  the  light  of  luxury 
which  they  used  in  their  own  houses.  Many  of  them  would  not 
have  gas-light  in  their  sitting-rooms,  and  resorted  to  wax  candles 
or  lamps,  or  something  of  the  kind,  the  cost  of  which  was  con- 
siderably in  excess  of  what  he  had  mentioned.  He  was  quite 
certain,  therefore,  that  there  would  be  a  large  and  increasing 
demand,  on  the  part  of  persons  living  in  well-appointed  private 
houses,  for  a  light  free  from  the  various  objections  which  apper- 
tained to  lighting  by  gas,  good  as  that  undoubtedly  was,  compared 
with  anything  which  preceded  it.  However,  he  would  not  go 
further  into  details  which  led  him  away  from  the  true  subject 
before  the  meeting,  which  was  simply  to  pass  a  vote  of  thanks  to 
Dr.  Siemens.  He  was  sure  all  must  feel  it  was  a  happy  thing  for 
the  society  that  on  this,  its  128th  anniversary,  they  had  a  chair- 
man in  every  way  competent  to  guide  the  council  in  the  develop- 
ment of  the  objects  of  the  society,  viz.,  the  promotion  of  arts, 
manufectures,  and  commerce  in  this  country. 

Lord  Alfred  Churchill  begged  leave  to  second  most  heartily  the 
vote  of  thanks  which  had  been  so  ably  moved,  and  to  add  his 
testimony  to  what  Sir  Frederick  Bramwell  had  said,  as  to  their 
very  fortunate  position  in  being  able  to  secure  the  services  of 
Dr.  Siemens  for  the  current  year.  The  admirable  address  he  had 
given  them,  dealt  principally  with  electric  lighting ;  but  he  did 
not  think  there  was  anything  in  it  which  need  cause  those  inte- 
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rested  in  gas  companies  any  trepidation.  Gas  was  so  essential  for 
heating  and  cooking  purposes,  that  there  was  no  fear  of  its  falling 
into  disuse. 

The  motion  having  been  carried  unanimously, 

De.  Siemens  thanked  the  meeting  very  heartily  for  the  kind 
manner  in  which  the  address  had  been  received,  and  Sir  F.  Bram- 
well  and  Lord  A.  Churchill  for  the  way  in  which  they  had  spoken 
of  it.  He  had  endeavoured  to  trace  out  generally  the  conditions 
under  which  electricity  and  gas  could  be  most  advantageously  dis- 
tributed for  practical  purposes  at  the  present  time,  and  although 
he  quite  agreed  with  Sir  F.  Bramwell  that  conditions  might  arise 
which  would  alter  to  some  extent  the  principles  upon  which  he 
argued,  yet  there  were  principles  of  a  certain  class  which  were 
exceedingly  stubborn,  and  not  easily  moved  out  of  the  way.  You 
never  could  get  more  than  20^.  for  a  pound ;  and  if  one  saw 
statements  to  the  effect  that  for  a  given  expenditure  of  power 
more  light  could  be  produced  than  was  theoretically  represented 
in  luminous  energy,  one  had  a  right  to  doubt  such  statements. 
He  believed  the  true  progress  of  the  new  illuminant  would  be 
better  ensured  by  frankly  bringing  to  the  front  the  limits  and  the 
cost  within  which  certain  effects  could  be  produced,  and  this  he 
had  endeavoured  to  do.  The  room  that  evening  was  Ughted  from 
a  machine  driven  by  a  gas  engine,  and  this  would  account  for  any 
slight  variation  which  might  have  been  noticed  in  the  light.  Gas 
engines,  no  doubt,  would  have  a  great  future,  but  they  must  be 
materially  improved,  especially  in  regard  to  uniformity  of  action, 
before  they  could  be  used  for  the  purpose  of  electric  lighting  to 
the  extent  one  would  wish. 
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ADDRESS 

Delivered  at  the  dtsinbution  0/ Prizes  and  Ceri^cates  to  ths  Students 
of  the  City  and  Guilds  of  London  InstihUey  on  Thursday^ 
Uih  December,  1882, 

Bt  De.  C.  William  Siemens,  r.R  A 

Db.  Siemens  *  said  :  Ladies  and  gentlemen, — It  may  cause  sur- 
prise to  some  of  you  that  I  rise  here  to  address  you  instead  of  your 
Chairman  of  the  Committee,  who  sits  in  the  chair  at  my  right.  I 
believe  it  is  his  ordinary  duty  to  perform  this  important  o£Sce  of 
distributing  the  prizes,  but  for  some  reason,  which  he  did  not  fully 
explain  to  me,  he  required  me  to  officiate  on  this  occasion.  I  first 
remonstrated  that  if  he  did  not  wish  to  distribute  the  prizes,  there 
were  other  gentlemen,  more  prominently  connected  with  the  City 
and  Guilds  of  London  Institute  than  I  was,  who  ought  to  be  asked 
in  preference  to  myself.  However,  our  Chairman  of  Committee 
is  a  man  who  likes  to  have  his  own  way.  We  all  like  it,  but 
somehow  or  other  he  gets  it,  and  so  you  see  me  here.  I  may 
mention  that  I  feel  myself  at  home  here,  because  I  have  the 
honour  of  being  a  member  of  the  Goldsmiths'  Company,  and  as 
such  represent,  perhaps,  to  some  extent  your  hosts  on  this  occa- 
sion. However  that  may  be,  I  have  been  placed  in  this  position, 
and  am  expected,  I  find,  to  make  a  few  remarks  r^arding  the  City 
and  Guilds  Institute,  its  work  and  prospects. 

From  the  accounts  of  the  Council  which  have  been  read  to  you, 
you  have  gathered  that  the  Institution  is  now  in  a  very  prosperous 
condition  as  regards  the  number  of  educational  institutes  employed 
to  bring  up  prizemen  for  our  examination,  their  number  being  872. 
The  number  of  students  who  have  presented  themselves  is  nearly 
2000,  of  them  1222  have  been  found  worthy  of  prizes  or  certifi- 
cates, and  235  have  taken  prizes  in  honours.  (Applause.)  Now, 
the  distinction  that  is  made  of  prizes  in  honours  over  the  ordinary 
kind  consists  in  the  circumstance  that  they  afibrd  evidence  of 
efficiency  in  applied  science,  in  addition  to  practical  knowledge ; 

*  Ezoerpt  Annii&l  Report  of  the  City  and  Guilds  of  London  Institute  for  tho 
AdTancement  of  Technical  Education,  1883. 
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and  it  is  a  distinction  well  worthy  of  the  attention  of  all  students. 
It  is  not  sufficient  in  after  life  to  )>e  competent  to  perfonn  the 
routine  work  of  a  craft  or  calling.  Unless  you  comprehend  the 
scientific  principles  underlying  that  calling,  you  may  be  left  high 
and  dry  any  day,  in  consequence  of  an  invention  which  may 
entirely  change  the  mode  of  performing  the  operation  upon  which 
you  have  been  engaged  ;  but  whatever  you  have  acquired  in  scien- 
tific fundamental  knowledge  remains  a  useful  acquisition  for  life, 
as  a  foundation  upon  which  to  build  and  advance  in  any  new 
direction  connected  with  your  avocation  that  may  tuni  up.  There- 
fore, I  think  it  is  highly  commendable  that  the  Institute  makes  a 
broad  distinction  in  favour  of  those  who,  without  neglecting  prac- 
tical knowledge,  have  given  careful  attention  also  to  scientific 
principles. 

The  Institute,  in  appointing  examiners,  have  called  into  exist- 
ence a  number  of  educational  establishments  throughout  the 
country.  Some  of  them  have  received  monetary  aid  from  the 
Institute  where  such  aid  was  needed  ;  but  all  of  them  received 
very  powerful  aid  in  an  indirect  way,  by  the  prizes  that  are  given 
to  the  teachers  of  those  institutes  for  successful  candidates  at  these 
examinations.  You  may  say  that  this  is  a  sort  of  Chinese  way  of 
rewarding  teachers.  When  in  China  a  man  distinguishes  himself, 
his  father  receives  high  honours  instead  of  himself.  But  whether 
Chinese  or  not,  it  has  the  excellent  efiect  of  stimulating  the  teacher 
to  do  his  very  best  to  bring  on  the  young  students. 

In  addition  to  the  important  function  of  the  City  and  Guilds 
Institute  of  conducting  these  examinations,  three  large  schools  are 
now  in  course  of  formation  under  their  immediate  auspices  and 
control  The  one  in  this  immediate  neighbourhood,  the  Finsbury 
College,  I  had  an  opportunity  of  viewing  the  other  day.  The 
building  is  in  a  very  advanced  condition,  and  we  are  told  that  in 
a  few  months  it  will  be  fully  occupied.  I  think  nothing  could 
be  more  striking  and  more  complete  than  the  arrangements  for 
teaching  Physical  Science  and  Chemistry  at  that  Institution. 
The  lecture  room,  the  laboratories,  especially  the  large  chemical 
laboratory,  are  the  most  perfect  things  that  I  have  seen.  I 
dmost  regret  that  I  have  been  bom  too  soon,  that  I  am,  instead 
of  being  at  the  beginning,  near  the  end  of  my  career,  because  if  I 
carry  my  thoughts  back  to  the  laboratory  connected  with  the 
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school  where  I  received  my  instruction  in  physical  and  chemical 
science,  one  would  almost  think  it  impossible  that  anything  could 
have  been  eflSciently  taught  there.  Now,  the  artizan  and  the 
apprentice  of  the  neighbourhood  may  have  the  benefit  of  lectures 
and  of  a  laboratory  such  as  any  scientist  may  be  proud  of,  and 
I  hope  that  these  young  men  will  come  forward  to  use  these 
great  privileges  freely.  It  is  one  thing  to  have  an  inkling  of 
the  laws  of  Nature,  such  as  may  be  got  by  listening  to  popular 
lectures,  and  quite  another  thing  to  make  them  as  it  were  a  part 
of  yourself,  and  this  intimate  and  useful  knowledge  of  science  is 
best  acquired  in  handling  the  apparatus  and  eliciting  results  by 
actual  experiment.  In  this  College  there  will  be  regular  courses 
of  lectures  during  the  daytime,  but  what  I  look  upon  with  parti- 
cular interest  are  the  evening  classes,  in  which  instruction  will  be 
given  to  any  person  of  either  sex,  but  which  I  hope  will  be  used 
especially  by  apprentices.  Young  men  who  have  not  received  a 
scientific  education,  to  begin  with,  will  there  find  the  means  of 
studying  the  science  allied  to  their  business,  and  if  they  will  only 
take  advantage  of  this  opportunity,  they  may  rise  to  a  considerable 
position  in  their  particular  calling,  wliich  is,  of  course,  the  object 
every  young  man  should  have  in  view. 

Another  and  important  object  of  the  Institute  comprises  the 
erection  of  a  central  College  at  South  Kensington,  where  Science 
of  a  higher  class  in  its  applications  will  be  taught  to  advanced 
students.  I  hope  that  this  Institute  will  not  be  a  mere  Ecole 
Centrale,  such  as  we  find  in  France,  or  a  mere  PolyUchniscM 
Schule,  such  as  we  find  in  Germany.  These  schools  are  very 
efficient  in  a  certain  way ;  but,  after  all,  you  cannot  learn  the 
business  of  a  trade  in  a  school.  You  must  go  into  the  workshop* 
One  thing  in  which  this  Institute  will  be  of  great  importance  is 
the  formation  of  teachers  of  Technical  Science.  These  have  to  be 
exceedingly  well  instructed  in  Science  generally  ;  they  have  more- 
over to  study  special  science  as  applied  to  particular  crafts,  and 
they  have  to  know  sufficient  of  the  craft  itself  to  explain  the  con- 
nection of  that  science  and  that  craft  to  the  young.  If  the  Central 
Institute  accomplishes  this,  a  great  want  vnU  be  met. 

To  speak  here  freely,  I  must  say  that  I  missed  something  in 
going  over  the  Finsbury  Institute.  Physical  Science  and  Chemistry 
are  extremely  well  represented,  but  Mechanical  Science  only  indif- 
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ferentlj.  The  apparatus  which  I  saw  is  not  nearly  sufficient,  and 
the  rooms  for  Mechanical  Drawing,  especially,  leave  much  to  be 
desired.  I  saw  no  accommodation  for  teaching  the  most  important 
items  in  every  education,  that  is,  Art  and  Literature.  I  hope  these 
branches  of  knowledge  will  not  be  neglected,  because  a  man  who  is 
brought  up  only  to  understand  his  particular  crafb  or  business  has 
a  very  limited  understanding  of  even  that  particular  business.  He 
must  be  able  to  rise  into  other  regions  occasionally,  in  order  that 
he  may  get  a  bird's-eye  view  of  the  matter  that  interests  him  daily, 
and  a  wider  view  of  life  and  its  purposes  generally.  I  have  no 
doubt  this  want  will  be  supplied,  either  by  the  erection  of  an  addi- 
tional building,  or  by  re-arrangements  mthin  the  present  one. 

How  much  interest  there  is  evinced  throughout  the  country  in 
favour  of  this  Institute  and  its  doings  may  be  best  gathered  per- 
iaps  from  the  Report  of  the  Royal  Commission  that  was  appointed  to 
.examine  into  Technical  Education  in  all  European  countries  and 
in  America,  which  report  is  very  favourable  to  the  doings  of  the 
Institute ;  and  it  may  be  also  gathered  from  the  fact  that  last 
week  only,  the  President  of  the  Royal  Society,  in  addressing  that 
representative  body  of  pure  science,  devoted  two  pages  and  a-half 
to  Technical  Education,  with  particular  reference  to  the  doings  of 
the  City  and  Guilds  Institute.  These,  I  think,  are  proofe  of  the 
interest  which  the  highest  and  best  in  the  land  take  in  your  pro- 
gress ;  and  with  the  eyes  of  all  the  country  upon  you,  I  doubt  not 
that  you  will  be  all  the  more  ready  to  satisfy  the  just  expectations 
that  are  entertained. 

I  have  already  said  that  what  I  look  upon  with  the  greatest 
interest  with  reference  to  the  City  and  Guilds  Institute  is  the 
facility  which  it  offers  for  the  apprentice  to  acquire  scientific 
knowledge.  In  this  respect  the  Institute  reminds  me  of  the 
ancient  Trade  Guilds  ;  and  it  is  curious  that  the  Guilds  of  London 
have  now  introduced  a  system  by  which  the  trades  which  they 
severally  represent  will  be  raised  and  ennobled  in  every  way. 
(Hear,  hear.)  The  Trades  Guilds  of  this  country  were  powerful 
bodies  in  the  middle  ages  in  London,  Bristol,  Coventry,  and 
several  other  cities,  but  there  was  no  connection  between  the 
Guilds  of  one  city  and  those  of  another.  The  great  political 
friction  and  contention  that  was  going  on  in  those  days  was  per- 
haps necessary  for  settling  the  foundation  of  that  superstructure  of 
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political  freedom  and  advancement,  upon  which  the  throne  of 
Queen  Victoria  is  at  present  safely  placed  ;  but  it  left  the  Guilds  a 
less  important  part  than  that  which  they  took  in  other  countries, 
and  especially  in  Germany.     In  Germany,  the  Guilds,  which  were 
established  in  the  11th  century,  endured  throughout  the  changes 
of  centuries  till  the  year  1869,  when  they  were  finally  abolished. 
I,  when  a  boy  at  school,  was  living  under  the  full  vigour  of  the 
old  Guild  system  at  the  free  city  of  Lubcck.    There,  in  going 
through  the  streets,  you  saw  Carpenters'  Arms,  Tailors'  Arms, 
Goldsmiths'  Arms  and  Blacksmitlis'  Arms.    These  were  lodging 
houses  where  every  jounicyman  belonging  to  that  trade  or  craft 
had  to  stop  if  he  came  into  the  town.     In  commencing  his  career, 
he  had  to  be  bound  as  an  apprentice  for  three  or  four  years,  and 
the  master,  on  taking  an  apprentice,  had  to  enter  into  an  engage- 
ment to  teach  him  the  art  and  mystery,  which  means  the  science, 
of  his  trade,  and  also  look  to  his  moral  welfare  in  every  way. 
Before  the  young  man  could  leave  his  state  of  apprenticeship  he 
had  to  pass  a  certain  examination  ;  he  had  to  produce  his  Ge%el\en^ 
stuck,  and  if  that  was  found  satisfactory,  he  was  pronounced  a 
journeyman.     He  had  then  to  travel  for  four  years,  from  place  to 
place,  not  being  allowed  to  remain  for  longer  than  four  months 
under  any  one  master,  but  he  had  to  go  from  city  to  city  and  thus 
pick  up  knowledge  in  the  best  way  that  could  have  been  devised 
in  those  days.    Then,  after  he  had  completed  his  time  of  travel, 
on  coming  back  to  his  native  city,  he  could  not  settle  as  a  master 
to  his  trade  until  he  hjid  produced  his  Meister'Siikh,      These 
master-pieces  in  the  trade  were  frequently  works  of  art  in  every 
sense  of  the  word.     They  were,  in  blacksmithy,  for  instance,  the 
most  splendid  pieces  of  armoury  ;  in  ever}'  trade,  and  in  clocks 
above  all  others,  great  skill  was  displayed  in  their  production. 
These  were  examined  by  the  Guild  Masters'  Committee,  and  upon 
approval  were  exposed  at  the  Arms  of  the  Trade  for  a  certain  time 
after  which  the  journeyman  was  pronounced  a  master ;  he  was 
then   allowed  to  marry,   provided  he  had  made  choice    of   a 
young  woman  of  unimpeachable  character.    These  rules  would 
hardly  suit  the  taste  of  the  present  day,  but  still  there  was  a 
great  deal  of  good  in  those  old  Guild  practices.    The  result  you 
can  see,  for  instance,  on  going  into  Uie  old  Trade  Museum  of 
Nuremberg,  where  you  find  the  skill  of   the  blacksmith,  the 
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Weaver,  and  every  other  tradesman,  represented  in  most  exquisite 
pieces  of  work.  These  Guild  Associations  were  not  Trades  Unions 
in  the  modem  sense.  They  were  not  combinations  to  raise  prices 
or  regulate  wages ;  all  that  was  left  to  its  natural  course.  But 
they  were  very  antagonistic  to  what  has  been  called  "  shoddyism." 
Any  master  who  was  found  selling  wares  proved  to  be  of  a  kind 
inferior  to  what  they  were  represented  to  be,  or  who  took  an  old 
article  and  brushed  it  up  to  make  it  appear  new  and  sold  it  as  such, 
was  liable  to  be  expelled  from  the  Guild. 

It  would  be  well  if  a  little  of  the  supervision  then  in  force 
could,  in  another  form,  be  still  applied.  But  I  do  not  know 
whether  we  are  not  actually  in  the  way  of  accomplishing  this 
result.  Give  a  young  man  a  love  of  his  craft  or  calling,  and 
you  have  almost  gained  the  victory  as  regards  his  future.  A 
man  who  is  really  proud  of  his  calling,  who  understands  the 
principles  upon  which  he  is  working,  who  knows  that  he  can 
produce  an  article  equal  to  or  better  than  any  that  can  be 
brought  against  him,  would  never  stoop  to  produce  an  inferior 
one  ;  he  would  rather  stand  aloof.  If  the  method  were  prac- 
tised of  first  cultivating  the  taste  of  a  young  man  in  the  science 
that  underlies  his  calling,  and  then  giving  him  sound  instruction 
in  the  application  of  that  calling,  I  believe  that,  with  good  moral 
training  to  start  with,  he  would  never  join  a  trades  union  with  no 
higher  aim  than  tenpence  an  hour  as  the  ultimate  object  in  life. 
Such  men  remind  one  of  the  ants,  which  seem  to  be  moving  about, 
carrying  things  to  and  fro,  without  having  apparently  any  definite 
purpose  in  view.  Perhaps  if  Sir  John  Lubbock  was  here,  he  could 
tell  us  whether  those  ants  which  brought  up  food  or  constructing 
material  to  the  nest,  share  alike  with  those  which  merely  run  about 
like  busybodies  accomplishing  nothing  ;  if  so,  they  are  real  trade 
unionists  in  the  modem  sense. 

I  hope  that,  through  the  dissemination  of  practical  science,  a 
higher  spirit  will  take  possession  of  the  artizan  ;  that  he  will 
work  with  the  object  of  attaining  higher  results,  instead  of  only 
discussing  with  his  employers  questions  of  rates  of  wages ; 
where  rightly  interpreted,  the  interests  of  the  two  are  absolutely 
identical.  Another  habit  which  I  wish  to  see  brought  out 
through  this  education  is  that  of  seeing.  We  all  have,  I  hope, 
eyes,  and  we  imagine  we  see  ;  and  yet  very  few  people,  indeed,  can 
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sec  properly  or  infelligentlj.  If  a  man  has  seen  an  engine,  and 
you  ask,  "  What  was  the  construction  of  the  engine  ?  "  you  may  get 
the  reply,  "  Oh,  there  was  a  wheel  and  cylinder  and  other  working 
parts."  **  But  ^vas  it  a  high  pressure  or  a  condensing  engine  ? 
Wliat  was  the  governor  employed  ?  Were  all  the  working  parts 
strong  enough  to  do  their  work,  according  to  the  best  of  your 
judgment  on  the  subject  ?  *'  You  might  ask  such  questions,  but 
very  few,  after  seeing  the  engine,  would  be  able  to  give  you  satis- 
factory replies.  Those  who  have  noticed  these  particulars  have 
taken  a  sort  of  visual  photograph  of  the  engine ;  but  if  they 
have  not  seen  the  machine  with  their  mind's  eye,  they  have  not  im- 
proved their  knowledge  of  it,  but  have  remained,  as  regards  their 
knowledge  of  it,  exactly  where  they  were.  It  is  by  education  only 
that  the  art  of  seeing  with  profit  can  be  developed  ;  and  whenever 
it  is  cultivated  in  a  person,  the  education  of  that  person  will  pro- 
ceed at  a  very  much  more  rapid  rate. 

What  we  want  is  to  instil  in  the  young  man  a  love  of  his  art  or 
calling,  to  amount,  if  possible,  to  enthusiasm.  Enthusiasm  is  akin 
to  genius,  which  has  been  defined  "  as  the  power  to  bestow  in- 
finite pains  upon  details."  Now,  I  don't  mean  to  say  that  every 
one  of  you,  by  giving  this  attention  to  detail  could  become  a  Watt, 
a  Stephenson  or  a  Bninel ;  there  is  something  more  than  that 
required  to  produce  such  a  result ;  it  would  indeed  be  unfortunate 
if  you  were  all  to  become  men  of  that  high  stamp,  for  in  that  case 
there  would  be  nobody  remaining  to  do  the  ordinary  work  of  life. 
But  I  do  say  that  we  may  all  step  in  that  direction,  and  that  there 
is  not  one  young  person  in  this  room  who  has  not  got  it  in  his 
power  to  gain  for  himself  a  respectable  and  an  honourable  position 
in  his  particular  calling. 

Those  are  the  remarks  which  I  wish  to  address  to  our  young 
friends  who  have  received  such  fine  encouragement  in  the  form  of 
prizes  and  testimonials,  and  I  hope  that  encouragement  will  serve 
to  increase  their  ardour  in  order  to  gain  additional  prizes  during 
the  time  of  their  schooling,  and  more  substantial  ones  to  follow,  as 
a  matter  of  course,  in  after  life.    (Applause.) 
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THE    ELECTRICAL    TRANSMISSION    AND    STORAGE 

OF    POWER. 

A  Lecture  delivered  on  the  Ibth  March,  1883,  leing  (me  of  the  series 
of  lectures  delivered  at  the  Institution  of  Civil  Engineers, 
Session  1882-8, 

By  C.  Wn.LiAM  Siemens,  F.R.S.,  M.  Inst.  C.E. 

Mr.  President,  Colleagues,  and  Gentlemen, — If  I  interpret 
rightly  the  intention  of  your  Council,  it  was  not  that  these  lec- 
tures should  be  what  may  be  called  popular  lectures,  or  appeals  to 
mere  amateurs  interested  in  the  subject ;  nor  do  I  understand  that 
it  was  their  intention  that  they  should  be  strictly  scientific  lectures, 
such  as  would  deal  with  ultimate  laws,  and  formulae,  or  such  other 
information  as  might  be  found  in  text-books  ;  but  I  presume  the 
intention  was  that  those  members  of  your  body  who  have  given 
thought  and  study,  and  also  attained  experience  in  particular 
branches  of  engineering,  should  conmiunicate  their  knowledge  to 
their  colleagues,  having  regard  particularly  to  the  younger  mem- 
bers of  the  profession. 

The  general  subject  that  has  been  selected  for  the  present  session 
is  Electricity — the  most  subtle  of  the  forces  of  nature  which  it  is 
the  business  of  the  Civil  Engineer,  according  to  the  terms  of  our 
Charter,  to  direct.  The  two  lectures  preceding  this  have  been 
devoted  to  the  action  of  electricity  when  it  is  a  swift  agent,  carry- 
ing our  thoughts  to  distances  only  limited  by  geographical  bounds. 
The  first  lecture,  by  Mr.  Preece,  dealt  with  telegraphy  ;  the  second, 
by  Sir  Frederick  Bramwell,  was  upon  that  branch  of  telegraphy 
(for  so  I  must  call  it) — telephony,  which  accomplishes  the  won- 
derful feat  of  communicating  speech  to  reasonable  distances.  In 
both  cases  the  receiving  instrument  is  of  the  most  delicate  nature 
that  the  ingenuity  of  engineers  has  been  able  to  contrive  for  re- 
cording the  small  efforts  of  energy  flowing  through  the  wire. 
The  task  that  has  been  assigned  to  me  is  to  introduce  electricity 
to  yon,  still  as  a  precise  and  swift  agent,  but  as  one  that  can  more- 
over accomplish  quantitatiye  effects,  rivalling  those  produced  by 
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our  steam-engines,  by  our  hydraulic  accumulators,  and  by  com- 
pressed air.  It  is  with  reference  to  electricity  in  this  form  that  1 
propose  to  put  certain  experiments  and  explanations  before  you. 

Electricity,  as  you  know,  is  the  youngest  form  of  energy  with 
which  we  are  practically  acquainted.  Although  the  only  available 
source  of  that  energy  was  until  lately  the  galvanic  battery,  attempts 
were  made  from  the  days  of  Volta,  at  the  beginning  of  the  present 
century,  to  apply  that  force  for  the  obtaining  and  transmitting  of 
power.  A  very  little  consideration  will  convince  us  that  all  those 
efforts  must  necessarily  have  been  futile.  A  pound  of  zinc  is  pro- 
duced by  the  combustion  of  from  15  to  20  pounds  of  coal,  and 
while  a  pound  of  coal  in  burning  gives  out  12,000  heat-units,  a 
pound  of  zinc  in  burning  gives  only  2,340.  Thus  zinc  gives  in 
burning  only  one-fifth  of  the  effect  in  energy  that  coal  does,  and 
taking  the  cost  of  zinc  at  50  times  that  of  coal,  it  follows  that  the 
cost  of  energy,  in  the  case  of  a  galvanic  battery,  is,  roughly  speak- 
ing, 250  times  greater  than  in  a  steam-boiler.  Thus  handicapped, 
it  was  not  likely  that  electricity  could  be  made  available  for  pro- 
ducing powerful  effects,  although  tiie  attempts  that  were  made — 
in  ignorance  of  the  laws  of  nature  governing  the  force  of  electri- 
city— were  numerous. 

Before  entering  upon  the  most  essential  part  of  my  subject,  I 
must  mention  an  invention  or  discovery  of  Seebeck  in  1822 — that 
of  the  thermo-battery.  I  have  here  a  thermo-battery  in  which 
the  heating  agent  is  gas,  which  we  will  iiave  lighted,  and  you 
will  see  that  from  it  i)rocccds  a  current,  exceedingly  weak,  yet  a 
current  which  owes  its  origin  entirely  to  heat ;  and  by  it  we  can 
effect  transmutation,  so  to  speak,  of  heat  energy  into  electrical 
energy,  without  any  intennediate  mechanism  or  contrivance. 
If  alternate  strips  of  metal,  of  different  positions  in  the  thermo- 
electrical  scale,  such  as  bismuth  and  antimony,  are  joined  at  the 
ends  into  couples,  and  one  point  of  juncture  is  heated,  while  the 
next  is  kept  cool,  a  current  is  set  up,  flowing  from  the  hot  to  the 
cold  jmicture,  and  the  moving  power  of  the  current  thus  produced 
is  proportionate  to  the  difference  of  temperature  between  the  hot 
juncture  and  the  cold,  and  to  the  relative  positions  of  the  two 
metals  in  the  thermo-electric  scale.  If  this  transformation  could 
be  effected  without  loss,  we  might  hope  that  the  thermo-battery 
would  be  the  ultimate  and  most  perfect  polution  of  the  problem  ot 
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developing  electric  energy  out  of  heat.  Sir  William  Armstrong, 
in  his  inaugural  address  at  York  in  1881,  as  President  of  the 
Mechanical  Section  of  the  British  Association,  drew  particular 
attention  to  the  thermo-battery,  as  one  of  the  most  hopefiil  sources 
of  ultimate  electrical  effect,  and  physical  experimentalists  should 
never  lose  sight  of  this  interesting  problem.  Yet  the  thermo- 
battery  has  one  di'awback,  in  common  with  the  steam-engine  or 
any  thermo-motor — that  is,  it  is  dependent,  not  only  on  the  first 
law  of  thermo-dynamics,  according  to  which  heat  is  changed 
entirely  into  its  equivalent  of  electricity,  but  also  on  the  second 
law,  which  says  that  whenever  such  conversion  of  heat  takes  place, 
a  certain  amount  of  heat  must  descend  from  a  point  of  high- 
potential  to  a  point  of  low-potential.  It  is  thus  that  our  best 
steam-engines  give  in  mechanical  force  only  about  one-seventh  of 
the  theoretical  equivalent  of  the  heat-energy  ;  and  it  is  owing  to 
this  second  law  of  thermo-dynamics  that  there  must  be  necessarily 
a  loss  of  heat,  by  conduction  in  the  metal  strips  themselves,  which 
conducted  heat  must  be  abstracted  at  the  cooled  extremities  all 
round,  in  order  to  keep  up  the  extremes  of  temperature  upon 
ivhich  the  action  of  the  thermo-battery  depends.  We  will  now 
see  whether  we  can  produce  a  visible  effect  by  the  current  on  the 
electro-dynamometer,  an  instrument  the  nature  of  which  I  shall 
have  occasion  to  describe  hereafter.  The  action  is  not  great,  but 
you  see  that  there  is  a  very  decided  deflection  to  this  side  of  about 
5  degrees.  The  battery  has  not  been  on  long,  or  it  would  probably 
amount  to  10  degrees.  From  measurements  which  I  have  only 
lately  made  at  leisure,  I  find  that  it  would  require  one  thousand 
eight  hundred  single  pairs  of  these  strips  to  produce  a  potential 
sufficient  to  work  an  incandescent  electric  light,  showing  how  very 
slight  the  current  reaUy  is. 

I  now  approach  a  subject  in  our  lecture  which  is  of  the  greatest 
importance.  I  have  here  the  original  magnet,  and  the  original 
coil,  which  Faraday  used  in  the  year  1831 — fifty-two  years  ago — 
to  develop  the  first  induction  spark.  In  1826,  or  1827,  he  had 
already  conceived  the  idea  that  when  an  armature  was  removed 
forcibly  from  a  permanent  magnet,  the  expenditure  of  force  should 
give  rise  to  a  current  in  the  wire  surrounding  the  armature  ;  but 
it  took  him  thi'ee  or  four  years  to  develop  the  idea.  When  Para- 
day  saw  the  spark,  and  was  able  to  show  it  to  the  members  of  the 
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Royal  Institution,  it  was  a  red-letter  day  in  his  ezistenoey  and  h6 
even  then  thought  that  it  would  be  a  point  of  departure  of  some 
importance,  because  he  said  on  that  occasion :  ''Although  this  qwurk 
is  very  small,  so  that  you  can  hardly  perceive  it,  others  will  follow 
who  will  make  this  power  available  for  very  important  purposes." 
Now  that  the  light  is  lowered,  I  will  draw  your  attention  to  the 
point  of  the  wire  touching  this  little  disk  or  pan,  and  you  will 
distinctly  observe  the  spark  when  I  break  the  connection.  This 
magnet  is  the  very  steel  magnet  which  Faraday  used,  and  at  that 
time  it  was  quite  a  giant  amongst  magnets. 

Faraday  next  turned  his  attention  to  magneto-electricity,  and 
to  what  was  called  by  him  the  magnetic  field.  I  have  here  a 
horse-shoe  electro-magnet,  with  its  two  stems  surrounded  by  coils 
of  wire.  If  a  current  is  passed  through  the  coils,  these  extensions 
become  magnetic  poles,  and  if  I  lay  a  piece  of  cardboard  upon 
them,  and  spread  over  it  some  iron  filings,  you  will  observe  that, 
under  the  influence  of  the  electric  current,  they  distribute  them- 
selves in  a  very  peculiar  way.  Most  of  the  iron  filings  yon  see 
have  massed  upon  two  spots,  exactly  corresponding  to  the  two 
poles  ;  and  all  round  these  spots,  lines  which  are  called  the  lines 
of  magnetic  force  are  shown  by  the  iron  filings.  It  is,  of  course, 
difficult,  in  an  experiment  of  this  sort,  to  show  the  action  as  com- 
pletely as  one  can  in  a  laboratory ;  I  have  accordingly  brought 
some  photographed  cards,  which  are  certainly  very  instructive.  In 
these  the  result  of  the  attraction  of  the  poles,  the  outflowing  lineSi 
as  it  were,  of  force  from  the  magnet  running  in  aU  directions,  are 
well  depicted.  In  the  one  that  has  been  reproduced,  in  Fig.  1, 
Plate  8,  the  two  half -circles,  intensely  white,  are  the  magnetic 
fields  of  a  dynamo-machine  such  as  you  see  before  you,  and  the 
diagram  enables  us  to  trace  the  intensity  and  direction  of  the 
magnetic  action  in  every  part  of  the  machine. 

Now  if  a  wire  forming  a  closed  circuit  was  taken  across  these 
lines  of  force,  although  passing  only  through  air  (indeed  it  might 
be  passing  through  a  vacuum),  it  would  encounter  resistance  due 
to  the  magnetism,  and  this  resistance  manifests  itself  as  a  current 
of  electricity  passing  through  the  wire.  I  shall  endeavour  to 
make  the  experiment  in  such  a  way  as  to  render  this  action 
visible  to  you.  I  have  here  my  magnetic  field,  that  is  to  say,  two 
polar  sur&oes  opposed  to  one  another,  and  a  framework  wound  six 
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times  round  and  round  with  wire  ;  a  single  wind  would  do,  but  by 
winding  six  times  I  repeat  the  action  which  would  take  place  upon 
the  one  wire  sixfold,  and  this  action  I  expect  will  be  manifested 
upon  a  galvanometer-needle  with  which  this  jframe  is  connected.  I 
can  move  the  frame  about  away  from  the  magnetic  field  and  no 
action  is  produced  on  the  needle,  but  when  I  move  the  wires  into 
the  magnetic  field,  there  is  an  action  in  one  direction,  and  when  I 
move  it  out  again  there  is  an  action  in  the  contrary  direction. 
The  current  produced  in  this  wire  is  exactly  proportionate  to  the 
amount  of  force  which  I  exerted,  and  this  again  is  proportionate 
to  the  rapidity  of  the  motion  and  to  the  intensity  of  the  magnetic 
field.  If  the  two  poles  are  set  very  close  together,  and  if  the 
current  exciting  the  electro-magnet  is  great,  the  current  produced 
in  the  induction  wires  will  be  great  also.  Again,  if  I  move  the 
wires  through  the  magnetic  field  with  great  velocity  I  encounter 
greater  resistance,  and  I  shall  obtain  a  still  greater  result.  In  fine 
the  mechanical  power  expended  in  passing  the  wires  through 
the  magnetic  field,  is  converted  at  once  into  electric  power  or 
current. 

When  the  magneto-current  had  been  scientifically  proved,  it  was 
soon  taken  advantage  of  in  the  construction  of  the  machines  of 
Pixii,  of  Holmes,  and  of  the  Alliance  Company,  which  latter 
machines  were  made  successful  at  a  very  early  date  in  lighting 
some  of  the  coasts  of  France,  and  also  of  this  country.  Steel 
magnets  were  employed,  between  the  poles  of  which  armatures 
furnished  with  coils  of  insulated  wire  were  made  to  rotate,  when 
by  the  inductive  action  thus  produced,  alternating  currents  were 
set  up  in  the  coils,  and  conveyed  to  the  electric  lamp  without  being 
changed  into  a  continuous  current  by  means  of  a  commutator. 

The  next  advance  upon  Faraday's  original  conception  was  an 
armature  by  which  the  inductive  action  can  be  multiplied  con- 
siderably. In  the  Faraday  instrument  the  armature  was  separated 
from  the  magnet  by  lifting  it  away  from  it.  In  this,  which  is 
generally  known  as  the  (Werner)  Siemens  armature,  the  coil  is 
put  upon  an  H  piece  of  iron,  and  made  to  rotate  in  a  magnetic 
field.  There  are  in  the  magneto-machine  placed  on  the  table 
steel  magnets  superposed  one  above  the  other,  and  between  the 
poles  of  these  magnets  such  an  armature  is  made  to  rotate  with 
considerable  velocity.    You  will  easily  perceive  that  each  time  the 
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iron  head  of  the  armature  is  separated  from  the  line  of  poles  of  the 
permanent  magnets,  i.e,,  each  time  it  makes  a  half-revolution,  there 
is  a  severance  due  to  each  of  these  magnets.  Therefore  if  there 
arc  eight  bars,  we  have  on  the  one  side  of  the  electro-magnet  the 
joint  efiect  of  eight  severances,  and  on  the  other  side  a  similar 
amount  of  effect.  So  that  for  each  half-revolution  we  get  the 
result  of  sixteen  such  sparks  as  that  shown  in  Faraday's  experiment, 
and  if  this  can  be  repeated  at  a  veiy  rapid  rate  we  may  get  sixteen 
sparks  perhaps  ten  times  in  a  second.  We  will  now  connect  the 
current,  not  vrith  the  dynamometer,  because  it  would  not  be  so  suit- 
able, but  with  one  of  these  instruments  which  are  generally  used 
for  exploding  mines,  and  I  will,  with  your  permission,  explode  a 
mine.  Instead  of  one  we  might  have  ten  or  twelve  mine-exploders 
in  a  series.  You  observe  a  very  powerful  instantaneous  current 
resulting  from  the  action  of  the  machine. 

A  further  step  in  the  development  of  magneto-machines  was 
furnished  by  Mr.  Wilde  of  Manchester,  by  substituting  for  the 
steel  magnets  electro-magnets  excited  by  the  current  from  a  sepa- 
rate magneto-machine  furnished  with  the  Siemens  armature.  By 
this  arrangement  Mr.  Wilde  was  able  to  realise  much  more  powerful 
effects  than  could  have  been  obtained  pre\iously. 

Another  form  in  which  the  Faraday  or  induced  current  manifests 
itself  is  in  an  induction  coil,  and  this  also  represents  an  essential 
action  which  we  should  realise  before  going  any  further.  In  an 
induction  coil  one  spiral  of  insulated  wire  is  put  within  another, 
both  upon  an  iron  centre.  When  a  bar  of  iron  is  surrounded,  as 
in  this  instance,  with  wire,  through  which  a  current  is  passed,  the 
bar  becomes  a  magnet ;  and  if  outside  the  wire  of  the  primary 
coil,  as  it  is  called,  fine  wire  is  wound,  a  current  is  induced  in  the 
secondary  coil  which  is  of  high  potential,  or  tension,  according  to 
the  number  of  turns  which  the  wire  makes  round  and  round  the 
bar  ;  therefore  if  a  current  of  very  high  potential  is  wanted,  very 
thin  wire  has  to  be  taken  and  coiled  round  a  great  number  of 
times,  whereas  if  a  current  of  lari^er  quantity  and  small  potential 
is  recjuircd,  a  thicker  wire  has  to  be  used,  having  only  a  small 
number  of  turas.  If  I  were  to  take  a  thick  wire  and  make 
the  same  number  of  turns,  the  outer  convolutions  would  be  too  fiu: 
away  from  the  magnet  to  produce  energetic  action  ;  I  am  there- 
fore limited  by  the  space  at  my  disposal  round  this  bar  of  iron  in 
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the  amount  of  eflTect  either  in  quantity  or  in  potential  which  I  can 
command.  I  will  now  ask  Mr.  Nebel  to  connect  this  wire,  and  you 
will  see  that  we  have  here  between  these  points  such  a  potential 
that  a  spark  similar  to  a  lightning  discharge  takes  place  across 
the  gap,  about  an  inch  long,  between  them.  This  represents, 
electrically  speaking,  a  very  high  potential  —  probably  80,000 
volts. 

The  machines  which  we  have  so  far  considered  depend  for  their 
action  upon  the  severance  of  an  armature  from  a  permanent 
magnet.    In  the  year  1865  another  principle  of  action  saw  the 
light  of  day.    It  was  first  communicated  by  my  brother,  Werner 
Siemens,  to  the  Berlin  Academy ;  it  was  also  communicated  by 
myself  to  the  Royal  Society  three  weeks  later,  and  when  my  Paper 
was  read  Professor  Wheatstone  brought  the  same  idea  forward. 
The  principle  consists  in  this,  that  when  the  current  produced  by 
the  severance  of  an  armature  surrounded  by  conducting  wire  from 
the  poles  of  an  electro-magnet,  is  sent  through  the  coils  of  the 
very  magnet  that  produces  the  magnetism,  a  kind  of  regenerator 
action  is  set  up.    There  must  be  a  magnetic  field  to  commence 
the  action,  and  in  our  first  experiments,  this  initial  amount  of 
magnetism  was  produced  by  means  of  a  small  battery  connected 
with  a  separate  coil  on  the  electro-magnets ;   we!^  soon  found, 
however,  that  no  such  initial  excitement  was  necessary,  but  that 
terrestrial  magnetism  sufficed  to  induce  in  the  bars  of  the  electro- 
magnets a  magnetic  action  sufficient  to  cause  a  slight  current  in 
the  coils  of  the  rotary  armature,  which,  in  passing  through  the 
coils  of  the  field  magnets,  increased  their  magnetic  tendency  ;  the 
result  was  an  increased  inductive  action,  and  an  increased  induced 
current ;   this  again,  in  passing  through  the  coils  of  the  field 
magnets,  further  increased  the  magnetic  intensity,  giving  rise  to 
increased  inductive  action,  and  to  a  current  of  increased  intensity. 
The  accumulative  action  thus  set  up  is  limited,  however,  by  the 
point  of  magnetic  saturation  of  which  a  bar  of  iron  is  capable. 
Up  to  that  point  the  resistance  of  the  rotary  armature  rapidly 
increases,  thus  causing  a  direct  conversion  of  mechanical  into 
electrical  energy.    This  is  the  principle  upon  which  dynamo- 
machines  are  now  generally  conceived,  and  it  gives  us  a  power 
of  increase  which  Faraday  foresaw  in  his  original  experiment, 
when  he  said  that  the  time  would  come  when  the  primary  effect 
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which  he  showed  would  be  multiplied  iudefinitelj.  The  machine 
which  I  placed  before  the  Royal  Society  in  the  year  1865  is  now 
before  you  ;  it  has  done  a  great  deal  of  useful  work  since,  having 
been  employed  at  the  Telegraph  Works  at  Woolwich  to  magnetise 
steel  bars  to  make  them  permanent  magnets  ;  we  will  set  it  at 
work.  The  machine  is  now  being  worked  by  a  current,  for  the 
dynamo-machine  can  serve  either  as  a  power-giving  machine,  or  as 
a  power-receiving  machine.  If  you  pass  a  current  through  these 
coils,  you  transform  electric  into  mechanical  energy ;  if,  on  the 
other  hand,  you  turn  the  armature  forcibly  round  at  the  same 
speed  as  before,  you  produce  nearly  the  same  current  which  was 
originally  taken  in  driving  it. 

At  the  time  the  dynamo  principle  was  first  announced,  great 
interest  was  expressed  in  its  behalf  by  my  friend,  the  late  Professor 
Clerk  Maxwell,  who  saw  in  the  mutual  convertibility,  by  the 
same  piece  of  mechanism,  of  mechanical  into  electrical  ejffect,  and 
vice  versd,  a  great  practical  proof  of  the  correlation  of  physical 
forces.  The  phrase,  attributed  to  him  in  popular  essays,  viz., 
that  one  of  the  greatest  discoveries  of  the  present  century  was  the 
reversibility  of  the  Gramme  machine,  must  however  be  received 
with  great  reserve,  considering  that  the  particular  machine  with 
which  the  name  of  Gramme  is  associated  was  not  brought  out 
until  five  years  after  the  dynamo-electric  principle  of  action  had 
been  established. 

It  is  a  remarkable  feature  connected  mih  dynamo-electricity 
that  the  second  law  of  thermo-dynamics  is  not  involved.  Theo- 
retically speaking,  a  certain  amount  of  mechanical  force  can  be 
converted  entirely  into  electrical  force ;  and  electrical  force 
theoretically  speaking  can  be  so  converted  into  dynamical  force. 
Practically  speaking,  of  course,  that  is  not  so.  There  are  neces- 
sarily losses,  and  one  of  these,  which  is  self-evident,  is  that  the 
current  passing  through  the  coils  must  produce  resistance,  and 
electrical  resistance,  wherever  it  appears,  converts  electric  energy 
into  heat  energy.  Again,  the  iron  bars  which  are  magnetised 
and  demagnetised  at  every  half-revolution  set  up  currents  in 
themselves,  for  it  is  natural  that  instead  of  the  current  flowing 
only  through  the  convolutions  of  the  wire,  the  iron  itself  being  a 
metal,  some  current  will  he  set  up  in  it,  and  this  current  so  set  up 
produces  the  effect  of  heating  the  iron  ;  it  simply  circulates  round 
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and  round,  forming  as  it  were  electrical  eddies  which  most  be 
prodnctive  of  heat. 

These  losses,  however,  can  be  diminished  almost  indefinitely  by 
increasing  the  size  and  conductivity  of  the  wires,  and  as  regards 
the  iron,  a  form  of  armature  has  been  devised,  which  is  best 
illustrated  in  the  machine  before  us — the  Gramme  machine — the 
original  conception  of  which  is  due  to  Dr.  Pacinotti  in  1861. 
This  consists  in  putting  the  iron,  in  the  form  of  wire  coiled  round 
and  round  a  non-conducting  body,  which  is  surrounded  in  its 
turn  by  the  insulated  copper  wire  forming  the  coils  of  the  rotating 
armature.  The  iron  wires  being  surrounded  by  a  non-conducting 
material,  electric  eddies  cannot  circulate  in  the  direction  in  which 
they  would  occur,  viz.,  transversely  to  that  of  the  wires,  whereas 
the  magnetiC'poles  induced  by  the  field-magnets  are  firee  to 
advance  within  the  iron  wires  at  the  rate  of  the  rotative  motion 
imparted  to  them. 

We  have  here  another  armature  which  is  not  entirely  according 
to  Pacinotti's  idea,  but  involves  it — an  armature  such  as  is  now 
largely  used  in  dynamo-machines.  On  a  wooden  bobbin  are 
wound  coils  of  insulated  wire  in  a  direction  parallel  to  its  longi- 
tudinal axis,  according  to  a  plan  due  to  Von  Hefbner  Alteneck. 
Each  coil  of  wire  thus  wound  is  brought  successively  into  metallic 
connection  with  one  of  these  laminae,  through  which  the  current 
produced  within  the  coil  in  passing  through  the  magnetic  field  is 
conveyed  by  the  commutator  and  its  contact  brushes,  into  the 
wire  constituting  the  outer  circuit,  and  the  coils  of  the  field 
magnets.  A  succession  of  currents  is  thus  set  up,  all  flowing  in 
the  same  direction  and  constituting  in  their  aggregate  a  con- 
tinuous flow.  The  chief  advantage  claimed  for  this  arrangement 
is  that  the  whole  of  the  wire  upon  the  armature,  except  where  it 
crosses  from  side  to  side  at  the  end,  is  effective  ;  whereas  in  the 
Pacinotti  ring  the  copper  returns  on  the  inside  of  the  iron  ring,  so 
that  only  one  half  of  its  length  receives  inductive  effect  in  passing 
through  the  magnetic  field. 

Professor  Wheatstone  in  his  Paper  mentioned  a  very  significant 
fact.  He  said  :  "  If  I  make  a  cross-connection  between  the 
circuit  passing  round  the  armature  and  the  field,  I  get  a  momen- 
tary very  powerful  effect.'*  This  cross-connection  really  severs 
the  current  into  two  parallel  circuits,  one  portion  passing  at  once 
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out  to  the  electric  light  or  to  the  place  where  the  electric  effect  ia 
to  be  prodnced,  and  the  other  flowing  ronnd  the  bar-magnets  and 
back  again  to  the  machine.  If  this  arrangement  is  applied  to  a 
machine  wound  for  a  continuous  circuit,  it  will  not  produce  any 
useful  result,  but  if  it  is  modified — that  is  to  say,  if,  as  I  showed 
in  a  Paper  before  the  Kojal  Society  in  1880,  the  resistance  of  the 
wire  on  the  field-ma<srncts  is  increased  a  hundred-fold,  then  we  get 
a  machine  capable  of  very  sustained  action,  and  this  form  of  shunt 
dynamo  machine,  as  it  is  called,  has  been  since  lai^ly  adopted  in 
the  production  of  electric  light.  The  greatest  uniformity  of 
current  is  produced,  however,  in  combining  the  shunt. with  the 
old  method  of  winding  the  field-magnets  by  furnishing  them  with 
two  separate  coils,  the  one  of  low  resistance  forming  part  of  the 
outer  circuit,  and  the  other  of  high  resistance  consisting  of  thin 
wire  forming  a  shunt  circuit. 

There  is  another  form  of  dynamo  machine  which  differs  essen- 
tially from  those  I  have  as  yet  described,  viz.,  the  alternate 
current  machine.  This  differs  from  Holmes's  ty\fQ,  chiefly  in  the 
substitution  of  electro-magnets  for  permanent  magnets,  although 
De  Meritcns  in  his  ingenious  modification  of  Holmes's  machine 
continues  to  give  the  preference  to  permanent  magnets.  The 
modification  adopted  by  my  firm  consists  in  substituting  mere 
coils  of  wire  for  the  armatures,  rotating  through  the  magnetic 
fields  produced  by  electro-magnets  which  are  excited  by  means  of 
a  dynamo  machine  of  the  original  type.  The  principal  advantages 
obtained  in  suppressing  the  iron  armatures,  are,  that  less  weight 
has  to  be  put  into  rapid  motion,  and  that  less  energy  is  converted 
into  heat  by  eddies  set  up  withiu  the  iron.  This  machine  repre- 
sents in  fact  a  return  to  Faraday's  original  demonstration  of  the 
current  set  up  in  a  conductor  passed  through  a  magnetic  field; 
and  it  is  interesting  to  observe  by  inspection  of  the  Table  on 
page  401,  that  these  machines  give  the  highest  yield  of  electrical 
energy  for  a  given  expenditure  of  mechanical  power.  This  Table 
contains  a  considerable  amount  of  practically  useful  information. 
The  machines  marked  D  in  the  first  column  are  of  the  self- 
exciting  type  first  described  ;  those  marked  S  D  (S  meaning 
shunt)  are  wound  in  the  manner  of  a  parallel  circuit  as  next 
dcscril)ed,  and  those  marked  W  are  the  alternating  current 
machines  to  which  I  have  just  referred.    The  second  column  gives 
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the  iiQinber  of  incuideacent  ligbto  which  each  machine  will 
suBtain.  That  ia  perhaps  of  little  importance  to  oar  present 
enqniij ;  but  in  another  column,  to  which  I  would  draw  par- 
ticalar  attention,  yon  hare  the  relative  effect  per  lb.  of  copper  wire 
in  the  different  machines,  and  the  enormous  difference  in  the 
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ralnea  shows  soffioiently  what  scope  there  is  for  the  development 
of  the  dynamo  machine.  For  instance,  in  one  machine,  I  lb.  of 
copper  produces  only  17  watts,  or  xmite  of  electric  energy  ;  and  in 
anoUier— the  last  which  has  been  prodnoed — the  effect  is  4R. 
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[At  this  point  the  lecturer  was  interrapted  by  a  violent  report, 
resulting  in  the  breakage  of  some  glass  in  the  dome  of  the  theatre, 
which,  fortunately,  fell  outwards,  only  slight  fragments  descending 
into  the  body  of  the  hall.  Windows  towards  the  back  of  the 
building  were  broken,  but  the  Secretary  haying  at  once  taken 
steps,  and  ascertained  that  the  explosion  had  occurred  outside,  the 
lecturer  immediately  resumed ;  and  it  was  only  ailer  the  lecture 
that  it  was  known  that  the  real  cause  of  the  report  heard  was  the 
explosion  of  dynamite  below  the  offices  of  the  Local  Government 
Board.] 

The  effect  of  variation  of  the  resistance  of  a  dynamo-machine 
is  given  in  Fig.  2,  Plate  9.  The  dash  and  dot  line  represents  the 
electro-motive  force  in  volts,  the  complete  thin  line  the  horse- 
power which  the  machine  absorbs,  and  the  dotted  line  the  power 
developed  in  the  outer  circuit,  the  complete  thick  line  gives  the 
current  in  the  outer  circuit  in  Amperes.  You  will  observe  that 
in  proportion  as  the  resistance  of  the  machines  increases,  both  the 
power  expended  and  power  developed  diminish,  the  loss  being  the 
difference  between  these  lines.  The  effect  is  the  height  up  to  the 
dotted  lines,  and  it  at  once  becomes  evident  that  the  best  result 
is  obtained  with  not  quite  1  Ohm  resistance.  Fig.  3,  Plate  9,  shows 
how  a  dynamo  in  series  differs  from  a  dynamo  in  shunt.  In  an  ordi- 
nary dynamo,  the  effect  increases  rapidly  with  increase  of  velocity. 
If  the  machine  were  set  to  work,  say  with  incandescent  lights,  it 
will  be  seen  that  it  would  at  a  low  speed  give  very  poor  results  ; 
but  when  a  certain  speed  had  been  obtained,  it  would  be  more 
constant ;  by  the  shunt  winding,  you  find,  on  the  contrary,  a 
diminution  of  effect  with  increase  of  speed ;  whereas  in  a  third 
(the  composite,  before  described)  mode  of  winding,  we  can  obtain 
the  greatest  constancy  of  effect. 

I  shall  now  show  you  some  of  the  effects  that  can  be  produced 
in  transmitting  power.  In  a  yard  adjoining  this  Institution  a 
portable  steam  engine  has  been  erected  giving  motion  to  a  D  2 
dynamo-machine,  capable  of  developing  about  8  HP.  of  electrical 
energy,  or  746  x  8  =  5968  Watts.  This  power  is  conveyed  through 
an  insulated  wire  to  the  coils  of  a  D  7  dynamo-machine,  the 
rotating  axis  of  which  is  practically  in  one  piece  with  that  of  a 
centrifugal  pump,  by  means  of  which  water  can  be  raised  in  con- 
siderable quantities,  and  when  forced  through  a  nozzle  may  be 
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lifted  60  feet  high.  The  mechanical  effect  thus  realised  amounts 
to  3|  HP.,  deduction  being  made  for  frictional  losses  of  every 
kind,  and  the  experiment  is  interesting  as  showing  a  practical 
application  of  electric  energy  to  useful  purposes.  Considering 
that  the  weight  of  the  machine  is  only  3|  cwt.,  and  of  the  pump 
about  the  same  (the  total  being  at  any  rate  within  half  a  ton),  and 
that  the  power  could  be  easily  augmented  to  5  or  6  HP.,  I  think 
we  may  look  forward  to  the  time  when  our  fire  engines  will  be 
worked  on  this  principle. 

The  Electric  Storage  Company  have  been  kind  enough  to  send 
me  some  of  their  batteries,  and  I  shall  turn  their  current  upon 
this  machine  in  order  to  produce  the  same  results  as  shown  before. 
In  this  instance  the  effect,  originally  produced  by  the  steam- 
engine,  has  given  motion  to  a  dynamo-machine,  the  electricity 
from  which  has  been  transferred  to  the  secondary  battery,  where 
it  has  produced  chemical  action  such  as  I  shall  presently  describe. 
The  store  of  chemical  effect  thus  produced  within  the  battery  is 
now  made  available  in  forming  a  current,  which,  passing  through 
the  dynamo-machine  connected  with  the  pump,  imparts  motion  to 
the  latter.  I  will  now  connect  the  current  with  a  second  dynamo- 
machine  to  work  a  saw  bench,  giving  motion  at  the  same  time  to 
another  dynamo-machine,  wound  with  comparatively  thick  wire 
in  order  to  set  up  a  current  of  very  low  electrical  potential.  The 
potential  of  the  dynamo-machine  outside  the  building  is  equal  to 
100  volts,  but  it  is  inconvenient  sometimes  to  use  a  current  of 
such  high  tension,  and  my  object  in  transferring  the  power  derived 
from  a  machine  of  high  potential  to  another  dynamo-machine 
wound  with  thick  wire  is  to  obtain  a  current  of  low  potential, 
which  in  this  instance  does  not  exceed  10  volts.  Such  a  current 
could  not  harm  a  child,  but  is  most  effective  where  quantity 
rather  than  high  potential  is  required,  as  for  instance,  for  electro- 
lytic purposes.  This  is  what  may  be  called  a  tertiary  machine, 
and  you  will  observe  that  it  has  more  effect  than  either  the 
primary  or  secondary  in  heating  an  iron  wire  of  considerable 
thickness  (|th  of  an  inch  thick),  it  being  what  is  called  a  quan- 
titative current.  We  will  now  connect  the  current  with  a  little 
toy  railway,  and  you  will  see  the  result.  I  may  call  this  a 
quaternary  transmission  of  force.  The  steam-engine  transferred 
its  energy  to  a  dynamo-machine ;  this  dynamo-machine  gave  motion 
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to  a  second,  that  to  a  third  dynamo-machiney  and  this  again  has 
given  motion  to  the  carriage  upon  the  rails,  which  latter  perform 
the  function  of  conducting  wires.  The  same  power  has  thus  been 
four  times  transmitted,  showing  the  great  facility  with  which  we 
can  reconvert  it  again  and  again  from  mechanical  into  electrical, 
and  from  electrical  into  mechanical,  effect ;  and  alter  its  character 
from  a  cun-ent  of  high  potential  to  a  current  of  low  potential,  or 
vic4  versa, 

I  will  now  allude  to  an  application  of  electricity  lately  made  by 
Dr.  John  Hopkinson,  which  appears  to  me  to  be  full  of  promise. 
Mr.  Nebel  will  set  it  to  work.  It  is  an  electrical  hoist.  Imagine 
this  to  be  at  the  top  of  a  warehouse,  and  the  chain  ten  times  as 
long  as  it  could  be  made  in  this  instance,  and  yon  will  observe 
that  by  putting  on  the  current  of  this  dynamo-machine,  the  weight 
(which  might  be  much  heavier),  will  be  lifted  readily,  and  may  be 
stopped  and  lowered  at  will  according  to  the  position  of  the  brushes 
upon  the  dynamo-commutator. 

Another  application  which  has  been  made  with  great  effect,  is 
that  of  raising  the  wire  which  is  used  in  sounding  by  Sir  William 
Thomson's  wire  sounder.  On  board  the  "  Faraday,"  the  machine 
has  been  employed,  and  the  wire  is  drawn  up  in  an  extra- 
ordinarily short  space  of  time.  We  find  that  by  these  means 
we  can  make  a  sounding  in  2500  fathoms  in  an  hour,  because  we 
can  go  on  with  the  steamer  while  the  electric  machine  is  pulling 
in  the  wire.  The  only  drawback  which  was  found  in  the  early 
trials  was  that,  the  machine  having  been  placed  near  the  com- 
passes, the  latter  were  influenced  magnetically :  the  caution, 
therefore,  to  be  observed,  is  to  put  it  in  a  part  of  the  ship  away 
from  the  compasses. 

When  losses  by  unnecessary  wire-resistance,  by  Foucault  currents 
and  by  induced  currents  in  the  rotating  armature,  are  avoided, 
as  much  as  90  per  cent.,  or  even  more,  of  the  power  conmiunicated 
to  the  machine  is  realised  in  the  form  of  electric  energy,  and  vice 
versd  the  reconversion  of  electric  into  mechanical  energy  can 
be  accomplished  with  similarly  small  loss.  Thus,  by  means  of 
two  machines  at  a  moderate  distance  apart,  nearly  80  per  cent,  of 
the  power  imparted  to  the  one  machine  can  be  again  yielded  as 
mechanical  energy  by  the  second,  if  we  leave  out  of  consideration 
frictional  losses,  which  latter  need  not  be  great,  considering  that  a 
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dynamo-machine  has  only  one  moving  part  well  balanced,  and  is 
acted  upon  along  its  entire  circumference  by  propelling  force. 
Jacobi  proved,  many  years  ago,  that  the  maximum  efficiency  of  a 

magneto-electric  engine  was  obtained  when  _  =  --=_  which  law 

has  been  construed,  by  Verdet  (Th^orie  Mecanique  de  la 
Chaleur)  and  others,  to  mean  that  one-half  is  the  maximum 
theoretical  efficiency  obtainable  in  electric  transmission  of  power, 
and  that  one-half  of  the  current  must  be  necessarily  wasted  or 
turned  into  heat.  I  could  never  be  reconciled  to  a  law  neces- 
sitating such  a  waste  of  energy,  and  have  maintained,  without 
disputing  the  accuracy  of  Jacobi's  law,  that  it  has  reference  really 
to  the  condition  of  maximum  work  accomplished  with  a  given 
machine,  whereas  its  efficiency  must  be  governed  by  the  equation 

B       W 

^  =  ^  =  nearly  1.     From  this  it  follows  that  the  maximum  yield 

is  obtained  when  two  dynamo-machines  (of  similar  construction) 
rotate  nearly  at  the  same  speed,  but  under  these  conditions  the 
amount  of  force  transmitted  is  a  minimum.  Practically  the  best 
condition  of  working  consists  in  giving  to  the  primary  machine 
such  proportions  as  to  produce  a  current  of  the  same  magnitude, 
but  of  60  per  cent,  greater  electromotive  force  than  the  secondary ; 
by  adopting  such  an  arrangement,  as  much  as  50  per  cent,  of  the 
power  imparted  to  the  primary  could  be  practically  received  from 
the  secondary  machine  at  a  distance  of  several  miles.  Professor 
Silvanus  Thompson,  in  his  recent  Cantor  Lectures,  has  shown  an 
ingenious  graphical  method  of  proving  these  important  funda- 
mental laws. 

The  possibility  of  transmitting  power  electrically  is  so  obvious 
that  suggestions  to  that  effect  have  been  frequently  made  since 
the  days  of  Volta,  by  Ritchie,  Jacobi,  Henry,  Page,  Hjorth  and 
others  ;  but  it  is  only  in  recent  years  that  such  transmission  has 
been  rendered  practically  feasible. 

Just  six  years  ago,  when  delivering  my  presidential  address  to 
the  Iron  and  Steel  Institute,  I  ventured  to  suggest  that  "time 
will  probably  reveal  to  us  effectual  means  of  carrying  power  to 
great  distances,  but  I  cannot  refrain  from  alluding  to  one  which 
is,  in  my  opinion,  worthy  of  consideration,  namely,  the  electrical 
conductor.    Suppose  water-power  to  be  employed  to  give  motion 
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to  a  dynamo-electrical  machine,  a  very  powerful  electrical  current 
will  be  the  result,  which  may  be  carried  to  a  great  distancey 
through  a  large  metallic  conductor,  and  then  be  made  to  impart 
motion  to  electro-magnetic  engines,  to  ignite  the  carbon  points  of 
electric  lamps,  or  to  effect  the  separation  of  metals  from  their 
combinations.  A  copper  rod  3  inches  in  diameter  would  be 
capable  of  transmitting  1,000  HP.  a  distance  of  say  80  miles,  an 
amount  sufficient  to  supply  one  quarter  of  a  million  candle-power, 
which  would  suffice  to  illuminate  a  moderately-sized  town."  This 
suggestion  was  much  criticised  at  the  time,  when  it  was  still 
thought  that  electricity  was  incapable  of  being  massed  so  as  to 
deal  with  many  hoi'se-power  of  effect,  and  the  size  of  conductor  I 
proposed  was  also  considered  wholly  inadequate.  It  will  be  inte- 
resting to  test  this  early  calculation  by  recent  experience.  Mr. 
Marcel  Deprez  has,  it  is  well  known,  lately  succeeded  in  trans- 
mitting as  much  as  3  HP.  to  distances  up  to  40  kilometers 
(25  miles)  tlirough  a  pair  of  ordinary  telegraph  wii*es  of  4  milli- 
metres diameter.  The  results  so  obtained  were  carefully  noted  by 
Mr.  Tresca,  and  were  communicated  a  fortnight  ago  to  the  French 
Academy  of  Sciences.  Taking  the  relative  conductivity  of  the 
iron  wire  employed  by  Deprez,  and  the  3-inch  rod  proposed  by 
myself,  the  amount  of  power  that  could  be  transmitted  through 
the  latter  would  be  about  4,000  HP.  But  Deprez  employed  a 
motor-dynamo  of  2,000  Volts,  and  was  contented  with  a  yield  of 
32  per  cent,  only  of  the  power  imparted  to  the  primary  machine, 
whereas  I  calculated  at  the  time  upon  an  electromotive  force  of 
200  Volts,  aud  upon  a  return  of  at  least  40  per  cent,  of  the  energy 
impaitcd.  Sir  William  Thomson  at  once  accepted  these  sugges- 
tions, and  with  the  conceptive  ingenuity  peculiar  to  himself,  went 
far  beyond  me,  in  showing  before  the  Parliamentary  Electric 
Light  Committee  of  1879,  that  through  a  copper  wire  of  only 
^-inch  diameter,  21,000  HP.  might  be  conveyed  to  a  distance  of 
300  miles  with  a  current  of  an  intensity  of  80,000  Volts.  The 
time  may  come  when  such  a  current  can  be  dealt  with,  having  a 
striking  distance  of  about  1*2  foot  in  air,  but  then,  probably,  a 
very  practical  law  enunciated  by  Sir  William  Thomson  would  be 
infringed.  This  is  to  the  effect  that  electricity  is  conveyed  at  the 
cheapest  rate  tlirough  a  conductor,  the  cost  of  which  is  such  that 
the  annual  interest  upon  the  money  expended  equals  the  annual 
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expenditure  for  lost  effect  ia  the  condactor  in  producing  the  power 
to  be  conveyed.  It  does  not  appear  that  Mr.  Deprez  has  con- 
sidered the  effect  of  this  economic  law  upon  his  recent  experi- 
ments. 

Sir  William  Armstrong,  in  the  year  1878,  was  probably  first  to 
take  practical  advantage  of  these  suggestions  in  lighting  his  house 
at  Cragside  during  night-time,  and  working  his  lathe  and  saw- 
bench  during  the  day,  by  power  transmitted  through  a  wire  from 
a  waterfall  nearly  a  mile  distant  from  his  mansion.  I  have  also 
for  some  years  accomplished  the  several  objects  of  pumping  water, 
cutting  wood,  hay,  and  swedes,  of  lighting  my  house,  and  of  carry- 
ing on  experiments  in  electro-horticulture  from  a  common  centre 
of  steam-power.  The  results  have  been  most  satisfactory ;  the 
whole  of  the  management  has  been  in  the  hands  of  a  gardener  and 
pf  labourers,  who  were  without  previous  knowledge  of  electricity, 
and  the  only  repairs  that  have  been  found  necessary  were  one 
renewal  of  the  commutators  and  an  occasional  change  of  metallic 
contact  brushes. 

Amongst  the  numerous  other  applications  of  the  electrical  trans- 
mission of  power,  that  to  electrical  railways,  first  exhibited  by 
Dr.  Wenier  Siemens  at  the  Berlin  Exhibition  of  1879,  has  attracted 
more  than  ordinary  pubUc  attention.  In  it  the  current  produced 
by  a  dynamo-machine,  fixed  at  a  convenient  station  and  driven  by 
a  steam-engine  or  other  motor,  was  conveyed  to  a  dynamo  placed 
upon  the  moving  car,  through  a  central  rail  supported  upon  insu- 
lating blocks  of  wood,  the  two  working-rails  serving  to  convey  the 
return  current.  The  line  was  900  yards  long,  of  2-feet-gauge, 
and  the  moving  car  served  its  purpose  of  carrying  twenty  visitors 
through  the  Exhibition  each  trip.  The  success  of  this  experiment 
soon  led  to  the  laying  of  the  Lichterfelde  line,  in  which  both  rails 
were  placed  upon  insulating  sleepers,  so  that  the  one  served  for 
the  conveyance  of  the  current  from  the  power  station  to  the 
moving  car,  and  the  other  for  completing  the  return  circuit.  This 
line  has  a  gauge  of  8  feet  8  inches,  is  2,500  yards  in  length,  and 
is  worked  by  two  dynamo-machines,  developing  an  aggregate 
current  of  9,000  Watts,  equal  to  12  HP.  It  has  now  been  in 
constant  operation  since  the  16th  of  May,  1881,  and  has  never 
failed  in  accomplishing  its  daily  trafiic.  A  line  \  a  kilometer  in 
length,  but  of  4  feet  8^  inches  gauge,  was  established  at  Paris  in 
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connection  with  the  Electric  Exhibition  of  1881.  In  this  case, 
two  suspended  conductors  in  the  form  of  hollow  tubes  with  a 
longitudinal  slit  were  adopted,  the  contact  being  made  by  metallic 
bolts  drawn  through  these  slit  tubes,  and  connected  with  the 
djnamo-machiue  on  the  moving  car  by  copper  ropes  passing 
through  the  roof.  On  this  line  95,000  passengers  were  conveyed 
within  the  short  period  of  seven  weeks.  The  Administration 
charged  25  centimes  (2^d.),  for  the  conveyance  from  end  to  end 
of  the  railway,  and  the  amount  was  sufficient  to  pay  all  expenses. 
That,  therefore,  was  a  case  of  an  electric  railway  that  did  pay. 

An  electric  tramway,  6  miles  in  length,  is  nearly  completed, 
connecting  Port  Rush  with  Bush  Mills,  in  the  North  of  Ireland, 
in  the  installation  of  which  I  have  been  aided  by  Mr.  TraiU,  as 
engineer  of  the  Company,  and  by  Mr.  Alexander  Siemens,  and 
Dr.  E.  Hopkinson,  representing  my  firm.  In  this  instance  the 
two  rails,  3  feet  apart,  are  not  insulated  from  the  ground,  but 
being  joined  electrically  by  means  of  copper  staples  they  form  the 
return  circuit,  the  current  being  conveyed  to  the  car  through 
a  T-iron  placed  upon  short  standards,  and  insulated  by  means  of 
insuUte  caps,  as  shown  in  Plate  10.  Where  a  gap  necessarily  occurs, 
such  as  at  a  cross  road,  we  simply  stop  the  T-iron  and  commence 
it  again  at  the  other  side  of  the  gap,  connecting  the  two  ends  by 
means  of  an  insulated  conductor  below  ground.  In  order  to  span 
this  gap  we  have  two  brushes  attached  to  the  car,  one  in  front 
and  the  other  towards  the  back  of  the  car,  and  the  gap  being  a 
little  less  than  the  distance  between  the  two  brushes,  the  one 
brush  catches  the  opposite  side  before  the  other  one  leaves.  Thus 
by  a  simple  arrangement  we  get  over  the  difficulty  of  crossing 
bye-roads.  For  the  present  the  power  is  produced  by  a  steam- 
engine  at  Portrush,  giving  motion  to  a  shunt-wound  dynamo  of 
15,000  Watts  =  20  HP.,  but  arrangements  are  in  progress  to 
utilize  a  waterfall  of  ample  power  near  Bush  Mills,  by  means  of 
three  turbines  of  40  HP.  each,  now  in  course  of  erection.  The 
working-speed  of  this  line  is  restricted  by  the  Board  of  Trade  to 
10  miles  an  hour,  which  is  readily  obtained.  With  regard  to  this 
line,  Dr.  Edward  Hopkinson,  who  is  there,  superintending  the 
electrical  arrangements,  writes  to-day,  "  There  is  now  no  difficulty 
in  starting  the  loaded  car  on  the  worst  part  of  the  hill,  which  a 
steam-engine  frequently  fails  to  do."    This  requires  some  expla- 
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nation.  You  will  observe  in  the  plan  and  sections  of  the  railway 
given  in  Plate  11,  that  there  is  a  long  and  rather  steep  incline 
— 1  in  38 — two  miles  in  length.  There  was  some  doubt  in 
my  mind  whether,  with  the  arrangements  adopted,  this  incline 
could  be  worked  satisfactorily  ;  it  now  appears  that  it  has  been, 
and  that  the  car  is  drawn  up  the  incline  without  difficulty  when 
fully  loaded.  I  may,  therefore,  say  that  transmission  or  propulsion 
by  electricity,  even  under  adverse  circumstances,  is  an  accom- 
plished fact.  A  further  six  miles  of  extension  to  Dervock  will 
connect  this  railway  with  the  railway  system  of  the  north  of 
Ireland ;  we  shall  then  have  a  length  of  twelve  miles  of  line  of 
the  same  gauge,  and  using  the  same  carriages  as  those  generally 
used  there.  Under  these  circumstances,  it  seems  to  me  almost  a 
pity  that  on  the  Embankment  there  should  be  made  that  series  of 
unsightly  and  noisome  ventilators  to  disembarrass  the  under- 
ground railway  of  steam  and  products  of  combustion,  when  it 
can  be  clearly  demonstrated  that  electric  propulsion  would,  for 
the  underground  railway,  not  only  be  the  most  agreeable,  but  also 
the  cheapest  mode  of  traction.  I  shall,  at  any  rate,  be  most  happy 
to  afford  to  engineers  eveiy  opportunity  of  studying  this  question. 

The  advantages  of  electrical  propulsion  are  that  the  weight  of 
the  engine,  so  destructive  of  power  and  of  the  plant  iteelf  in 
starting  and  stopping,  will  be  saved,  and  that  perfect  immunity 
from  products  of  combustion  will  be  ensured.  The  limited  expe- 
rience at  Lichterfelde,  at  Paris,  and  with  another  electric  line  of 
765  yards  in  length,  and  2  feet  2  inches  gauge,  worked  in  con- 
nection with  the  Zaukerode  Colliery  since  October,  1882,  are 
extremely  favourable  to  this  mode  of  propulsion.  I,  however,  do 
not  advocate  its  prospective  application  in  competition  with  the 
locomotive  engine  for  main  lines  of  railway. 

For  tramways  within  populous  districts  the  insulated  conductor 
involves  a  serious  difficulty.  It  will  be  more  advantageous  under 
these  circumstances  to  resort  to  secondaiy  batteries,  forming  a 
store  of  electrical  energy  carried  under  the  seats  of  the  car  itself, 
and  working  a  dynamo-machine  connected  with  the  moving 
wheels. 

The  secondary  battery,  to  which  I  have  already  alluded  in  this 
lecture,  is  not  an  entirely  new  conception.  The  hydrogen  gas 
battery  suggested  by  Sir  William  Grove  in  1841,  realised  in  the 
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most  perfect  manner  the  conception  of  storage,  only  that  the 
power  obtained  from  it  was  exceedingly  slight.  In  working  npon 
Sir  William  Grove's  idea,  twenty-five  years  ago  I  constructed  a 
battery  of  considerable  power  in  substituting  porous  carbon  for 
platinum,  impregnating  the  same  with  a  precipitate  of  lead  per- 
oxidized  by  a  charging  current.  At  that  time  little  practical 
importance  attached  however  to  the  subject,  and  even  when 
Plants,  in  18C0,  produced  his  secondary  battery,  composed  of  lead 
plates  peroxidized  by  a  charging  current,  little  more  than  scientific 
curiosity  was  excited.  It  is  only  since  the  dynamo-machine  has 
become  an  accomplished  fact,  that  the  importance  of  this  mode  of 
storing  energy  has  become  of  practical  importance,  and  great 
credit  is  due  to  Faure,  to  Sellon,  and  to  Volckmar,  for  putting 
this  valuable  addition  to  practical  science  into  available  forms. 
A  question  of  great  interest  in  connection  \\ith  the  secondary 
battery  has  reference  to  its  permanence.  A  fear  has  been  expressed 
by  many  that  local  action  would  soon  destroy  the  fabric  of  which 
it  was  composed,  and  that  the  active  surfaces  would  become  coated 
with  sulphate  of  lead  preventing  further  action.  It  has,  however, 
lately  been  proved  in  a  paper  read  by  Dr.  Franklin  before  the 
Iloyal  Society,  corroborated  by  simultaneous  investigations  by 
Dr.  Gladstone  and  Mr.  Tribe,  that  the  action  of  the  secondary 
battery  depends  essentially  upon  the  alteniative  composition  and 
decomposition  of  sulphate  of  lead,  which  is  therefore  not  an  enemy 
of,  but  the  best  friend  to,  its  continued  action.  The  action  of  the 
battery  depends  simply  upon  the  decomposition  of  the  coating  of 
sulphate  of  lead,  so  that,  commencing  with  sulphate  of  lead  on 
both  surfaces,  this  is  on  the  one  hand  changed  into  metallic  lead, 
and  on  the  other  hand  into  peroxide  ;  by  the  action  of  the  battery 
in  producing  power  it  is  changed  back  into  its  original  condition  ; 
and  there  is  no  d  priori  reason  why  such  a  battery  should  not  be 
available  for  use  for  a  very  long  time.  Of  course  you  cannot 
expect  to  get  quite  as  much  of  effect  out  of  it  as  you  put  in.  I 
am  not  prepared  to  say  precisely  what  the  loss  is,  but  certainly  it 
is  not  of  such  serious  import  as  to  prevent  the  practical  use  of 
these  secondary  batteries.  As  regards  their  application  to  tram- 
ways, their  usefulness  will  extend  to  lines  in  the  interior  of  towns, 
and  to  crossing  parts  of  towns  where  it  would  be  difficult  to  esta- 
blish separate  insulated  conductors ;   in  such  applications  the 
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batteries  may  be  charged  occasionally  by  the  dynamo  on  the  car 
in  running  down  hill,  or  they  may  be  charged  in  running  upon 
level  ground  from  the  dynamo  at  the  power  station.  In  like 
manner  for  boat  propulsion,  the  secondary  battery  is  the  only 
available  means  ;  because  we  could  never  hope  to  attach  a  vessel 
permanently  to  a  rope  connected  with  the  shore.  The  batteries, 
although  heavy,  may  be  made  part  of  the  keel-weight ;  and 
although  neither  with  the  railway  nor  with  the  boat  should  1 
expect  long  distances  to  be  traversed  with  electricity  as  a  motive 
power,  for  short  distances,  and  under  conditions  where  steam 
power  is  for  various  reasons  not  applicable,  I  believe  we  have  in 
electric  energy  an  efficient  and  practicable  means  of  propulsion. 

I  had  intended  to  say  something  on  the  subject  of  electrical 
units,  and  also  of  the  principles  involved  in  measuring  currents  ; 
but  this  is  a  subject  which  Sir  William  Thomson  will  bring  before 
you  in  a  much  more  complete  and  exhaustive  manner  than  I  can 
hope  to  do.  I  hold,  however,  in  order  to  know  anything  about  a 
physical  effect,  you  must  be  able  to  measure  it,  and  it  is  therefore 
impossible  to  deal  with  electric  quantities  without  at  the  same 
time  looking  round  at  the  means  at  our  hand  for  measuring  and 
weighing,  as  it  were,  one  effect  against  the  other.  The  Electric 
Congress,  which  met  in  Paris  in  1881,  laid  down  certain  general 
rules,  and  made  certain  determinate  units  for  the  use  of  the  elec- 
trician— the  Ohm,  the  Volt,  the  Ampere,  the  Coulomb,  and  the 
Farad.  But  there  seemed  to  be  a  general  want  felt  for  a  unit 
that  would  give  us  more  directly  the  amount  of  work  done  by  a 
given  current ;  and  last  summer,  in  delivering  my  presidential 
address  to  the  British  Association,  I  ventured  to  propose  two 
additional  units — the  Joule,  representing  the  unit  of  heat  or  of 
work  accomplished  by  a  unit  of  current  in  a  unit  of  resistance  ; 
and  the  Watt,  the  unit  of  power,  or  the  Ampere  flowing  through 
the  Volt.  This  proposal,  I  am  glad  to  find,  has  met  with  very 
general  acceptance.  We  now  measure  the  power  of  the  dynamo 
machine  in  Watts ;  and  the  advantage  of  this  measurement  of 
Volt-Amp6res,  or  Watts,  is,  that  it  is  the  best  expression  of  the 
power  of  a  machine  of  given  dimensions,  which  will  be  capable  of 
producing  the  same  Watt  power,  either  of  a  high  potential  and 
small  quantity  when  thin  wire  is  used  on  its  coils,  or  of  low 
potential  and  larger  quantity  when  thick  wire  is  used.    Seven 
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hundred  and  forty-six  such  Watts  are  equal  to  1  HP. ;  therefore, 
if  a  machine  was  given  to  you  of  say  10,000  Watt  power,  you 
would  know  at  once  that  it  would  take  about  13  HP.  to  drive  it, 
to  which  you  would  have  to  add  10  per  cent,  for  frictional  losses. 
If  we  wished  to  know  the  effect  from  that  machine,  say  in  work- 
ing incandescent  lights,  we  may  calculate  that  tS  Watts  produce 
one  candle  of  effect,  whereas  in  the  case  of  a  powerful  arc  light 
1  Watt  is  capable  of  producing  d-candle  power. 

I  should  have  alluded  to  a  number  of  instraments  which  have 
been  lent  me  by  the  kindness  of  Professors  Ayrton  and  Perry, 
They  are  machines  for  measuring  the  different  electric  quantities, 
the  Volt,  the  Amj)ere,  and  the  dynamic  effect.  I  have  here,  also, 
an  instrument  kindly  sent  me  by  the  Edison  Company,  which 
measures  the  electric  quantity  in  Coulombs.  It  is  based  upon  the 
principle  of  work  done  chemically.  A  given  current  produces  an 
amount  of  chemical  work,  and  by  the  amount  of  chemical  work  so 
produced  in  a  branch  circuit,  the  current  that  has  flowed  through 
is  estimated.  I  have  already  alluded  to  the  dynamometer  I 
usually  employ  which  measures  the  current  in  Amperes.  This 
dynamometer  consists  of  one  fixed  coil  surrounded  by  another  coil 
of  a  single  turn  at  right  angles  to  the  former,  through  both  of 
which  the  current  passes,  so  that  there  will  be  an  attraction 
between  the  one  wire  and  the  coil  of  wires,  which  is  proportionate 
to  the  square  of  the  current  passing  ;  and  by  the  aid  of  a  Table 
which  I  have  here,  I  can  interpret  the  deflection  produced  on  the 
index  in  Amperes.  But  we  have  lately  improved  upon  this  in  a 
very  simple  manner,  so  as  to  get  the  reading  at  once  in  Amp^- 
Volts  or  Watts.  The  only  difference  between  the  two  instruments 
is,  that  in  the  latter  case  the  stationary  coil  consists  of  many  con- 
volutions, and  is  of  very  high  resistance,  and  the  single  convolution 
of  thick  wire,  suspended  freely,  is  of  very  low  resistance  (see  Fig.  4, 
Plate  8).  Now,  when  a  current  flows  through  a  high  resistance, 
we  measure  its  potential,  and  when  through  a  low  resistance,  its 
quantity,  hence  the  mutual  attraction  between  the  two  is  no 
longer  according  to  the  square  of  the  cuiTent,  but  as  the  energy 
of  the  current,  and  we  get  Volt- Amperes  of  current,  or  Watts. 

In  conclusion  I  would  only  observe  that  I  should  have  wished 
to  have  drawn  attention  to  the  various  kinds  of  dynamo-machines 
which  have  been  developed  by  different  inventors  ;  but  it  would 


SIR    WILUAM   SIEMENS,   RR,S,  413 

have  been  impossible  to  accomplish  this  in  the  space  of  time 
allowed  me,  and  moreover  I  think  it  better  to  deal  with  the 
principles  involved  in  these  machines,  than  with  those  most  im- 
portant, yet  practical  and  secondary,  results  obtained  by  modifica- 
tions of  the  elements  which  are  at  the  bottom  of  all  of  them.  It 
is  so  fer  fortunate  that  all  the  essential  principles  involved  in 
dynamo-machines  are  public  property,  and  there  is  a  fair  field  for 
inventive  faculty  to  develop  those  forms  which  are  productive  of 
maximum  results  with  the  least  amount  of  inconvenience  or 
expense.  This  is  a  matter  that  can  only  be  decided  by  experience, 
and  little  would  be  gained  by  upholding  one  machine  to  the  detri- 
ment of  another.  I  hope,  at  any  rate,  I  have  succeeded  in  giving 
you  a  general  outline  of  this  most  important  question  of  the 
dynamo-machine  and  the  electric  transmission  of  power. 

Mr.  Brunlees,  President,  said  the  lecture  just  delivered  had 
been  so  interesting  and  so  instructive,  that  he  was  satisfied  all 
present  would  desire  to  record  the  sense  of  their  indebtedness  to 
Dr.  Siemens,  in  the  usaal  manner,  by  passing  a  cordial  vote  of 
thanks. 

The  vote  was  carried  by  acclamation. 


[When  Sir  William  Siemens  was  attacked  by  his  fatal  illness,  he 
was  engaged  in  preparing  the  Address  which  he  would  have 
delivered  to  the  Society  of  Arts,  as  Chairman  of  their  Council,  at 
the  Opening  Meeting  of  the  IdOth  Session  of  that  Society,  on  the 
21st  of  November  last.  The  Address  was  not  in  a  sufficiently 
advanced  form  to  render  it  fit  for  publication,  even  as  a  Iragment ; 
but  a  few  copies  of  what  was  actually  in  type  at  the  time  of  Sir 
William  Siemens's  death  have  been  struck  off,  with  the  idea  that 
some  of  his  friends  might  like  to  possess  them,  unfinished  as  they 
are.  It  will  be  understood  that  these  copies  ore  intended  for 
private  circulation  only.] 

Having  been  a  second  time  honoured  by  being  appointed 
Chairman  of  your  Council,  I  shall  now  open  the  proceedings  of 
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our  Society  for  the  coming  Session  by  addressing  you  on  some  of 
the  questions  which  interest  members  at  the  present  time.  The 
Society  of  Arts  continues  to  progress  in  its  sphere  of  usefulness. 

Ht  ^  'k  'k  * 

In  addressing  you  at  the  commencement  of  last  Session,  I  dwelt 
upon  the  conditions  under  which  electric  lighting  could  be  intro- 
duced into  pubhc  use,  calling  attention  more  particularly  to  the 
great  difficulty  and  cost  that  must  attend  every  attempt  to  light  a 
large  populous  district  from  one  power  C/Cntre,  as  was  contemplated 
by  many  at  that  time,  but  insisting  on  its  advantages  over  every 
other  source  of  illumination,  under  conditions  favourable  to  its 
application.  The  extended  use  of  the  electric  light  which  has 
taken  place  within  the  last  twelve  years  appears  to  bear  out  these 
conclusions.  No  centres  of  illumination  upon  a  gigantic  scale 
have  been  carried  into  effect ;  but,  on  the  other  hand,  undoubted 
progress  has  been  made  in  the  introduction  of  electric  lighting 
into  railway  stations,  pubhc  halls,  theatres,  docks,  warehouses,  and 
factories,  and,  to  some  extent  at  least,  into  domestic  dwellings 
from  relatively  small  sources  of  supply.  One  hundred  and  six 
applications  for  provisional  orders  ha?e  been  received  by  the 
Board  of  Trade,  being  99  for  England,  8  for  Scotland,  and  1  for 
Ireland.  Of  these  25  related  to  London  and  the  suburbs,  and 
23  were  promoted  by  local  authorities.  Sixty-nine  orders  have 
been  granted  as  the  result  of  the  presentation  to  Parliament 
of  11  Bills,  but  up  to  the  present  time  not  one  of  these  has  been 
carried  out.  ^ 

When  we  look  back  upon  the  sanguine  expectations  entertained 
a  twelvemonth  ago  regarding  the  rapid  and  universal  introduction 
of  electric  lighting  in  substitution  for  other  sources  of  illumina- 
tion, and  consider  the  numerous  companies  that  were  called  into 
existence  with  the  object  of  effecting  large  applications  according 
to  special  patented  improvements  of  superlative  merit,  a  feeling  of 
disappointment  is  natural,  when  we  find  how  little  those  expecta- 
tions have  been  realised. 

Notwithstanding  these  apparently  negative  results,  I  am  of 
opinion  that  much  real  progress  has  been  effected  in  the  interval 
of  time  that  has  elapsed  since  I  addressed  you  this  time  last  year 
If  sanguine  expectations  regarding  particular  forms  of  dynamo- 
machines  or  electric  lamps  have  been  disappointed,  we  have  gained 
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much  practical  knowledge  in  the  process,  and  may  now  look  for- 
ward to  that  steady  progress  which,  without  appealing  to  the 
imagination,  is  much  more  likely  to  yield  permanently  useful 
results.  The  illumination  of  the  Fisheries  Exhibition  has  fur- 
nished, perhaps,  the  most  decided  proofs  of  the  ease  with  which 
large  buildings  and  spaces  can  be  lighted  electrically,  effects  of 
beauty  being  at  the  same  time  produced  peculiar  to  that  source  of 
illumination  ;  and  it  is  not,  perhaps,  too  much  to  say  that  the 
great  success  of  these  summer  evenings'  enchantments,  which  we 
have  all  enjoyed,  and  shall  not  easily  forget,  could  hardly  have 
been  realised  but  through  its  agency. 

The  International  Electrical  Exhibition  of  Vienna,  which  has 
just  closed  its  successful  career,  has  ser\'ed  to  illustrate  very  com- 
pletely the  capabilities  and  the  present  state  of  advancement  of  the 
various  useful  applications  of  electricity.  The  Rotunda,  the  noble 
conception  of  our  late  member  and  former  secretary,  Mr.  Scott 
Russell,  is  a  building  pre-eminently  well  adapted  for  the  purposes 
of  an  Exhibition.  The  illumination  of  the  lofty  central  hall, 
lighted  as  it  was  by  112  arc  lights,  arranged  in  two  tiers,  pro- 
duced an  effect  analogous  to  broad  daylight,  the  elevation  of  the 
lights  being  sufficient  to  avoid  a  glare,  and  to  cause  partial  atmo- 
spheric absorption  of  the  violet  rays,  which  are  commonly  com- 
plained of  with  reference  to  the  electric  arc  light.  Beneath  this 
mighty  cone,  and  the  galleries  outside  the  supporting  columns, 
telegraphic  electric  apparatus  of  every  kind  and  description  were 
displayed  in  graceful  groups,  and  under  pavilions  representing 
different  nations ;  while  the  spacious  rectangular  galleries  en- 
closing the  cone  afforded  convenient  sites  for  the  dynamo-machines, 
and  the  gas  and  steam-engines  in  motion.  The  central  fountain, 
throwing  an  ample  jet  of  water  eighty  feet  high  by  means  of 
power  transmitted  electrically,  and  descending  over  cascades  bril- 
liantly illuminated  by  electric  lights  seen  through  the  felling 
water,  constituted  an  interesting  exhibit  in  itself,  and  added  greatly 
to  the  general  effect  at  night. 

On  the  outside  of  the  building  a  theatre  lighted  by  electricity,  a 
gallery  of  elegantly  furnished  apartments  under  the  effect  of 
incandescent  lamps  artistically  arranged,  an  electric  rope-tram- 
way, an  electric  boat  upon  the  Donau  Canal,  an  electric  railway  to 
convey  the  intending  visitor  from  the  Prater  Stern  to  the  Rotunda, 
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added  to  the  general  interest  of  this  most  complete  and  Bnccessfol 
exhibition. 

But  apart  from  the  interest  aflforded  to  the  general  observer  in 
bringing  before  him  a  great  variety  of  practical  applications  of 
electric  energy,  apparently  under  complete  control,  the  Vienna 
Exhibition  is  chiefly  remarkable,  in  my  opinion,  for  its  display  of 
measuring  instruments,  and  for  the  great  attention  given  both  by 
exhibitors  and  the  examining  judges  to  accurate  information, 
rather  than  to  mere  visual  eflfects.    The  directing  council,  in 
justly  appreciating  this  tendency,  have  substituted  for  the  usual 
international  juiy  a  scientific  commission,  charged  with  a  careful 
investigation  of  the  scientific  bearings  of  such  exhibits  as  were 
submitted  to  them,  and  it  is  intended  to  reward  meritorious 
exhibitors  by  a  publication  of  these  reports,  instead  of  by  mere 
medals  and  certificates,  expressive  only  of  undefined  merit.    It  is 
one  of  the  greatest  charms  connected  with  electrical  effects,  that 
they  are  susceptible  of  very  accurate  measurement,  and  it  would 
be  difficult,  indeed,  to  apply  this  form  of  energy  either  to  the 
purposes  of  telegraphy,  or  of  lighting,  or  for  the  transmission  of 
mechanical  power,  unless  at  every  step  accurate  measurement  and 
calculation  was  resorted  to,  in  oitier  to  weigh  against  each  other 
the  influence  of  electrical  resistance,  of  magnetic  and  voltaic 
induction,  of  Foucault  currents,  and  of  heat  produced  by  mis- 
directed electrical  energy,  in  order  to  arrive  at  practically  useful 
results.    For  these  purposes,  accurate  and  simple  instruments  for  the 
measurement  of  electrical  quantities  are  of  the  utmost  interest,  and 
engage,  at  the  present  moment,  the  attention  of  leading  physicists 
and  engineers  in  this  and  other  countries. 

The  International  Electrical  Congress,  which  met  at  Paris  in 
1881,  has  done  excellent  service  in  laying  down  what  is  now  com- 
monly called  the  practical  system  of  electric  units,  based,  in  the 
main,  upon  the  British  Association,  or  C.G.S.  system.  It  is  to  be 
regretted  that  the  fundamental  unit,  that  of  electrical  resistance, 
has  not  yet  been  definitely  determined  upon  by  the  International 
Committee  charged  with  that  duty  ;  but  it  is  more  than  probable 
that  the  values  resulting  from  the  recent  careful  investigations  by 
Lord  Rayleigh  and  Mrs.  Sidgwick,  supported  by  those  of  Mr. 
Glazebrook,  wiU  prove  so  perfectly  accurate,  that  standards  based 
upon  these  determinations  may  be  accepted  provisionally  by  prac* 


SIR    WILLIAM   SIEMENS,    F.R,S.  417 

tical  elecfcricians.  The  limit  of  resistance,  or  ohniy  is  represented 
by  a  column  of  pure  mercury,  of  one  square  millimetre  sectional 
area,  and  of  a  length  of  106  millimetres  at  zero  Centigrade.  This 
being  fixed,  it  is  only  necessary  to  determine  the  relative  conduc- 
tivity of  any  metal  or  substance  to  that  of  pure  mercury,  in  order 
to  introduce  into  our  calculations  the  value  in  ohms  of  any  con- 
ductor or  coil  of  wire  intended  for  use. 

The  perfect  accuracy  with  which  electrical  quantities  can  be 
determined,  and  used  in  calculation,  makes  it  probable  that  in 
dealing  with  other  forms  of  energy,  such  as  heat,  light,  and  even 
mechanical  effects,  the  electric  unit  quantities  will  be  substituted 
for  those  in  common  use.  Starting  with  this  assumption,  it 
appears  strange  that  the  Board  of  Trade,  in  putting  forward  a 
normal  wire  gauge  for  compulsory  use,  should  have  adopted  a  unit 
inconsistent  with  the  C.G.S.,  or  electrical  unit  system,  and  I  hope 
that  it  is  not  yet  too  late  for  the  authorities  of  that  department  to 
reconsider  the  measure,  before  it  is  brought  into  compulsory  use. 

The  wire-gauge  intended  to  be  imposed  for  compulsory  use, 
from  the  Ist  of  March  next,  professes  to  be  a  compromise  between 
the  old  Birmingham  wire  gauge,  the  gradual  and  erratic  growth 
of  rule  of  thumb,  and  the  Whitworth  gauge,  based  upon  the 
decimalised  inch  as  the  unit  measure.  The  Whitworth  gauge  has 
the  advantage  in  its  favour  of  being  based  upon  a  rational  unit, 
the  tenth  of  an  inch,  of  which  each  successive  number  represents  a 
multiple.  It  was  introduced,  together  with  a  system  of  accurate 
measurement,  by  means  of  the  micrometer  screw,  its  author  having 
thereby  inaugurated  a  virtual  revolution  in  the  mechanical  arts. 
The  Whitworth  gauge  would,  in  my  opinion,  leave  nothing  to  be 
desired,  were  it  not  for  the  unfortunate  circumstance  that  its 
author  has  not  based  it  upon  the  decimal  unit,  the  centimetre, 
which,  whatever  may  be  urged  against  it  on  hypothetical  grounds, 
is  undoubtedly  making  steady  and  continuous  progress  towards 
universal  adaptation  throughout  the  world.  It  possesses  this 
great  advantage  over  the  decimalised  inch,  that  it  connects  units 
of  linear  with  those  of  cubical  measure  and  weight,  that  it  has 
been  adopted  by  the  Em*opcan  nations  for  common  use,  and  that, 
in  this  country,  it  is  employed  in  all  scientific  investigations, 
owing  to  the  facilities  just  indicated.  Legally  speaking,  its  use 
is  authorised  by  Act  of  Parliament,  but  its  practical  employment 
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in  commerce  is  rendered  impossible  by  the  fiEtct  that  the  Standards 
Office  refhse  to  affix  their  stamp  to  any  particular  rod  divided 
metrically.  The  legality  of  metrical  measurement  is  ftirther  sub* 
stantiated  by  the  important  fact  that  England  was  officially 
represented  at  the  Paris  Electrical  Congress,  which  has  adopted 
for  all  electrical — and  I  may  therefore  almost  say  for  all  accurate 
— measurements  of  the  future,  the.  C.6.8.  (the  centimetre-gramme- 
second)  system,  proposed,  not  by  our  neighbours  on  the  continent, 
but  by  a  committee  of  the  British  Association,  comprising  leading 
men  of  physical  science,  and  as  the  result  of  many  years  of 
arduous  labour. 

The  electrical  conductivity  of  a  Mire  varies,  as  is  well-known,  in 
the  exact  proportion  of  its  sectional  area,  and  in  all  questions  of 
electric  quantity  and  measurement,  the  diameter  of  the  wire  is,  as 
it  were,  the  starting  point.  Great  indeed  will  be  the  complication 
that  must  arise  if  a  wire  gauge  is  practically  enforced  which  has 
absolutely  nothing  in  common  with  the  fundamental  measures 
employed  in  all  scientific  work,  and  that  are  of  universal  applica- 
tion as  regards  electrical  measurement.  Nor  can  it  be  said  that 
the  proposed  wire  gauge  is  based  upon  a  system  possessing  rival 
merits,  its  leading  feature  being  that  it  expressly  disregards  all 
system  whatsoever.  In  examining,  for  instance,  the  current 
numbers  of  the  new  wire  gauge  from  1  to  12,  we  find  that  the 
successive  increases  of  diameter  from  number  to  number  are  repre- 
sented by  the  decimals  -024,  -024,  '020,  '020,  '020,  '016,  -OIG, 
•016,  -OIG,  -012,  -012  of  an  inch,  or  -00095952,  '00095952, 
•0507990,  -0507990,  '0507990,  '04003908,  '04008908,  '04003908, 
•04003908,  'O3O47970,  '03047970  of  a  centimetre  ;  it  is  thus  clear 
that  the  authors  of  the  gauge  did  not  aim  at  making  the  numbers 
advance  according  to  a  uniform  increment  of  progression  of 
diameter.  But  it  will  be  said  that  they  may  have  been  guided 
by  a  desire  to  establish  a  uniform  progi'cssion  according  to  the 
sectional  areas  of  the  wires  ;  but  in  calculating  those  areas  I  find 
that  the  increments  of  increase  are  '010858,  '009952,  '007003, 
•000974,  -000340,  '004024,  '004223,  '003820,  ^003418,  •002300, 
•002073  of  a  square  inch,  or  expressed  in  square  centimetres, 
07005038, -00 120538,-04905075,-04499270,-04094121,-02983173, 
-02724408,  -02404473,  -02205122,  -01483845,  -01337395,  show- 
ing that  neither  had  the  projectors  of  the  new  gauge  any  intention 
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to  make  each  saccessive  nnmber  represent  an  equal  increment,  or 
an  equal  progressive  proportion  of  the  sectional  area. 

In  ordering  wire  according  to  the  new  Board  of  Trade  wire 
gauge,  the  engineer  would  have  to  make  a  lengthy  calculation  in 
the  first  place,  in  order  to  express  its  diameter,  its  weight  per  unit 
length,  or  its  conductivity  in  rational  measure ;  but  the  greater 
drawback  will  arise  in  the  practical  use  of  each  wire,  to  determine 
either  its  strength  per  square  inch  or  per  square  centimetre,  its 
electric  conductivity,  or  the  space  it  will  occupy  in  a  coiL 
Elaborate  calculations  will  continually  have  to  be  resorted  to,  too 
complex  to  impress  the  mind  with  those  direct  perceptions  of 
fitness  and  proportion  which  shorten  the  work  of  an  experienced 
practitioner.  It  may  be  said,  however,  that  the  new  gauge  was 
not  designed  for  engineers  and  scientists,  who  are  quite  capable  to 
find  their  way  out  of  any  difficulty  which  may  be  imposed  upon 
them,  but  for  practical  wire-drawers,  manufacturers  of  bird  cages, 
or  other  humble  users  who  do  not  care  for  accuracy,  but  require 
some  nomenclature,  which,  although  representing  different  sizes 
from  those  in  the  old  Birmingham  wire-gauge,  they,  in  their 
rough  and  ready  practice,  will  hardly  be  able  to  find  out  the 
difference. 

As  regards  the  wire-drawers,  it  can  easily  be  proved  that  they 
have  long  been  in  the  habit  of  drawing  their  wire  according  to 
specifications  in  which  the  diameter  is  expressed  either  in  deci- 
mals of  the  inch  or  centimetre  ;  and  being  myself  connected  with 
a  firm  of  telegraph  engineers,  who  have  been  large  users  of  wire,  I 
may  state  it  as  a  fact,  that  for  at  least  the  last  nine  or  ten  years 
the  contracts  given  out  by  them  have  always  been  stated  according 
to  diameter  ascertained,  not  by  a  wire  gauge,  but  by  means  of  the 
infinitely  more  correct  and  more  convenient  micrometer  screw,  of 
which  a  specimen  stands  before  me.  It  may  perhaps  be  worthy 
of  notice  that  the  pressure  of  the  wire,  when  pinched  in  between 
the  two  steel  &oea  is  limited  by  means  of  a  spring-ratchet,  which 
yields  when  resistance  is  encountered,  and  thus  prevents  inaccuracy 
through  fiattening  of  the  wire  to  be  measured. 

As  regards  the  bird-cage  maker,  and  other  rough  users  of  wire, 
I  should  say  that  the  sooner  they  were  taught  to  use  their  wire 
according  to  measurement,  instead  of  having  only  the  vague 
notion  of  the  size  given  by  the  existing  Birmingham  Wire  Oauge, 
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the  better  it  would  be  for  the  character  of  the  work  they  produce  ; 
and  I  cannot  sympathise  with  the  benevolent  desire  to  save  them 
the  trouble  of  becoming  familiarised  with  a  national  gauge.  I 
venture  to  assert,  on  the  contrary,  that  the  greatest  merit  of  any 
system  of  measurement  is  its  capability  of  approaching  high 
standards  of  accuracy,  and  of  conveying  in  its  units  the  most 
definite  conception  of  quantity  ;  and  this  certainly  cannot  be  said 
of  a  wire  gauge,  the  numbers  of  which  coincide  with  no  definite 
units,  either  of  diameter  or  sectional  area,  and  are  supposed  to  be 
verified  by  the  rough  and  ready  method  of  passing  the  wire 
through  the  corresponding  notch  of  a  gauge  plate,  which  can  only 
be  expected  to  be  accurate  after  allowing  for  a  considerable  margin 
of  error. 

The  objections  to  the  Board  of  Trade  gauge  are  already  making 
their  appearance,  and  I  observe  that  the  American  Ohio  Auxiliary 
Society  recommend,  at  the  suggestion  of  one  of  their  members, 
Mr.  Davies,  a  modification  of  the  Whitworth  gauge  for  general 
adoption  in  America.  The  same  influential  body  have  advocated 
for  some  years  the  measuring  of  dry  goods  by  weight,  instead  of 
by  the  most  uncertain  measure,  the  bushel,  and  this  very  rational 
advance  toward  accuracy  has  actually  Ijeen  adopted  by  the  Cleve- 
land Board  of  Trade.  There  would  be  great  danger,  therefore,  in 
my  opinion,  that  the  adoption  of  the  new  wire  gauge  in  this 
country  will  not  only  place  our  system  of  measures  at  variance 
with  those  of  the  continental  nations  of  Europe,  but  that  the 
United  States  will  also  separate  from  us  on  this  question,  and 
raise  another  impediment  to  the  importation  of  British  wire  and 
sheets,  we  thus  aiding  the  protectionists  of  that  country  by 
supplying  them  with  an  objection  against  the  introduction  of 
English  goods. 

The  desire  for  the  introduction  of  a  national  system  of  measure- 
ment of  universal  application,  has  given  rise  to  the  assembly  of  an 
International  Geodetic  Congress,  which  met  last  month  at  Rome. 
The  conclusions  arrived  at  by  this  Congress,  at  which  England 
was  officially  represented,  are  of  a  very  important  character.  The 
second  resolution  is  to  the  efiect,  "  That  the  Conference  propose 
to  the  Governments  to  choose  for  their  initial  meridian  that  of 
Greenwich,  inasmuch  as  that  meridian  fulfils,  as  a  point  of 
departure  of  longitudes,  all  the  conditions  required  by  science ; 
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aad  that  being  already  actaally  the  most  extensively  nsed  of  all,  it 
presents  the  greater  probability  of  being  generally  accepted." 
The  third  resolution  is  a  corollary  of  this,  and  runs  thus  : — 
**  That  the  longitudes  should  be  reckoned  from  the  meridian  of 
Greenwich,  in  the  sole  direction  of  from  east  to  west,  and  from 
zero  to  860',  or  from  zero  to  24  hours ;  the  meridians  on  the 
charts,  and  the  longitudes  in  the  registers,  should  be  indicated 
everywhere  in  hours  and  minutes  of  time,  with  liberty  of  adding 
the  indication  of  the  corresponding  degrees,"  and  this  country 
has  every  reason  to  be  satisfied  with  the  international  delibera- 
tion. 

Another  resolution  was  passed,  however,  "expressing  a  hope 
that  England  will  take  another  step  towards  the  unification  of 
weights  and  measures,  by  contributing  to  the  labours  of  the 
Metrical  Convention."  This  international  convention  is,  as  is 
well  known,  established  at  Sevres,  and  constitutes  a  laboratory  on 
a  large  scale,  for  the  development  not  only  of  accurate  measures  of 
length,  weight,  and  bulk,  but  at  the  same  time  an  interesting 
school  for  the  cultivation  of  the  art  of  measurement,  and  although 
England  is  not  at  the  present  time  represented  upon  that  com- 
mission, it  so  happens  that,  at  the  present  time,  it  is  employed 
chiefly  upon  the  verification  of  standards  for  use  in  Great  Britain. 
It  may,  therefore,  be  confidently  expected  that  the  desire  formally 
expressed  by  the  Geodetic  Conference  may  soon  be  fulfilled,  the 
more  so  as  joining  the  Metrical  Convention  does  not  imply  an 
absolute  intention  to  adopt  metrical  measurement  for  commercial 
purposes,  for  the  adoption  of  which,  I  fear,  we  shall  have  to  look 
forward  to  a  future  time. 
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ABEL. 

Abel,  F.,  explosives,  researches  on, 
351 ;  steel,  tensile  strength  of, 
recent  investigations  on,  350. 

Abnej,  Captain,  on  solar  rays,  absorp- 
tion of,  358. 

Academia  de  Cimento  of  Florence, 
thermometers  of,  reference  to,  116. 

Academic  des  Sciences,  one  of  the 
five  branches  of  the  Institute  of 
France,  215  ;  Rojal  Society,  cor- 
responded to,  216. 

Adams's  selenium  photometer,  122. 

Agassiz,  hydrography,  labours  of,  in, 
346. 

Ainslie,  Captain,  corrosion,  experi- 
ments on,  151. 

Air-engines,  Bnginrering,  letter  to, 
on,  104. 

Airy,  Sir  G.,  chronometric  governor 
applied  by,  283 ;  on  compass  errors, 
846 ;  compensating  astronomical 
clock  of,  119. 

Aitken,  fog,  on  formation  of,  249, 
838. 

Akermann,  Professor,  iron  and  steel 
at  Paris  Exhibition,  214 ;  steel 
definition.  International  Com- 
mittee on,  member  of,  147 ;  on 
nomenclature  of  steel,  147  ;  tech- 
nical writings  of,  126. 

Alcoholmcter,  Siemcns's,  Wcr.,  122  ; 
description  of,  122 ;  employment 
of  in  Russia  to  control  production 
of  spirits,  123;  object  of,  122; 
principle  o^  122. 

Alizarine,  discovery  of,  by  Graabc 
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and  Liebcrmann,  336  ;  madder 
superseded  by,  337. 

Allen's  deep-sea  cable,  14. 

Allejme,  Sir  J.,  puddling,  mechani- 
cal, 149. 

Alliance  Co.,  magneto-electric  cur- 
rent applied  by,  395. 

Altencck*s,  von  H.,  armature,  399  ; 
advantage  of,  899  ;  description  of, 
399. 

Alternate  current  machine,  400. 

American  steel  maker,  protection 
not  needed  by,  139. 

Ammonia,  high  value  of,  387. 

Ampere,  magneto-electric  telegraphy 
founded  by,  74. 

Analine  dyes  from  coal  tar,  336. 

Anastatic  printing  process,  Faraday's 
appreciation  of,  283. 

Ancient  knowledge  of  iron  and  steel, 
188. 

Anderson,  Sir  J.,  on  land  wires,  re- 
ference to,  49. 

Andrews's  calorimeter,  121. 

Anthracite.    See  FueL 

Applied  Science  apparatus,  exhibits 
of,  112 ;  measuring  instruments 
included  among,  113. 

Applied  Science,  house  of,  152 ; 
Brogden's  objection  to,  154  ;  Civil 
Engineers,  institution  of,  should 
be  included,  154,  155 ;  com- 
mittee for  supervising,  153  ;  erec- 
tion of,  funds  for,  how  obtain- 
able, 153 ;  Iron  and  Steel  Insti- 
tute's approval  of,  154  ;  societies 
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which     might    be    included    in, 
152. 

Apprenticeship,  necessity  for  short, 
281. 

Arago,  reference  to,  216. 

Archimedes,  mechanical  contriyances 
of,  116 ;  principle  of  teaching  of, 
319. 

Arcs,  electric,  large  and  small,  Inmi- 
nons  rays  in,  comparison  of,  333. 

Aristotle  on  natural  forces,  183 ; 
steel  described  as  purified  iron  by, 
138. 

ArkwTight,cotton  spinning  developed 
by,  231. 

Armature  of  Alteneck  von  H.,  399  ; 
of  Pacinotti,  399  ;  of  Siemens's, 
Wer.,  395. 

Armour  plating  and  projectiles,  59. 

Armstrong,  Sir  William,  electrical 
current,  application  of,  by,  223 ; 
gun  of,  59  ;  power,  transmission  of 
by,  407 ;  thermo-electric  battery, 
reference  to,  by,  393. 

Arsenal,  Sicmens's  furnace  and  pro- 
cess used  at  without  acknowledg- 
ment, 292. 

Astronomical  Society,  celestial  bodies 
studied  by,  65. 

Astronomy  ,rescarchcs  in,  by  Huggins, 
W.,  Liveing  and  Jjockyer,  J.N.,with 
aid  of  dynamo-electricity,  268. 

Atlantic  cable,  second,  criticism  of, 
8,  21  ;  success  desired  in  interests 
of  progress,  science  and  investors, 
8. 

Atlantic  propeller  vessel,  345. 

Attwood,C.,regenerative  gas-furnace, 
one  of  the  first  licensees  of.  140. 

Aurora  Borcalis,  De  la  Rue,  W.,  on 
greatest  brilliancy  of,  355  ;  imita- 
tion of  in  vacuum  tube,  by,  355. 

Ayrton  and  Perry's  electric  measur- 
ing machines,  412. 

Azo-scarlets,  cochineal  superseded 
by,  337. 


BELL,  I.  L. 

Bacon,  Lord,  force,  nature  of,  183. 

Bain,  telegraphic  inventor,  reference 
to  as,  75. 

Baker,  B.  and  Powler,  J.,  engineers 
of  Forth  Bridge,  360. 

Balance,  Wheatstone.  See  Wheat- 
stone  Balance. 

Balfour,  F.  M.,  career  of,  317 ;  death 
of,  reference  to,  317. 

Barlow,  W.  H.,  logograph  of,  169 ; 
Steel  Committee,  member  of,  145. 

Bamaby,  N.,  naval  architecture, 
address  on,  reference  to,  113. 

Basic  lining,  difficulty  with,  226  ; 
Siemens's,  C.  W.,  experiments  with 
in  ]  868,  226. 

Bathometer,  Siemens's,  C.  W.,  123 ; 
description  of,  123  ;  object  of,  the 
measurement  of  depth,  123 ;  para- 
thermal  arrangement,  123 ;  prin- 
ciple of,  diminution  of  force  of 
gravitation  with  depth  of  water, 
123;  tests  of,  123;  Thomson's, 
Sir  W.,  sounding  line,  comparison 
of,  with,  123  ;  uses  of,  124. 

Battery,  explanation  of  action  of, 
30. 

Battery,  secondary  action  of,  Frank - 
land.  Dr.,  Gladstone,  Dr.,  and 
Tribe  on,  reference  to,  410  ;  appli- 
cation of  to  boats  and  tramways, 
410,411;  efficiency  of,  410;  Faure's, 
410 ;  permanence  of,  410 ;  Plant^'s, 
410;  Sellon's,  410;  Siemens's, 
C.  W.,  410  ;  Volckmar's,  410. 

Bedrooms,  time  wasted  in,  360. 

Bell,  steam  navigation  introduced  by, 
112,  232. 

Bell,  G.,  photophone  of,  267  ;  {j^ele- 
phone  of^  169  ;  currents  of  rapidity 
and  minuteness  of,  170  ;  develop- 
ment of,  284  ;  diaphragm,  metallic 
of,  application  of  magneto-induc- 
tion by,  170). 

Bell,  I.  L.,  Bessemer  medal,  remarks 
on  presentation  of,  to  Siemens,  C. 
W.,  107 ;  blast  furnace,  full  dis- 
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BENZINE. 

cnssion  of,  tinder  presidency  of, 
137 ;  metallnrgj,  elaborate  re- 
searches in,  108 ;  Price's  retort 
furnace,  paper  on,  reference  to, 
110  ;  puddling  researches  of,  160  ; 
steel  definition.  International  Com- 
mittee on,  member  of,  147. 

Benzine  discovered  by  Mansfield,  336. 

Berzelius,  chemical  researches  of, 
reference  to,  325. 

Bessemer,  Sir  H.,  regenerative  gas 
furnace  alluded  to  by,  264, 

Bessemer  Medal,  award  of  to  Siemens. 
C.  W.,  107  ;  presentation  by  Bell, 
I.  L.,  107,  and  reply  by  Siemens, 
C.  W.,  108. 

Bessemer  process,  advantages  of,  60  ; 
limited  to  superior  brands  of  pig 
iron,  60  ;  Mushet*s  addition  to, 
144  ;  opinion,  high,  of,  225. 

Bessemer  steel,  application  of,  for 
general  engineering  purposes,  144 ; 
cheapening  of,  139. 

Bird's-eye  view  of  daily  occupations, 
387. 

Birmingham  and  Midland  Institute, 
presidency  of,  369  ;  usefulness  of, 
291. 

Birmingham,  proposal  to  supply, 
with  heating  gas,  254. 

Blows,  Bessemer,  increased  in  num- 
ber per  diem  in  the  United  States, 
139, 140. 

Board  of  Trade  gauge,  objections  to, 
420. 

Board  of  Trade  rules  with  regard  to 
steel,  146. 

Boats,  battery  secondary,  applica- 
tion of,  to,  410,  411. 

Boilers,  pressure  in,  limited,  342. 

Bolometer,  Langley's  observations 
with,  358. 

Bone,  nourishment  in,  361. 

Boscha,  quadruplex  telegraphy  by, 
168. 

Bougier's  photometer,  reference  to, 
122. 


BUCKNILL,  CAPT. 

Bramwell,  Sir  F.  (o»  electric  light 
areas,  382 ;  and  candle  light,  382  ; 
and  gas  light,  382  ;  legislation, 
371)  ;  Perkins's  engine,  report  on 
342  ;  ''  practical  man,"  describes, 
275 ;  prime  movers,  address  on, 
reference  to,  113  ;  (Siemens^  C. 
W,f  address  to  Society  of  Arts, 
nature  of,  381  ;  applications  of 
science  to  industry  by,  381) ;  tele- 
phony, lecture  on,  391. 

Brassey,  Sir  T.,  British  Navy,  work 
on,  345. 

Brassey,  T.,  on  labour,  127. 

Breguet,  telegraphy,  inventions  in, 
by,  75. 

British  Association,  address  of  Sie- 
mens, C.  W.,  to,  316, 358 ;  anniver- 
sary meeting,  success  of,  318 ; 
annual  survey  of  science,  366  ; 
electrical  units,  committee  of,  321 ; 
electrical  unit  of  resistance  de- 
rived from  Weber's,  33  ;  lecturers, 
Tyndall,  Huxley,  Miller,  Lubbock, 
Spottiswoode,  85 ;  mechanical  sec- 
tion of,  address  of  Siemens,  C.  W., 
to,  52 ;  science,  application  of,  by 
members  of,  52 ;  societies  como 
into  existence  since  foundation  of, 
817  ;  and  Society  of  Arts,  differ- 
ence between,  366 ;  subjects  dis- 
cussed at,  of  general  and  inter- 
national interest,  320. 

British  Navy,  Brassey,  Sir  T.,  on, 
345. 

Brooke,  deep-sea  cable,  paper  on, 
reference  to,  20. 

Brougham's,  Lord,  aphorisms  with 
regard  to  knowledge,  280. 

Brown,  Gentle,  reference  to,  140. 

Buchholz's  system  of  decorticating 
grain,  83 ;  description  of  process, 
83. 

Bucknill,  Capt,  Foreland  experi- 
ments, criticism  of,  223  ;  Siemens's, 
C.  W.,  system  of  electric  street 
illumination,  criticised  by,  224. 
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Bonsen  on  combustion,  332  ;  on  dis- 
sociation, 304 ;  photometer  of, 
122 ;  spectroscope  of,  24. 

BoshmiUs,  electrical  railway  at,  408. 


Cable,  repair  of,  after  submersion, 
174 ;  ship,  should  have  special 
facilities  for  manoeuvring,  174. 

Calorific  power  of  coal  in  units  of 
heat,  or  force,  or  chemical  action, 
62. 

Calorimeters,  121. 

Capital,  dnties  and  rights  of,  128. 

Carbon,  one  pound  raised  one  foot 
represents  one  foot  pound  of 
energy,  89 ;  one  pound  separated 
from  oxygen  capable  of  developing 
11  million  foot  pounds  of  energy, 
89. 

Carbon,  heat  developed  by,  98. 

Carbonic  acid  in  limestone  difficult 
to  account  for,  309 ;  in  earth's 
atmosphere,  10,000th  part,  309. 

Camot,  energy,  researches  on,  refer- 
ence to,  325  ;  heat  and  mechanical 
motion,  views  regarding,  106,  184. 

Carpenter,  W.  B.,  hydrography, 
labours  of,  in,  346. 

Carr*s  disintegrator,  grain  ground 
in,  83. 

Catalan  process,  reference  to,  138. 

Central  college  at  South  Kensington 
for  City  and  Guilds  of  London 
Institute,  386. 

Channel  steam  ferry  proposed  by 
Fowler,  J.,  349. 

Channel  tunncl,considerations  affect- 
ing, 58,  313,  314,  349  ;  letter  to 
the  Timex  on,  313  ;  proposal  to 
fill  with  carbonic  acid  as  effectual 
barrier  against  foe,  313,  314. 

Charge  or  induction  in  cables,  39  ; 
different  in  different  insulating 
substances,  39  ;  explanation  of, 
39;  formula  for,  39;  length  of 
cable  determined  by,  39 ;  measure- 
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ment  of,  33,  39 ;  tests,  order  of, 
40;  unit  o^  definition  of,  83; 
*'  Wippe  "  method  of  determining, 
40. 

Chasms  in  sea  bottom,  cables  lying 
over,  liable  to  fracture,  22. 

Chatterton's  mixture,  10. 

Cheapness,  contest  for,  England 
holds  her  own  in,  209. 

Chemical  progress,  Chemical  Society, 
record  of,  74. 

Chemical  research  by  dynamo-elec- 
tricity by  Liveing,  258. 

Chemical  Society,  chemical  investi- 
gations by,  65 ;  record  of  chemical 
progress,  74. 

Chemistry,  researches  in,  by  Ber- 
zclius,  Dalton,  Lavoisier  and 
Liebig,  325. 

Chinese  way  of  reward,  385. 

Chromium  adds  strength  and  hard- 
ness to  steel,  143. 

Chronometric  governor,  Siemens^s, 
W.  and  C.  W.,  119  ;  applied  by 
Airy,  Sir  G.,  at  Boyal  Observatory, 
283. 

City  and  Guilds  of  London  Institute, 
address  of  Siemens,  C.  W.,  on  dis- 
tributing prizes  to  students  of, 
384  ;  apprentices,  advantages  of, 
to,  387  ;  central  coUcge  at  South 
Kensington  for,  386  ;  educational 
establishments  affiliated  to,  385 ; 
prosperity  of,  384. 

Civil  engineering,  definition  of,  Tel- 
ford's, suggested  by  Tredgold,  319. 

Civil  Engineers,  Institution  of, 
papers  on  telegraph  engineering 
read  before,  at  lengthy  intervals, 
66. 

Civilized  man,  what  constitutes,  236. 

Clark,  L.,  pneumatic  despatch  tubes 
first  applied  by,  77  ;  testing  joints, 
method  of,  43 ;  Wheatstone,  Sir 
C,  address  on,  reference  to,  109. 

Clausius,  energy,  researches  on,  refer- 
ence to,  325  ;  on  heat  and  mechan- 
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ical  energy,  relation  between,  105, 
184  ;  on  molecular  theory  of  gases, 
299. 

Coal,  analysis  of,  244 ;  calorific  power 
of,  191, 245  ;  carriage  of,  difliculty 
of,  269 ;  combination  of,  with 
oxygen,  86;  Commissioners' report, 
188;  {consumpt  ion  per  horse-power 
per  boar,  343  ;  method  of  reduc- 
ing, 81 ;  present  rate  of,  101, 188)  ; 
(depoHts^  only  fuel  below  earth's 
surface,  87, 187  ;  of  United  States 
very  extensive,  233)  ;  derived 
from  solar  energy  of  former  ages, 
91 ;  distillation  of,  result  of,  244 ; 
fire,  loss  of  heat  by  distillation 
within,  244  ;  see  Fuel ;  gases  in, 
condition  of,  244  ;  getting  by  me- 
chanical process,  82  ;  heat  units 
developed  in  combustion  of,  81 ; 
performs  {th  theoretical  work  in 
steam  engine,  ^th  in  iron  heating, 
63 ;  produced  from  former  solar 
rays»  188  ;  production,  annual,  of 
Great  Britain,  81  ;  question,  100  ; 
saving  appliances,  82 ;  Select  Com- 
mittee on,  100,  101 ;  tar,  former 
and  present  value  of,  and  of  secon- 
dary products  of,  336,  337  ;  waste 
of,  as  smoke,  364 ;  and  zinc,  energy 
of,  392. 

Coil,  induction,  new  way  of  exciting, 
356. 

Coil,  tested  under  pressure,  41. 

Coke,  coal  turned  into,  for  high  tem- 
perature effects,  244  ;  as  domestic 
fuel,  objections  to,  247 ;  and  gas 
in  combustion  on  fire  place,  247  ; 
and  gas  as  heating  agents  com- 
pared, 251 ;  oven,  loss  of  volatile 
constituents  in,  245. 

Colladon,  Prol,  dynamo  metrical 
apparatus  of,  120. 

Combined  retort  and  grate  gas  pro- 
ducer, difficulty  with,  291,  292. 

Combustible,  first  effect  of,  244. 

Combustion,  Bunsen  on,  reference 
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to,  332;  flameless,  86;  heated 
products  of,  loss  of  effect  by,  192 ; 
perfect,  should  prevent  fogs,  250 ; 
Ste.  Claire  Deville  on,  reference 
to,  332. 

Comets,  Dewar  on,  reference  to,  301 ; 
explanation  of,  308 ;  gases  of,  310 ; 
Huggins,  W.,  on,  reference  to,  301  ; 
Liveing,  on,  reference  to,  301 ; 
luminosity  of,  to  what  due,  310  ; 
and  meteorites,  similar  gases  oc- 
cluded in,  301 ;  nucleus  of,  of  what 
consisting,  310 ;  phenomena  of, 
explanation  of,  309;  velocity  of, 
310. 

Commercial  crisis,  use  of,  128. 

Compass  errors.  Airy,  Sir  G.,  on, 
346. 

Compass,  Thomson's,  Sir  Wm.,  346* 

Competition  set  in  between  nations, 
233. 

Compound  gases  in  space  dissociated 
and  drawn  into  sun  as  fuel,  hypo- 
thesis of,  357. 

Compound  marine  engines,  consump- 
tion of  fuel  per  horse-power  per 
hour  in,  95. 

Compton,  cotton  spinning  developed 
by,  231. 

Condensing  steam  engine,  losses  in, 
341 ;  utilises  only  jth  of  heat 
energy  in  coal,  289. 

Conductivity  of  conductor  affects 
rate  of  speaking  through  cable, 
41 ;  of  copper,  varies  between 
wide  limits,  9,  40 ;  of  metals, 
table  of ,  9  ;  in  ratio  of  diameter, 
418. 

Conductor,  temperature  effect  on,  34. 

Conical  pendulum,  119. 

Conservation  of  solar  energy,  293, 
357. 

Conservatoire  des  Arts  et  Metiers, 
212,  215  ;  under  direction  of  Gen. 
Morin  and  M.  Tresca,  212,  215. 

Constructive  art,  steel  will  cause 
revolution  in^  60. 
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CONTINENTAL. 

Continental  educational  establish- 
ments unsuitable  for  England, 
275. 

Contre-vapeur,  59. 

Convection  currents  in  liquids,  cause 
of,  297  ;  how  improved,  297. 

Convertibility  of  energy,  illustra- 
tions of,  90. 

Coode,  Sir  J.,  tidal  records  of,  346. 

Cooke,  as  telegraph  inventor,  refer- 
ence to,  74. 

Co-operation  between  labour  and 
capital,  128. 

Cooper's  Hill  Engineering  College, 
reference  to,  275. 

Copper,  conductivity  of,  varies  be- 
tween wide  limits,  40  ;  dynamo 
machines,  different  effect  of  per 
.  pound  of,  in,  401 ;  durable  in  sea- 
water  when  mixed  with  phospho- 
rus, 14. 

Cornish  engine,  reference  to,  1 90. 

CoiTOsion,  experiments  on,  by  Ainslie. 
and  Gautier,  Capt.,  151. 

Cort,  puddling  process  of,  232. 

Coventry,  visit  to,  359. 

Cowj)er,  E.  A.,  proved  consumption 
of  fuel  as  low  as  1}  lbs.  per  horse- 
power, 95. 

Coyte,  A.,  on  puddling  iron,  155. 

Crack  or  pinhole  in  conductor,  im- 
possibility of  getting  spark  from. 
238. 

Craft  or  calling,  necessity  for  culti- 
vating science  of,  389  ;  love  and 
pride  in,  389. 


Dalton,  chemistry,  researches  on, 
reference  to,  325. 

Danlell's  pyrometer,  reference  to, 
121. 

Danks's  mechanical  puddling,  refer- 
ence to,  149. 

Darby,  A.,  regenerative  gas  furnace, 
proposal  made  to  use  in  1861, 140. 


DEEP  SEA  CABLES. 

Darwin,  C,  death  of,  reference  to, 
316. 

Davy,  8ir  H.,  decomposed  potash 
with  Wollaston  battery,  258 ;  elec- 
tric arc  in  1810,  258  ;  heat  and 
motion,  proof  of  identity  of,  184. 

Decarburization,  Heaton's  process 
of,  60,  61. 

Deep  sea  cables,  7 ;  Atlantic,  criti- 
cism of,  first,  15  ;  {coiling  o% 
hoard  j»Ai/i,  17  ;  water-tight  tanks 
for,  suggested  for  Malta  and  Alex- 
andria cable,  not  adopted  till 
cable  injured,  17)  ;  {eonductor  ofy 
8 ;  charge  varies  with  surface  of, 
and  inversely  with  insulating  ma- 
terial, 9 ;  internal  lining  of  Ley- 
den  arrangement  with  sheathing 
fur  external  lining,  8  ;  single  wire, 
objection  to,  9  ;  strand  of  copper 
wires,  8,  9  ;  transmission,  rate  of, 
varies  with  conductivity  of,  9) ; 
covering  external  of,  173  ;  flexi- 
bility of,  23 ;  (ftuulator  of,  10 ; 
characteristics  of,  10  ;  gutta- 
percha and  india-rubber  only  avail- 
able, 10  ;  vital  part,  10)  ;  (laying, 
18  ;  angle  of  descent,  20 ;  forces 
acting  upon,  19,  20 ;  of  heavy 
cable,  21 ;  identification  of  bottom, 
difficult  in,  18  ;  of  light  cables,  21 ; 
line  in  which  cable  runs  out  in,  19 ; 
mechanism  for,  19 ;  paper  on,  by 
Longridge,  J.  A.,  and  Brooks,  C.  H., 
reference  to,  20 ;  sounding  for,  18) ; 
(itheathing  <»/,  13  ;  destruction  of, 
by  marine  insects,  13  ;  helical  of 
Atlantic  cable,  danger  of,  13  ;  of 
reeds  joined  end  to  end,  14  ;  re- 
quired for  strength  and  protection 
to  core,  13 ;  to  resist  chemical 
action  of  sea  water  and  marine 
animals,  23  ;  for  shallow  seas,  14  ; 
Siemens's,  C.  W.,  proposed,  13 ; 
laid  in  MediteiTanean,  14,  and 
used  for  military  purposes  by 
European  governments,  14) ;  and 
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submarine  in  general,  distinction 
between,  7;  (testing  of,  14;  by 
differential  galyanometer,  17 ;  by 
galvanometer  and  Wheatstone 
bridge,'16 ;  Malta  and  Alexandria, 
daring  manufacture  and  submer- 
sion, 14,  15 ;  in  pressure  tanks, 
16  ;  standard  mercury  unit  of  re- 
sistance,  referred  to,  15;  at  uniform 
temperature,  16). 

Degree  of  hardening  of  steel  not 
defined,  148. 

De  la  Rue,  W.,  Aurora  Borealis  in 
vacuum  tubes,  experiments  on, 
355 ;  battery,  high  potential  of, 
354 ;  stratified  discharge,  experi- 
ments on,  354. 

De  la  Kue,  W.,  and  Muller,  H.,  elec- 
trical discharge,  experiments  on, 
354. 

De  Lesseps  and  Panama  Canal,  348. 

De  Meriten's  dynamo-machine,  400. 

Depression  in  prices  due  to  foreign 
competition,  209. 

Deprez,  M.,  transmission  of  power 
by,  406 ;  apparatus  employed, 
406 ;  Tresca's  communication  to 
French  Academic  des  Sciences 
regarding  yield  in,  406. 

Desert  dust,  electrification  of,  ob- 
served by  Siemens,  Werner,  308. 

Designs  in  materials  of  different 
strength,  question  considered,  62. 

Desirable  residences  to  let,  96 ; 
excellent  **  to  sell,"  97  ;  gas,  escape 
of,  from  joints  of  pipes  in  place  of 
burners,  97  ;  habitable  to  a  degree 
after  repairs  and  alterations,  97  ; 
smoke  enters  rooms  in  place  of 
chimneys,  97 ;  water  escapes 
through  ceiling,  97. 

Deville  on  dissociation,  reference  to, 
304. 

Devonshire,  Duke  of.  Iron  and  Steel 
Institute,  first  president  of,  124. 

Dewar,  J.,  on  comets  and  meteorites, 
reference  to,  301. 


DYNAMICAL. 

Dielectrics  affected  by  electrification, 
353  ;  Govi,  Kerr,  Dr.,  Quincke,  G., 
and  Yolta,  A.,  on,  reference  to, 
353 ;  variation  of  physical  pro- 
perties of,  353. 

Differential  galvanometer,  descrip- 
tion of,  17 ;  fixed  and  moveable 
resistance,  coils  of,  17. 

Dioptric  lights,  Stevenson,  T.,  ad- 
dress on,  reference  to,  113. 

Direct  process  of  conversion  of  ores 
to  iron  or  steel,  192. 

Direct  United  States  cable  con- 
ductor of,  172. 

Discovery,  no  end  to,  235. 

Dissociation,  affected  by  pressure, 
304  ;  Bunsen  on,  304  ;  Deville  on, 
304  ;  by  electric  arc,  305  ;  by  solar 
heat  in  plants,  305  ;  temperature, 
limit  of,  99  ;  tension  of  aqueous 
vapour,  304 ;  (m  vacuum  tubes 
of  carbonic  acid  and  water,  305  ; 
electric  discharge  in,  305  ;  experi- 
ments, description  of,  305  ;  perma- 
nent gases  produced,  attempt  to 
collect  and  measure,  305). 

Domestic  applications  of  heat,  waste 
in,  240,  246. 

Domestic  consumption,  wastefulness 
of,  95. 

Douglass,  Sir  J.,  Eddystone  light- 
house, reference  to,  349 ;  Trinity 
Board,  report  by,  178. 

Draper  on  oxygen  in  sun,  302. 

Dry  goods  by  weight  instead  of 
measure.  420. 

Dudley,  coal  used  by,  for  smelting 
iron,  231. 

Duplex  burner,  brilliancy  of,  to  what 
due,  251. 

Duplex  working,  Muirheadon,  refer- 
ence to,  326. 

Dynamical  equivalent  of  heat. 
Joule's,  321. 

Dynamical  theory  of  heat,  Clausius, 
Joule,  Mayer,  Bankine,  reference 
to,  105,  106. 
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DTNAMO-ELECTBIC. 

Pynamo-electric,  or  re-action  prin- 

.  ciple,  199,  220. 

Djnamo^lectric  cnrrcnt,  applica- 
tioDBof,  179,  331,869. 

Dynamo-electric  machine,  con- 
structive forms  of,  variety  of,  308, 
412 ;  De  Mcriten's,  400 ;  design 
of  points  in,  368 ;  distribution  of 
steam  engine  power  by,  example 
of,  180 ;  efficiency  of,  367 ;  friction 
in  reduction  of,  368  ;  maintenance 
of,  low  cost  of,  368 ;  power,  per- 
centage of,  utilizable  by,  179,  180  ; 
principles,  essential,  involved  in 
public  property,  413 ;  resistance 
of,  dependent  on  external  resis- 
tance, 223 ;  for  separation  of 
metals,  by  Prof.  Himly,  179,  180 ; 
Shunt,  400 ;  Siemens's,  400 ;  sim- 
plicity of,  368. 

Dynamo-electric  principle,  162  ;  ma- 
chines made  to  test,  question  of 
priority  of  manufacture  of,  con- 
sidered, 166  ;  publication,  first,  of, 
163 ;  Siemens,  C.  W.,  brought 
before  Royal  Society,  162 ; 
(5/ViM«i*,  If  Vrw^r,  original  experi- 
ments of,  on,  witnessed  by  Dove, 
Magnus  and  Du  Bois  Keymond, 
164 ;  published  by  Berlin  Academy, 
162,  163,  164);  (^Varley'i  S,  A,, 
claim  as  original  discoverer  of, 
considered,  163,  165,  166  ;  patent 
provisional  specification  of  private 
document,  166);  Sabine,  R,  on 
priority  of  conception  of,  166  ; 
Wheatstone,  C,  brought  before 
Royal  Society,  162. 

Dynamo  electricity,  second  law  of 
thermodynamics  not  involved  in, 
398. 

Dynamometer,  electrical,  412. 


Eads*s,    Capt.,   Tehuantepec    ship 
railway,  348. 


EDDT8T0NE  LI0HTH0U8E. 

Earth,  a  cinder  ball,  88  ;  consists  of 
combined  matter,  87,  186,  187, 
294  ;  heat,  internal  of,  294  ;  heat, 
from  sun  to,  294 ;  metals  in, 
generally  found  burnt,  87. 

Ebelmcn,  researches  of,  126,  210. 

Ecole  Centralc  des  Arts  et  Manu- 
factures, 211,  215,  386  ;  and  Ecole 
Polytechnique,  difference  be- 
tween, 212 ;  founded  originally 
by  an  association  of  gavatiSf  211  ; 
scientific  education,  three  years, 
course  of,  211 ;  state  school  since 
1860,  212  ;  trains  engineers  for 
private  industry,  211. 

Ecole  Polytechnique,  210,  211,  216  ; 
admission  to,  211 ;  branches  of, 
Ecole  des  Ponts  et  Chausdes,  210, 
and  Ecole  des  Mines,  210,  216; 
civil  service,  places  retained  for 
most  successful  students  at,  211  ; 
education  at  purely  scientific,  211. 

Edison,  electric  current,  division 
of,  by,  220;  electric  quantity, 
measures  of,  412 ;  incandescence 
light  of,  268  ;  microphone  of ,  267  ; 
quadrui)lex  telegraphy  developed 
by,  168  ;  (telephone^  development 
of,  284 ;  with  powdered  plum- 
bago, 169). 

Education,  capital,  231  ;  funda- 
mental, 54 ;  neglected  in  this 
country,  233  ;  (at  School  of  Mincty 
126 ;  susceptible  of  improve- 
ment, 126  ;  usefulness  of,  126) ; 
(technical,  126,  230;  necessity  of, 
recognized  on  the  continent,  126  ; 
processes,  working  of,  not  to  be  in- 
cluded in,  127  ;  in  sciences  bearing 
on  practice,  127  ;  works  on,  early, 
practical  bias  of,  126)  ;  universal 
interest  throughout  the  country 
in,  54. 

Eddystone  lighthouse,  new,  built  by 
Douglass,  Sir  J.,  349 ;  height  of, 
349  ;  self  distinguishing  light  for, 
as  proi)oscd  by  Thomson,  Sir  Wm., 
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and  modified  by  Hopkinson,  J., 
349. 

Eddjstone  lighthouse,  Smenton's, 
reference  to,  348. 

Effect,  mechanical,  theoretical  limits 
of,  319. 

Eglcston,  T.,  steel  definition,  Inter- 
national Committee  on,  member 
of,  147. 

Electric  arc,  fusion  of  metals  in 
large  quantities,  available  for,  258  ; 
heat  of,  238  ;  and  incandescent 
platinum,  comparison  of  luminous 
rays  in,  333  ;  transformation  of 
electricity  into  heat  and  light  in, 
826. 

Electric  battery  consuming  zinc, 
and  steam  engine  compared,  137. 

Electric  conductivity  of  wire  in 
ratio  of  diameter,  418. 

Electric  conductor,  cost  and  dimen- 
sions of,  374 ;  electricity,  flow  of, 
through,  202  ;  heat,  how  produced 
in,  and  dischargeable  from,  202 ; 
hollow  tube,  proposed  by  Thom- 
son, Sir  Wm.,  for,  203  ;  signalling 
through  simultaneously  in  opposite 
directions,  326  ;  size  of,  Thomson's, 
Sir  Wm.,  principle  regarding, 
374. 

Electrical  Congress,  electrical  units 

laid  down  by,  411  ;  England 
oflScially  represented  at,  418. 
Electric  current,  application  of,  on 
large  scale  possible,  224  ;  central 
motor  stations  for,  224  ;  (divinion 
of,  by  Edison,  announcement  of, 
220;  of  electric  lamps,  varying 
resistance  of,  causes  difficulty, 
220;  according  to  Ohm's  law, 
220  ;  regulator,  separate,  required 
for  each  branch,  220;)  economi- 
cally produced  from  natural 
forces,  137  ;  (regulator^  221  ; 
metallic  strip  for,  221)  ;  trans- 
mission of  power  by,  on  what 
dependent,  202. 


ELECTBIC  LIGHT. 

Electric  deposition  of  metals,  331. 

Electric  discharge,  De  la  Rue  and 
MuUer^s,  H.,  experiments  on,  354  ; 
with  high  tension  battery  by 
Gassiot,  354 ;  with  Huhmkorff  s 
coils,  354. 

Electric  district,  area  of,  372  ;  illus- 
tration of,  372  ;  working  charges 
of,  378. 

Electrical  dynamometer,  412 ;  de- 
scription of,  412 ;  measures  cur- 
rents in  Watts,  412. 

Electric  energy,  conversion  of,  into 
mechanical,  404 ;  illustrations  of, 
403  ;  losses  in,  325,  404. 

Electrical  Exhibition,  International, 
of  Vienna,  415 ;  electric  apparatus, 
boat,  railway  and  tramway  at, 
415  ;  illumination  of,  415 ;  mea- 
suring instruments  at,  416  ;  re- 
ports regarding  exhibits  at,  416  ; 
Rotunda  of,  designed  by  Russell, 
S.,  415 ;  scientific  commission  of, 
416. 

Electric  furnace,  259  ;  arc  of,  auto- 
matic adjustment  of,  259,  260 ; 
beam  of,  with  weight,  259 ;  con- 
nections of,  259 ;  crucible  of,  259 ; 
electrodes  of,  259;  solenoid  coil 
for,  259. 

Electric  fusion,  material  to  be  fused 
forming  positive  pole,  260;  non- 
conductive  material,  oi)erating  on, 
260 ;  numerical  results  of,  260 ; 
time  required  to  raise  tempera- 
ture in,  260. 

Electric  and  gas  light  compared,  238, 
239. 

Electric  hoist,  J.  Hopkinson*s,  404. 

Electric  induction,  illustration  of, 
31. 

Electrical  instruments,  illustration 
of,  32. 

Electric  light,  219,  367  ;  address  on, 
reference  to,  414  ;  applications  of, 
285,  332 ;  benefits  of,  333  ;  cheap 
must  be  concentrated,  224  ;  com- 
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panies*  applications  for  prorisional 
orders  speculative,  371 ;  cost  of, 
got  over  by  dynamo-machine,  367 ; 
difficulties  in  way  of  introduction 
of,  367,  414 ;  districts,  objections 
to  large,  378 ;  exhibitions,  369 ;  ex- 
pectations regarding,  not  realized, 
414 ;  experiments  on  vegetation 
and  growth,  271 ;  extended  use 
of,  414 ;  at  Fisheries  Exhibition, 
415 ;  and  gas  light  compared  as 
to  brilliancy,  cost,  &c.,  200,  334, 
335,  378 ;  gas  light  not  likely  to 
be  superseded  by,  373  ;  govern- 
ment recognition  of  advantages 
of,  334 ;  heat  one-tenth  that  of 
gas  light,  268 ;  with  holophote, 
334 ;  inconvenience  of,  200 ; 
(hgUlatim,  370;  bill  of,  1882, 
Bramwell's,  Sir  F.,  views  on 
reference  to,  370,  371 ;  controversy 
regarding,  370 ;  licenses  under, 
370,;  pre-emption,  right  of,  under, 
370 ;  provisional  orders  under, 
370 ;  select  committee  of  House 
of  Commons  on,  370)  ;  letters  to 
"  Bnginfering  "  on,l  62,1 63,1 64,1 65, 
219,  222 ;  limited  to  large  applica- 
tions during  present  generation, 
222  ;  motive  power,  regularity  of, 
requisite  for,  383 ;  natural  sources 
of  energy,  workc<l  by,  334 ;  ob- 
jections to,  334 ;  at  Paris  Electrical 
Exhibition,  285 ;  plant  more  costly 
than  gas  plant,  379 ;  progress  of 
best  insured,  383 ;  public  illu- 
minant,  334 ;  public  interest  in, 
369  ;  range  of  power  of,  285  ;  rays 
effective  in,  832 ;  ultra-violet 
rays,  experiments  with,  272 ;  on 
vegetation,  effects  of,  330  ;  white- 
ness of,  334. 

Electrical  machines,  conductors  for, 
202  ;  electrical  resistance  of,  201  ; 
working  conditions  of,  201. 

Electrical  mains,  372. 

Electric  measurement,  321 ;  depends 


ELECTRICAL  TRANBMI8SI0K. 

on  Ohm's  law,  32 ;  founded  en 
C.  G.  S.  system,  418. 

Electric  power,  costly  with  use  of 
zinc,  198  ;  required  for  (lighting 
ordinary  houses,  372 ;  Savoy 
Theatre,  373 ;  street  lamps,  873). 

Electric  practice,  problems  in,  be- 
yond electrical  theory,  319. 

Electric  propulsion,  advantages  of, 
409;  at  Lichtcrfclde,  Paris,  and 
Zaukerode,  409 ;  for  tramways, 
409 ;  and  underground  electric 
railway,  287. 

Electric  railway,  advantages  over 
horse  and  steam  power,  331 ; 
arrangements,  different,  of,  407 ; 
at  Bushmills,  331,  408  ;  crossing 
bye-roads,  how  effected,  408  ;  ex- 
tension of,  409 ;  inclines  on, 
worked  satisfactorily,  409 ;  first 
exhibited  by  Siemens,  Werner,  in 
1879,  330,  407;  on  Lichterfelde 
line,  407;  at  Paris  Exhibition,  331, 
408 ;  power  for,  how  produced, 
408  ;  working  speed  of,  408. 

Electrical  resistance,  conversion  of, 
into  heat,  398  ;  and  friction  of 
liquid  in  tube  compared,  31  ; 
(unit  of,  32,  33;  B.  A«  derived 
from  Weber's,  33 ;  several  pro- 
posed, 33 ;  Siemens's,  Werner, 
mercury,  83 ;  unit  of  nndeter- 
mined,  416). 

Electric  Storage  Co.,  batteries  of, 
403. 

Electric  telegraph,  advantages, 
greatest,  of,  77 ;  applicability, 
limit  of,  77  ;  beneficial  influence 
of,  267  ;  historical  review  of,  74  ; 
for  railways,  absolutely  necessary, 
267. 

Electrical  transmission  of  energy, 
270,  329,  363, 367, 391 ;  to  agricul- 
ture, 330 ;  case  of  demand  and 
supply,  371  ;  conductor,  reduction 
of  area  of,  with  increased  tension  of 
electricity,  876  ;   copper  conduc- 
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tor  to  convey  1,000  horse-power 
thirty  miles,  203,  406 ;  feasibility 
of,  405 ;  example  of,  271  ;  Hop- 
kinson,  J.,on,  329  ;for  locomotion, 
331 ;  losses  in,  270, 329, 830  ;  from 
natural  sources,  376  ;  objections 
to,  201  ;  return  conductor  required 
for,  329;  suggested  by  Volta, 
Ritchie,  Jacobi,  Page,  and  Hjorth, 
405  ;  working,  best  conditions  of, 
405. 

Electrical  unit  committee  of  British 
Association,  321. 

Electrical  onits  of  Electrical  Con- 
gress, 411 ;  named  after  leading 
physicists,  322. 

Electricity,  advantages  of,  181  ; 
applications  of,  288  ;  {applicable 
to  agriculture  and  horticulture, 
288 ;  for  high  temperature,  effects, 
289  ;  upon  tramways  and  small 
roads,  270) ;  in  conductors,  326 ; 
in  collieries,  Preece,  W.  H.,  on,  237  ; 
direction  of,  business  of  civil 
engineer,  391 ;  energy,  transmis- 
sion of,  by,  269,  326  ;  {and  gas 
competition  likely  between,  379 ; 
as  heating  agents,  243  ;  for  illu- 
minating purposes,  269  ;  letter  to 
the  Tiinei  on,  237)  ;  for  heating 
purposes,  288  ;  illustrations  of,  at 
Paris  Exhibition,  270;  {installa- 
tiowtf  large,  of  conductors  for,  375 ; 
cost  detailed,  and  total  of,  375);  in- 
struments for  measuring  accuracy 
of,  321 ;  International  Congress  of, 
266 ;  laws  of,  clearly  established, 
321  ;  for  lighting  purposes,  181  ; 
losses  necessary  in  application  of, 
288  ;  measurement  of  "  practical " 
and  "  absoluto  system  "  of,  322  ; 
for  metallurgical  purposes,  181 ; 
modern  uses  of,  178  ;  Paris  Exhibi- 
tion of,  281 ;  quantitative  effects 
of,  359,  391  ;  reduction  of,  from 
high  to  low  tension  with  secondary 
batteries,  376 ;  for  telegraphic  and 
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telephonic    purposes,    181 ;    unit 
measures  of,  321 ;  velocity  of,  326. 

Electro-culture  combined  with  other 
objects  economical,  288. 

Electro-gilding,  Elkington,  G.,  by, 
282 ;  Himly,  Prof.  C,  first  im- 
pulse in,  282  ;  Siemens,  Werner, 
and  C.  W.,  connection  with,  282. 

Electro-magnets,  production  of,  394. 

Electromagnetic  telegraphy  founded 
by  Oersted,  Amp6re,  Faraday  and 
Weber,  74. 

Electromagnetic  units,  system  of, 
323. 

Electro-motive  force  and  gravity 
compared,  30;  diagrammatically 
represented,  31. 

Elkington,  G.,  application  to  electro- 
plating of  discoveries  of  Davy, 
Faraday,  and  Jacobi,  281 ;  Sie- 
mens's,  C.  W.,  visit  to,  282,  283. 

Ellison,  of  Paris  Gas  Works,  experi- 
ments by,  339. 

Elster's  photometer,  reference  to, 
122. 

Elswick  gun  factory,  regenerative 
gas  furnace  successfully  applied 
at,  158, 159. 

Employer's  and  workmen's  interests 
identical,  389. 

Energy,  convertibility  of,  illustra- 
tions of,  90 ;  whence  derived,  186  ; 
kinetic,  185 ;  manifestations  of, 
89 ;  mechanical,  waste  of,  360 ; 
personal  waste  of,  360  ;  potential, 
185 ;  {retcarches  on,  reference  to 
Carnot,  325  ;  Clausius,  325  ;  Grove, 
325  ;  Helmholtz,  325  ;  Joule,  325 ; 
Maxwell,  325  ;  Mayer,  325  ;  Ran- 
kine,  325  ;  Stokes,  325  ;  Thomson, 
325)  ;  {transviisiion  of  by  electrU 
city,  363  ;  examples  of,  363,  364)  ; 
and  work,  examples  of,  185. 

Engine,  how  to  describe,  390  ;  fuel, 
consumption  of  in  large  and  small 
compared,  330 ;  visual  photograph 
of,  390. 
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Enthosiann  akin  to  genius,  890. 
Eric88on*8y  air  engine  of  1852,  104, 

190, 
Erosive  action  on  gons  of  gunpowder, 

352  ;  due  to,  362,  353. 
Eton,  science  classes  at,  276. 
Eaclid,  reference  to,  116. 
Evans,  Sir  F.,  hydrography,  labours 

of,  in,  345. 
Evaporation  by  son's  rays,  92. 
Excellent  young  men,  290. 
Exercise,     profitable,    bodily     and 

mental,  362. 
Exhibition,  Smoke  Abatement,  338. 
Expenditure  of  coal  per  horse  power 

per  hour,  330,  343. 
Explosives,  researches  on,  by  Abel, 

F.,  and  Noble,  Capt.,  351. 
Exposition  d'i)lcctricit^,  success  of, 

266  ;    importance   of,  recognised 

by  Soci^t^  des  Ing^nieurs  Civils, 

266. 


Faraday's,  anastatic  process,  ap- 
preciation of,  283 ;  electro-mag- 
netic telegraph,  74 ;  induced 
currents,  discovery  of,  115,  198; 
magnet  coil  by  which  induction 
spark  produced,  393,  394. 

Fault  should  not  be  let  pass  in  cable 
laying,  48. 

Faurc,  secondary  batteries  of,  334, 
410. 

Faust,  translation  of,  by  Martin,  T., 
187. 

Ferro-manganese  introduced  by 
Henderson,  G.,  142  ;  phosphorus 
neutralised  by,  142 ;  how  pro- 
duced, 142;  red  shortness  removed 
by,  142  ;  re-introduced  by  Terre 
Noire  Co.,  142  ;  in  steel  manufac- 
ture, use  of,  142. 

Field  telegraphs  and  torpedoes,  77. 

Finsboiy  College,  385 ;  laboratories 
of,  886,  386 ;  mechanical  science 


FBIOTION. 

incomplete,  chemical  and  physical 
science,  complete  arrangements 
for  teaching,  385,  386,  387. 

Fire-place,  ordinary  iron  back  and 
cold  air  check  combustion  in,  96. 

Fisheries  Exhibition,  electric  light- 
ing at,  416. 

Flame,  combustion  without,  86. 

Fletcher,  steam  navigation  intro- 
duced by,  232. 

Fleuss-dress,  passing  through  tunnel 
filled  with  carbonic  acid  in,  314. 

Flight,  Dr.,  meteorites,  analysis  of 
gases  in,  301. 

Florentine  Accademia  del  Cimento, 
thermometers  of,  reference  to,  121. 

Fluid  resistance,  Froude,  W.,  address 
on,  reference  to,  113. 

Fogs,  Aitken  on  production  of,  249. 

Food,  waste  of,  360,  361. 

Forbes,  D.,  foreign  secretary  of  Iron 
and  Steel  Institute,  death  of,  re- 
ference to,  126. 

Forth,  Frith  of,  bridge,  350 ;  engi- 
neers for,  Fowler,  J.,  and  Baker, 
B.,  350;  steel  employed  in  con- 
struction of,  350. 

Foucault  governor,  119. 

Fourehambault  Co.,  regenerative  gas 
furnace,  first  licensees  of,  140. 

Fowler,  J.,  engineer  for  Forth  Bridge, 
350 ;  steam  Channel  ferry  pro- 
posed by,  349. 

Fox,  L.,  incandescence  light  of,  268. 

Frankland,  Dr.  E.,  secondary  battery, 
on  action  of,  410. 

Frdmy,  reference  to,  216. 

French  Association,  216. 

French  education,  five  Unities  of, 
210. 

French  metallurgical  practice,  re- 
cent advance  in,  209. 

French  scientific  experimentalists 
and  writers  of  the  past  and 
present,  210. 

Friction  in  machinery,  mechanical 
loss,  325. 
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Frischen,  daplioato  telegraph  carried 
out  by,  167. 

Fpoude,  W.,  fluid  resistance,  address 
on,  reference  to,  113. 

Fnel,  address  of  Siemens,  C.  W.,  on, 
85  ;  (^afUhraoitef  132  ;  how  appli- 
cable, 132  ;  coke  made  from,  at 
Creusot  and  in  South  Wales,  132 ; 
smoke,  absence  of,  with  use  of, 
132;  in  United  States  of  America, 

132  ;  working  and  separation  of, 
132,  133) ;  carbonaceous  matter, 
solid,  liquid,  or  gaseous,  which  in 
combustion  yields  heat,  86,  129 ; 
(pool,  129 ;  deposits  largest  in  Eng- 
land, United  States,  and  British 
America,  130;  in  Great  Britain, 
coal  conmiissioners  report  on,  130, 
and  on  consumption  of ,  130  ;  table 
of  areas  and  annual  production  of 
the  globe,  130) ;  consumption  in 
engines,  330,  and  smelting,  97  ; 
(definition  off  as  any  substance 
which  combining  with  another 
produces  heat,  87 ;  as  all  poten- 
tial force,  129) ;  demand  for,  in- 
creasing,  supply  failing,  81  ;  de- 
rivation from  sun,  mode  of,  129  ; 
economical  application  as  affect- 
ing consumption,  131  ;  {gaseous^ 
133 ;  application  and  analysis  of, 
134  ;  at  Bakoo  on  the  Caspian, 
134 ;  in  Pennsylvania,  134 ;  gas 
producers  in  coal  mines  for  supply 
of,  99,  100,  134,  257);  QignUe 
and  peat,  133  ;  application  of,  as 
gas  in  regenerative  gas  furnace, 

133  ;  treatment  of,  by  desiccation, 
compression,  and  coking,  133)  ; 
(liquid,  calorific  value  and  purity 
of,  high,  135  ;  high  price  of,  135)  ; 
in  metallurgy,  consumption  of, 
192 ;  saving  appliances  improve 
quality  of  work,  82 ;  use,  proper, 
of,  94. 


GAS. 

Galileo*s  discovery  of  pendulum, 
Huyghens*  application  of,  118. 

Galton's,  D.,  Capt,  ventilating  fire- 
place, 96  ;  advantages  of,  96 ; 
application,  slowness  of,  due  to 
not  being  patented,  96  ;  radiant 
heat  from,  96  ;  warm  air  supplied 
by,  96. 

Galvanising,  when  not  applicable. 
151. 

Gas,  advantages,  various,  of,  269; 
applicable  for  cooking  and  heat- 
ing purposes,  222;  application, 
future,  extensive,  of,  268;  to 
artizan,  value  of,  335 ;  in  ascent 
accumulates  forward  pressure,  100 ; 
battery.  Grove's,  Sir  W.,  409 ; 
burners,  improvements  in,  286, 
379  ;  bye-products  from,  379  ; 
and  coke  in  combustion  on  fire- 
place, 247 ;  (companies,  dividends, 
large,  of,  379 ;  domestic  lighting, 
bulk  of,  likely  to  remain  with, 
373 ;  electric  lighting,  influence 
of,  on,  335  ;  monopoly  of,  checks 
progress,  335) ;  consumption,  250 ; 
conveyance,  ease  of,  269;  (dis- 
tillation of,  in  retorts,  order  of, 
fire-damp  and  marsh  gas,  for  half 
hour,  then  defiant,  acetyline,  and 
gases  rich  in  carbon  for  two  hours, 
and  heating  gas  to  end  of  process, 
253,  839 ;  reduction  of  period  of, 
339) ;  for  domestic  purposes,  ad- 
vantageous use  of,  339  ;  (and 
electricity,  competition  likely 
between,  379  ;  as  heating  agents, 
243  ;  for  heating,  lighting,  and 
power,  379 ;  relative  uses  of,  for 
illuminating  purposes,  269)  ;  (and 
electric  light,  compared  as  re- 
gards properties,  239  ;  for  smaller 
purposes,  252  ;  co-application  of, 
373)  ;  (engine,  consumption  of  gas 
in,  201 ;  cylinder,  working,  loss  in, 
342  ;  efildency,  high,  of,  257,  342 ; 
loss  by  radiation  and  friction  in, 
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342 ;  mechanical  energy,  trans- 
formation  of,  342 ;  motor  of  the 
fiitnie,  343 ;  results,  maximum, 
attainable  with,  343 ;  in  ships, 
future  use  of,  343 ;  temperature 
ratios  in,  342) ;  fireplace,  objec- 
tions to,  240 ;  (^flame^  conductive 
transfer  of  heat  from,  to  air 
supporting,  340  ;  luminositj  of, 
depends  on  temperature,  340 ; 
luminous,  j^th  part  according  to 
Tyndall,  340 ;  temperature,  rais- 
ing of,  340)  ;  ifvfl,  benefits  of, 
239,335,380;  cheapest  and  cleanest 
form  of,  335 ;  consumption,  large 
future,  of,  380 ;  eflSciency  of,  to 
what  due,  340;  for  mechanical 
e£fects,  ml  vantages  of,  341);  illu- 
minating power  of,  necessity  for 
increasing,  335  ;  illuminating  and 
heating,  separation  of,  benefits  of, 
380 ;  lighting,  deleterious  gases 
produced  in,  239 ;  lighting  inaugu- 
rated at  Soho  Works,  286  ;  place 
for,  gas  engine  cylinder  not  gas 
burner,  268, 

Gas  producer,  action  of,  194;  at 
bottom  of  coal  pits  99,  100,  134, 
257  ;  {circular  form  of,  255  ;  ar- 
ranged for  coke  production,  255  ; 
description  of,  255 ;  gas  from,  338 ; 
heat,  intense,  region  of,  255 ;  modnt 
operandi  of,  255  ;  object  of,  256)  ; 
conversion  of  coal  into  gas  in,  110  ; 
description  of,  193  ;  loss  in,  12J7<» 
111;  utilisation  of  waste  deposits  of 
small  coal  by,  100 ;  water  below 
grate,  decomposition  of,  in,  110; 
work  of  distillation,  value  of,  in 
heat  units,  110;  {zones  of,  com- 
bustion, carbonisation  and  distil- 
lation, 110;  temperature  of,  110). 

Qas  (retortty  heated  with  gaseous 
fuel,  339 ;  steam  supplied  to,  at  end 
of  process,  339) ;  solid  fuel  less 
economical  than,  365 ;  supply, 
large  area  of,  371,  372 ;  transport- 


OLAZEBBOOK. 

a 

ability  of,  335 ;  (works,  bye-pro- 
ducts from,  and  value  of,  336, 338 ; 
capital,  large,  invested  in,  336). 

Gases  highly  rarefied,  experiments 
on,  354. 

Gaseous  atmosphere  in  space,  Grove, 
Humboldt,  Newton,  quoted  by 
Hunt,  S.,  and  Williams,  M.,  on, 
reference  to,  299 ;  unlimited,  299. 

Gaseous  fuel  and  solid,  relative  heat 
of  combustion  of,  269 ;  solid  fuel 
likely  to  be  replaced  by,  for  heating 
power  and  domestic  purposes,  286  ; 
smoky  atmosphere  would  be  cured 
by,  286.  See  Fuel,  gaseous,  and 
Gas  fuel. 

Gauss  electrical  unit,  suggested  by 
Thomson,  Sir  William,  323. 

Gauss  on  magnetic  measurement, 
reference  to,  321. 

Gautier,  M.,  corrosion,  experiments 
on,  151 ;  solid  steel  castings,  paper 
on,  144,  and  steel,  definition  of, 
reference  to,  147 ;  Terrenoire 
works,  chemist  of,  213. 

German  stove,  economical  means  of 
producing  heat  without  ventila- 
tion, 95. 

German  technical  colleges  have  re- 
ceded, 278. 

German  Universities,  vigorous  life  of, 
277. 

GesellenstUck,  388. 

Gintl,  Dr.,  duplicate  telegraph  an- 
nounced by,  167. 

Gladstone,  Dr.,  secondary  battery,  on 
action  of,  410. 

GlasgowScicnce  LecturesAssociation, 
lectures  of  Siemens,  C.  W.,  to,  182, 
243. 

Glasgow,  water  supply  and  possible 
light  and  power  supply  from  Loch 
Katrine,  204. 

Glassworks  formerly  smoke  pro- 
ducers, 254. 

Glazebrook,  investigation  of  Ohm  by 
416, 
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Goethe's  Spirit  of  the  Earth,  the 
solar  ray,  187, 188. 

(j^oldsmiths*  Company,  Siemens,  C. 
W.,  membe;^  of,  384.  • 

Gordon,  L.,  Professor,  succeeded  by 
Rankine,  W.  J.  M.,  84. 

Govi,  dielectrics  affected  by  electri- 
fication, reference  to,  353. 

Government  purchase  of  telegraphs, 
advantages  and  disadvantages  of, 
175, 176. 

Grsebe  and  Liebermann,  discovery 
of  alizarine  by,  336. 

Grain  ground  in  Carr's  disintegrator, 
83. 

Grammar  schools,  modem  side  in, 
276. 

Gramme,  dynamo-electric  machine, 
introduction  of  by,  368. 

Great  Britain,  annual  coal  produc- 
tion of,  81 ;  and  United  States, 
inhabitants,  number  of,  per  tele- 
graph station,  175, 176. 

Great  International  Exhibitions,  les- 
sons of,  53. 

Great  Pacific  Railway,  reference  to, 
57. 

Greiner,  steel,  definition  of,  refer- 
ence to,  147. 

Grove,  energy,  researches  on,  refer- 
ence to,  326  ;  gas  battery  of,  409  ; 
on  gaseous  atmosphere,  reference 
to,  299 ;  physical  forces,  on  identity 
of,  184. 

Griiner,  steel  definition,  International 
Committee  on,  member  of,  147  ; 
technical  writings  of,  reference  to, 
126. 

Griisen  bolt,  reference  to,  59. 

Guilds,  ancient  trade,  263. 

Guilds  in  Germany  abolished  in  1869, 
388;  apprentices  under,388;  estab- 
lishment of,  in  11th  century,  388  ; 
Ge8ellenstiick,388;  Guildmaster's 
Committee,  888  ;  marriage  ar- 
rangements under,  388  ;  Meister- 
stUck,  388 ;    system   at    LUbcck, 


HEAT. 

388 ;  Trades  Arms  in  connection 
with,  388. 

Guncotton  and  gunpowder,  differ- 
ences of  effect  when  exploded, 
351,  352  ;  (jexplosiony  temperature 
of,  352 ;  tension  of,  351,  352)  ; 
Schonbein's  discovery  of,  reference 
to,  351. 

Gunpowder,  composition  of,  varia- 
tion of  effect  due  to,  352  ;  erosive 
action  of,  on  guns,  352. 

Guthrie's  diacalorimeter,reference  to, 
121. 

Gutta  percha  brittle  under  exposure 
to  light  and  air,  12  ;  conductivity 
of,  changeable  with  temperature, 
1 1  ;  cultivation  by  Indian  Govern- 
ment of  trees  producing,  173  ;  heat, 
non-exposure  to,  important,  11  ; 
and  india-rubber  as  insulating 
materials,  172 ;  insulator  perfect, 
how  formed  with,  10  ;  joints  easily 
and  perfectly  made,  12  ;  lead  tube 
manufacturing  process  applied  to, 
10 ;  pressure  increases  insulating 
power,  11,  41  ;  resistance  varies 
with  temperature,  16 ;  used  first 
in  Kiel  harbour  in  1848, 10  ;  water 
absorption  of,  by,  12. 


Hagkkst,  W.,  heat  applied  to  for* 
naces,  address  on,  reference  to, 
114. 

Hamoir,  puddling  researches,  150. 

Hardware  and  Metal  Trades  Pension 
Society,  Siemens's,  C.  W.,  remarks 
at,  263—265  ;  forty  years'  exis- 
tence of,  265. 

Hasenfratz,  in  1750,  refers  to  three 
processes  of  producing  steel,  138. 

Hawkshaw,  Sir  J.,  steel  for  Charing 
Cross  Railway  Bridge  proposed  by, 
145  ;  on  Steel  Committee,  145. 

Heat,  ancient  ideas  regarding,  88  ; 
applications,  Siemens's,  C.  W., 
worked  at    since  1846,  189;    of 
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combustion  or  calorific  power  per 
pound  of  coal,  245  ;  definition  of, 
88 ;  (dyruimical  thcary  of,  88  ; 
adopted  by  Sicmens^s,  C.  W.,  105); 
(engine,  duty  of,  on  what  depen- 
dent, 257  ;  losses  in,  189)  ;  loss  in 
conyersion  of,  into  force,  191  ; 
Mayer  and  Joule's  labours  on,  88 ; 
mechanical  effect,  conversion  of 
into,  losses  in,  341,  and  paper  by 
Siemens,  C.  W.,  on,  reference  to, 
104  ;  and  mechanical  energy,  rela- 
tion of,  Clausius,  Rankinc,  Seguin, 
Hclmholt^,  Tait,  and  Thomson, 
reference  to,  184, 185  ;  as  a  mode 
of  motion,  by  Tyndall,  Professor, 
185 ;  motion  of  particles  of  sub- 
stance heated,  88  ;  by  radiation, 
93 ;  by  sun's  rays  focusscd  in 
lenses,  93 ;  utilization  of,  and  other 
natural  forces,  182. 

Heath,  J.  M.,  manganese  added  to 
cast  steel  by,  140. 

Heath  on  mechanical  puddling,  re- 
ference to,  149. 

Heating  furnace,  consumption  of,  ten 
times  what  theoretically  required, 
81. 

Heating  gas  for  domestic  and  other 
purposes,  100,  254 ;  employment 
of,  result  of,  252  ;  and  illuminat- 
ing gas,  separate  supply  of,  from 
same  retort,  339;  importance  of, 
222,  239  ;  price  of,  253  ;  purifica- 
tion, high,  of,  not  necessary, 
252. 

Hcaton's  process  of  decarburization, 
60,  61. 

Helmholtz,  energy,  researches  on, 
reference  to,  325  ;  sun's  heat,  con- 
servation of,  hypothesis  of,  295. 

Hemp-covered  cable,  objections  to, 
23. 

Henderson,  G.,  ferro-mangancso  in 
steel  manufacture,  introduced  by, 
142. 

Hennesey's  standards,  118. 


HOUSES. 

Hero  of  Alexandria,  reference  to, 
116. 

Herschel,  Sir  J.,  on  sun's  stormy 
region,  307. 

Herschel  and  Smyth  on  gaseous 
spectra  in  vacuum  tubes,  311. 

High-pressure  boiler,  action  within, 
with  heat  uniform  and  suddenly 
varied,  298. 

High-pressure  engine,  wastefulness 
of,  94. 

High  prices,  results  of,  to  employers 
and  employed,  128, 

Himly's,  Prof.,  dynamo-electric  ma- 
chine for  separation  of  metals, 
179 ;  electro-gilding,  connection 
with,  282  ;  fusion,  temperature  of, 
measurement  of,  121 ;  gunpowder 
proposed  by,  uninjured  by  damp, 
353. 

Him's,  G.  A.,  pandynamometer,  re- 
ference to,  120. 

Hjorth,  electric  transmission  of  power 
suggested  by,  405. 

Holley,  A.  L.,  labour  saving  under 
guidance  of,  in  steel  making,  139 ; 
steel  definition.  International 
Cummittce  on,  member  of  147. 

Holmes,  magneto-electric  current 
applied  by,  395. 

Honey-combing  in  steel  containing 
0*5  per  cent,  carbon,  removed  by 
dead  melting,  144,  containing  0*2 
per  cent,  removed  by  adding  man« 
ganese,  144. 

Hooker,  Sir  J.,  cultivation  of  india- 
rubber  and  gutta-percha  plants 
by,  173. 

Hopkins,  Gilkus  k  Co.,  puddling 
mechanical,  reference  to,  149. 

Hopkinson,  J.,  electric  hoist,  404 ; 
on  electric  transmission  of  power, 
329. 

Horizontal  attraction  meter,  124. 

Hot  radiating  fire  imitates  sun,  246. 

Houses  built  to  be  sold  not  lived  in, 
96. 
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BUGOIliS,  W. 

Hnggins,  W.,  astronomical  research 
with  djnamo-electricity,  258;  on 
comotB  and  meteorites,  301. 

Hughes,  microphone  of,  267  ;  tele- 
phone of,  development  of,  284. 

Humboldt,  on  gaseous  atmosphere, 
referenoe  to,  299. 

Hunt*s,  S.,  paper,  re  Newton's  paper 
on  sun's  conserration  of  its  heat, 
300. 

Huntsman  first  produced  steel  on 
working  scale,  138. 

Huxley,  reference  to,  as  British 
Association  lecturer,  85. 

Hydraulic  engineering,  models  illus- 
trative of,  112. 

Hydrogen,  absence  of,  from  earth's 
atmosphere  explained,  308. 

Hydrography,  recent  progress  in, 
by  labours  of  Evans,  Sir  F.,  Car- 
penter, W.  B.,  Agassiz  and  Maury, 
Capt,  345,  346. 


ICB  production,  per  pound  of  coal, 
63  ;  heat  gained  in,  63. 

Illuminating  and  heating  gas  from 
same  retorts,  286,  339. 

Blumination  improved,  public  de- 
mand for,  379 ;  Siemens's,  C.  W., 
street  electrical,  criticised  by 
Bucknill,  Gapt.,  224. 

Improvement,  science  at  bottom  of, 
363. 

Incandescence  lamps,  268,  369. 

India-rubber,  absorption  of  water 
by,  12  ;  boiling  water,  temperature 
of,  does  not  affect,  11 ;  dissolved 
by  sea  water,  12  ;  insulating  power 
of,  high,  10  ;  insulation  first  used 
for,  10. 

India,  telegraph  routes  to,  315. 

Indicated  horse-power,  coal  to  pro- 
duce, 81. 

Indo-European  line,  concession  from 
Germany,  Russia,  and  Persia  re- 


INVBNTION. 

gardiug,    315  ;    India    telegraph 

communication,    dependent    on, 

315  ;  neutrality  guaranteed,  315  ; 

predictions  regarding,  315. 
Induced  current,  application  of  to 

dynamo  machines,  198 ;  Faraday's 

discovery  of,  198. 
Induction  coU,  action,  essential  of, 

396  ;  coils,  primary  and  secondary 

of,  396  ;  high  potential,  produced 

by,  396, 397. 
Ingot  iron,  definition  of,  1 48. 
Ingot  steel,  definition  of,  148. 
Institute  of  France,  215. 
Institution  of  Civil  Engineers,  com- 
mittee for  experiments  on  steel, 

&C.,  61 ;  lecture  by  Siemens,  C.  W., 

to,  on  electrical  transmission  of 

power,  391. 
Instrument   for   indicating   depths 

without  sounding  line,  reference 

to,  347. 
Insulating  material,  12,  13,  23 ;  rate 

of  transmission,  effect  of,  on,  172. 
Insulation,     continuity     test     for 

Schwendler's,    42 ;    increase    of, 

under  pressure,  42 ;  resistance  of 

cables,  table  of,  15  ;  temperature, 

effect  on,  34. 
Intellectual  and  industrial  progress, 

relation  between,  102. 
Intellectual  progress  in  connection 

with  coal  consumption,  102. 
International  committee,  definition 

of  steel  by,  reference  to,  147. 
International  electrical  committee, 

ohm,  proposed  determination  of, 

by,  324. 
International    electrical     congress, 

321,  416. 
International    geodetic   conference, 

reference  to,  420 ;  resolutions  of, 

420,  421. 
International    metrical  commission 

at  Sevres,  321. 
Invention  and  discovery,  difference 

between,  54. 
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Inventions,  elaboration  and  intro- 
duction of,  difficulty  of,  55  ;  pro- 
duced by  non-scientific  men,  232. 

Inventors,  objections  to  national 
rewards  to,  54,  55. 

Iron,  deposits  of,  in  United  States, 
very  extensive.  233 ;  hardens  if 
containing  over  0*2  per  cent,  of 
carbon,  148  ;  improved  by  method 
and  skill  in  application  of  new 
processes,  363 ;  physical  change 
of  with  small  admixtures,  147 ; 
rails  case  hardened  t,  steel  rails, 
150 ;  welding,  coal  theoretically 
and  practically  required  in,  98, 
193. 

Iron  and  steel  at  Paris  Exhibition, 
Akermann,  Prof.,  on,  214  ;  protec- 
tion of,  by  metallic  oxide,  by 
Barff's  process,  152  ;  United  States, 
experimental  committee  on,  147. 

Iron  and  Steel  Institute,  address  of 
Siemens,  C.  W.,  to.  124,  159,  160, 
207  ;  annual  dinner  of,  Siemens, 
C.  W.,  remarks  of,  215  ;  cosmopo- 
litan character  of,  207  ;  excursion 
to  Le  Creusot,  Siemens,  C.  W.,  re- 
marks of,  21 7 ;  influence  of,  on  prac- 
tical metallurgists,  229 ;  investiga- 
tion committees  of,  125  ;  meetings 
abroad  of,  208 ;  members  of,  228  ; 
members,  illustrious  foreign,  of, 
207,  208  ;  origin  of,  124 ;  papers 
read  and  to  be  read  at,  228  ;  Paris 
meeting,  great  success  of,  229 ;  pro- 
gress of,  125  ;  on  progress,*foreign, 
in  metallurgy,  report  of,  125 ; 
resigning  chair  of,  Siemens,  0.  W., 
remarks  of,  on,  227 ;  vitality  of, 
228. 

Iron  Trade  Association,  British,  125, 
126. 


Jacob*s,    F.,   suggestion,    re    tele- 
phonic transmission,  328. 
Jacobi,     electric     transmission     of 


KIKKEU 

power  suggested  by,  405  ;  law  of 
maximum  efficiency)  criticism  of, 
405. 

Jordan,  iron  ore  resources  of  France, 
214;  steel,  definition  of,  refer- 
ence to,  147. 

Joule,  dynamical  theory  of  heat, 
reference  to,  106 ;  energy,  re- 
searches on,  reference  to,  325  ;  on 
heat,  dynamical  measurement  of, 
121,  185,  321  ;  heat,  labours  of,  on, 
88  ;  heat,  unit  of,  245 ;  on  physical 
forces,  identity  of,  reference  to, 
184 ;  thermo-dynamic  law,  dis- 
covery of,  115. 

Joule,  as  electrical  unit,  defined  in 
0.  G.  S.  units,  323. 


Kabl,  technical  writings  of,  refer- 
ence to,  126. 

Earoyle,  gunpowder,  method  of  ex- 
plosion of,  351. 

Earsten,  steel,  definition  of,  refer- 
ence to,  147;  technological 
writings  of,  126. 

Kennedy,  W.,  Heuleaux's  Kine- 
matic apparatus,  address  on,  refer- 
ence to,  113 ;  testing  materials 
under,  at  University  College,  278. 

Kent,  iron  smelting  county  formerly, 
231. 

Kerr,  Dr.,  dielectrics  affected  by 
electrification,  reference  to,  353. 

Kiel  harbour,  gutta-percha  first  used 
in,  10. 

Kinkel,  address  by  Siemens,  C.  W., 
on,  24  ;  civil  service  examiner,  27  ; 
congratulations  to,  and  family, 
29  ;  extensive  acquirements  and 
experience  of,  27,  28 ;  imprison- 
ment of  and  flight  to  England, 
26,  27 ;  patriotism  of,  26,  2A ; 
philanthropy  of,  27 ;  poems  of, 
reference  to,  26 ;  presentation  of 
work  of  art  to,  29 ;  professor  of 
the  history  of  literature  and  art, 
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KIBCHHOFF. 

25 ;  spcctram  of,  25 ;  star,  com- 
parison ot,  to,  25  ;  theology,  doctor 
of,  25 ;  as  tutor,  private,  27 ; 
united  Germany,  formed  idea  of, 
26  ;  views,  broad,  of,  25. 

Kirchhoff,  spectroscope  of,  24. 

Kirkaldy's,    D.,    testing    establish- 
ment, 61. 

Kitchens,  application  of   chemistry 
in,  361. 

Knowledge,  complete,  recjuires  com- 
bined study  and  observation,  229 
should  be  fundamental,  279. 

Krupp's    guns,    reference    to,    59 
hammer,  144  ;  ingots  for  railway 
tyres,   axles,   cannon,    etc.,    60 
ordnance  cast  from  crucible  steel 
226,  227  ;   steel,  dear  steel,  144 
steel,    first   introduction   of,   for 
engineering  purposes,  144  ;  works, 
Siemens  process  used  at,  226. 


Labour,  127  ;  and  capital  and  skill, 
128  ;  cost  of,  according  toBrassey, 
127 ;  costly  labour  relatively 
cheap,  127  ;  wages  of  here  and  00 
the  continent,  127. 

Ladies,  men*s  duties  now  discharged 
by,  234. 

Land  wires  on *^ cheap  and  nasty** 
principle,  49 ;  interruption  in, 
easily  traced  and  set  right,  51 ; 
reliability  of,  when  well  con- 
structed, 49. 

Langley's  observations  with  bolo- 
meter, on  absorption  of  solar 
actinic  rays,  358. 

Laplace,  reference  to,  216;  stellar 
space,  views  regarding,  303  ;  on 
zodiacal  light,  302. 

Large  structures  of  steel  impossible 
under  Board  of  Trade  rules,  146. 

Lateral  induction,  reference  to,  329. 

Lavoisier,  calorimeter  of,  121 ;  chem- 
ical researches  of,  325 


LIZABD. 

Leaf  cells  of  plants,  dissociation  in 
by  solar  ray,  305. 

Le  Chatelicr,  application  of  ^'  centre 
vapeur  **  by,  59 ;  cylinder  slightly 
superheated,  invention  of,  57. 

Le  Creusot,  80  ton  hammer  at,  213  ; 
|X)or  mineral  and  fuel  at,  213, 217  ; 
princely  reception  given  to  Iron 
and  Steel  Institute  at,  218; 
Schneider,  E.,  founder  of,  213, 
217,  218;  Schneider,  H.,  213,  217, 
218  ;  school,  213  ;  smelting  results 
high  at,  218  ;  works,  diflSculty  of 
founding,  213,  217. 

Lectures,  popular,  scientific,  and 
practical,  distinguished,  391. 

Letters  patent,  modem  view  of,  54. 

Leyden  jar,  cable  considered  as,  39. 

Lichterfelde,  electrical  propulsion 
at,  409. 

Liebig,  chemical  researches  of,  refer- 
ence to,  325. 

Li^ge,  iron  producing  district,  208. 

Lighting,  electric,  applications  of, 
179  ;  by  electricity  and  gas,  com- 
pared, 178.  See  Electric  Light  and 
Gas. 

Lignite.    See  Fuel. 

Line  wires,  telegraphic,  careful  con- 
struction and  regular  inspection  of, 
necessary,  51. 

Lines  of  force,  394 ;  electric  current 
produced  by  closed  circuits  moved 
across,  395. 

Lippmann  on  electricity  in  capillary 
tubes,  109. 

Liquid  fuel.    See  Fuel,  Liquid. 

Literature,  teaching,  importance  of, 
387 ;  gives  polish,  science,  fibre, 
and  direction,  to  the  understand- 
ing, 276. 

Little  knowledge,  illustrations  of, 
279. 

Liveing,  chemical  research  by,  with 
dynamo  machine,  258 ;  on  comets 
and  meteorites,  301. 

Lixard,  dynamo  machine  used  at,  199. 
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Lloyd*8  registry  for  ^shipping,  allow- 
ance of  25  per  cent,  in  scantling 
on  steel  boilers  and  ships,  161. 

Loan  Exhibition,  mechanical  sec- 
tion of,  address  of  Siemens,  C.  W., 
to,  112. 

Local  Govemment  Board,  dynamite 
explosion  at,  402. 

Local  and  private  telegraph  lines, 
constmction  of,  should  be  outside 
telegraph  department,  176. 

Lockycr,  J.  N.,  astronomical  research 
by,  with  dynamo-electric  machine, 
258  ;  spectroscopic  researches  of, 
103  ;  in  sun,  on  metalloids  not 
existable,  302 ;  on  velocity  of 
Ban*s  vortex  action,  298. 

Locomotive  introduced  by  Steven- 
son, G.,  232. 

Logograph,  Barlow^s,  169. 

London,  area  of,  how  distributed  as 
regards  buildings  and  open  spaces, 
877;  electric  lighting  of,  capital 
required  for,  377;  visited  by  en- 
terprising men  more  than  any 
other  capital,  74. 

Longridge,  deep-sea  cable,  paper  on, 
reference  to,  20. 

Losses  in  heat  applications,  62,  63. 

Love  of  country,  263 ;  of  family. 
263  ;  of  home,  263  ;  of  master  and 
employed,  263. 

LUbeck,  guilds  system  at,  388. 

Lubbock,  Sir  J.  {British  AMOcia- 
turn  address,  comprehensiveness 
of,  318  ;  lecturer  rrferred  to,  85), 
education,  scientific  and  literary, 
on  necessity  of  combining,  276. 

Luminosity  due  to  electrification  by 
gaseous  friction,  308. 


Magnetic  measurement.  Gauss's, 
821 ;  Weber's,  321 ;  poles,  photo- 
graphed cards  of,  394. 

Magneto-electric  current  applied  in 


MBASUBEMSNT. 

machines  of  Pixii,  395 ;  of  Holmes 
and  Alliance  Co.,  395. 

Magneto-electricity,  Faraday's  re- 
searches in,  394. 

Magneto-electric  machines  developed 
by  Wilde,  396 ;  maximum  eflSciency 
of,  as  stated  by  Jacobi,  405. 

Mairan's  explanation  of  zodiacal 
light,  308. 

Malta-Alexandria  cable,  testing  of, 
41. 

Man,  power  of,  to  direct  the  forces 
of  nature,  183. 

Mansfield  discovered  benzine  in  coal 
tar  naphtha  in  1849,  336. 

Marbach  on  heat  of  combination, 
243. 

Marino  boilers,  firing  of,  256  ;  smoke 
produced  by,  256. 

Marine  engine,  consuming  half  coal, 
used  nine  years  ago,  82  ;  improve- 
ments, recent,  in,  256  ;  working 
expansively,  256. 

Martin,  P.  &  E..  steel  made  on  open 
hearth  by,  141. 

Martin's,  T.,  translation  of  Fautty 
187. 

Material,  waste  of,  360,  864. 

Maudsley,  mechanical  puddling,  re- 
ference to,  149. 

Maury,  Capt.,  hydrographic  labours 
of,  reference  to,  316. 

Maxim's  incandescence  lamp,  268. 

Maxwell,  C,  energy,  researches  on, 
325 ;  molecular  theory  of  gases, 
299. 

Mayer,  energy,  researches  on,  refer- 
ence to,  325  ;  heat,  researches  on, 
88, 106 ;  physical  forces,  identity 
of,  184 ;  sun's  hcat^  hypothesis  of 
conservation  of,  295. 

Measurement,  ancients  understood, 
of  length  and  volume,  1 16  ;  astro- 
nomy, art  of,  116  ;  cubical,  117 ; 
(eleetrical,  120 ;  applied  science, 
whether  belonging  to,  120 ;  Thom- 
son,   Sir    William,   address    on, 
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120)  ;  (^importance  of,  illaBtration 
of|  115;  in  mechanical,  114,  in 
physical  science,  114) ;  is  know- 
ledge, 115  ;  (of  lights  122  ;  photo- 
meters, Rumf  Old's,  Bouguer's,  Ban- 
sen's,  Elster's,  Adam's  selenium, 
and  Siemens's,  Wer.,  selenium, 
122;  of  wave  length  and  polari- 
zation, 122)  ;  (linear,  117  ;  Whit- 
worth,  Sir  J.,  lecture  by,  117)  ; 
merits  relative  of,  k  bont  and  k 
trait,  117  ;  national  system  of ,  420; 
(of  tpecifio  gratnty,  118 ;  Archi- 
medes, application  of,  118)  ;  (thcr- 
nuUf  120,  121 ;  calorific  capacities 
of  liquids,  by  Wartmann,  121 ; 
calorimeters  of  Andrews,  121,  and 
Lavoisier,  121 ;  diacalorimeter  of 
Guthrie,  121 ;  by  Florentine  Acca- 
demia  del  Cimento  spirit  thermo- 
meter, 121  ;  of  fusion  by  Himly's, 
C,  arrangement,  121 ;  dynamically, 
by  Joule,  121 ;  by  pyrometers  of 
Wedgewood  and  I^aniell,  121 ; 
scales,  120,  121 ;  by  thermometers 
of  various  kinds,  120 ;  by  air,  most 
perfect,  120)  ;  (Thomson,  SirWil- 
lianiy  on,  in  British  Association 
address  of  1871, 114  ;  accurate,  im- 
portance of  to  scientific  discovery, 

114  ;  Andrews's  discovery  of  con- 
tinnityof  gaseous  and  liquid  states 
due  to,  11 5 ;  Faraday's  discovery  of 
specific  inductive  capacity  due  to, 

115  ;  Joule's  discovery  of  thermo- 
dynamic law  due  to,  115 ;  New- 
ton's discovery  of  gravitation, 
illustration  from,  114) ;  (of  time, 
118 ;  by  clocks  compensated  for 
thermometric  and  barometric  ef- 
fects, 119;  historical  time  keepers, 
Cook's,  Capt,,  and  others,  exhibi- 
tion of,  118  ;  by  pendulum  action, 
Huyghens's  application  of  Galileo's 
discovery,  118)  ;  of  velocity,  119 ; 
(of  weighty  118  ;  accuracy  of,  sur- 
prising, 118 ;  by  balances,  noted, 


MBTEOBITES. 

Priestley's,  Dr.,  and  Bickers  and 
Hennessey's  standards,  118 ;  by 
beam  weighing  machines  and 
spring  and  torsion  balances,  118  ; 
in  vacuum,  118)  ;  (of  work^  119 ; 
by  CoUadon's  dynamometrical  ap- 
paratus, 120 ;  Hirn's,  G.  A.,  pandy- 
namometer,  120 ;  and  Richard's 
indicator,  120). 

Mechanical  energy  into  heat,  con- 
vertibility of,  93, 341 ;  convertible, 
theoretically,  entirely  into  electri- 
city, 398. 

Mechanical  Engineers,  Institution 
of,  address  of  Siemens,  C.  W,,  to, 
79  ;  funds  of,  79 ;  house  for,  pro- 
posal to  erect,  79 ;  invitations  to 
visit  Cornwall  and  Vienna  Exhi- 
bition, 80;  in  London  annual  meet- 
ing of,  proposed,  79 ;  papers  for 

*  discussion  before,  81. 

Mechanical  record  on  the  brain  re- 
producible by  the  mind,  206, 

Mechanical  science,  vast  field  for 
discussing,  113. 

MeisterstUck,  388. 

Meldola,  R.,  on  oxygen  in  outer  solar 
atmosphere,  312. 

Memory  and  reasoning  power,  edu- 
cation of,  276. 

Menelaus,  mechanical  puddling,  re- 
ference to,  149. 

Mercardier's  radiophone,  thermo- 
phone,  electrophone,  267. 

Merchant  ships  of  mild  steel,  as 
affected  by  Lloyd's  registry,  146. 

Merchant  shipping  of  United  King* 
dom,  value  of,  343  ;  loss  of,  annu- 
ally, 343 ;  safety  of,  importance 
of,  343 ;  value  of  imports  and 
exports  carried  by,  343. 

Mercury  unit,  Rayleigh's,  Lord,  and 
Siemens's,  Werner,  determinations 
of,  324. 

Mersey  tunnel,  reference  to,  350, 

Meteorites,  analysis  of  gases  in,  by 
Flight,  301 ;  aqueous  vapour  not 
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found  in,  801 ;  incandescence  of, 
how  produced,  301. 

MethodB  of  constructive  practice, 
French  and  English  compared, 
210. 

Metre,  impediment,  principal,  to 
adoption  of,  320 ;  and  kilogramme, 
importance  of  use  of  in  this  coun- 
tiy,  320 ;  legalized  by  Act  of  Par- 
liament, 417. 

Metrical  convention,  laboratory  of, 
at  Sevres,  421. 

Metrical  measurement  adopted  in 
scientific  work,  320. 

Micrometer  gauge,  description  of,419. 

Microphone,  205  ;  application  to 
physiology  suggested  by  Duke  of 
Argyll,  205  ;  connection  between 
telephone,phonograph,and,205;  of 
Hughes  and  of  Edison,  267 ;  letter 
to  Nature  On,  205. 

Midland  Institute,  address  of  Sie- 
mens, C.  W.,  to,  273  ;  educational 
process  continued  by,  290 ;  past 
presidentB  of,  important  positions 
of,  273  ;  value  of  bodies  like,  280. 

Mild  steel,  ductility  of,  143  ;  elastic 
Umit  of,  143  ;  value  of,  143. 

Miller,  reference  to  British  Associa* 
tion  lecture,  85. 

Millstone,  ancient  contrivance,  83. 

Minimum  school  age,  280. 

Mirror,  instrument  of,  Thomson,  Sir 
W.,  175. 

Mode  of  motion,  heat,  Tyndall's,  J., 
work  on,  325. 

Modem  steam  engine,  a  steam  meter 
to  empty  boiler  as  quickly  as 
possible,  56. 

Molecular  theory  of  gases,  Clausius, 
Maxwell,  C,  and  Thomson,  Sir  W., 
reference  to,  299. 

Moncrieff's,  Capt,  gun,  59. 

Morin,  Gen.,  Conservatoire  des  Arts 
et  Metiers,  director  of,  212,  215  ; 
report  of  on,  Galton%  D.,  Capt., 
fireplace,  96. 


KIEL80K. 

Morse,  telegraph  inventor,  reference 
to,  74. 

Motive  power,  conveyance  of,  by 
electricity,  235, 

Muirhead,  J.,  duplex  working,  326. 

Mushet's  addition  to  Bessemer  pro- 
cess, 144. 


Natural  forces,  application  of, 
yielded  to  coal,  197 ;  storage  and 
transport  of,  197  ;  utilisation  of, 
236,  243. 

Nature,  agencies  in,  defined  as 
energy,  185  ;  animate  and  in- 
animate,  mastery  of   man  over, 

182  ;  energy  of,  various  forms  of, 

183  ;  (Jorcen  of^  connecting  links 
between,  Aristotle  and  Lord  Bacon, 
of,  183  ;  origin  and  utilisation  of, 
182)  ;  principles  of,  of  infinite  ap- 
plication, 65  ;  workshop  of,  358. 

Naval  architecture,  Bamaby's,  N., 
address  on,  reference  to,  113. 

Navy,  progressive  views  in  construc- 
tion of,  345. 

Nettlefold's  application  of  regenera- 
tive gas  furnace  to  puddling  iron, 
155. 

Newcastle,  seat  of  labours  of  Wood, 
N.,  the  Stephensons,  Pattinson, 
Armstrong  and  Bell,  160. 

Newcomen  steam  engine,  232. 

Newton  (^  paper  hy,  on  gaseous  at- 
mosphere in  space,  299 ;  history 
of,  299  ;  publication  of,  299)  ; 
(views  of  ether  throvghoiit  itpaee, 
300 ;  absorption  of,  by  sun,  300  ; 
motion  of,  300) ;  views  of,  modem, 
chemistry,  as  affecting,  300. 

Niagara  Falls,  energy  of,  equals  total 
coal  consumption  of  the  world, 
136,  197,  235  ;  (utilimtion  of,  by 
dynamo-electric  machines,  136, 
137;  by  turbines  and  water  wheels, 
136. 

Niclson*8  hot  blast,  192. 
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NOBLX* 

Noble's^  Capt.,  ezplosivcsi  researches 

.   on,  351. 

Komenclatore  of  steel  and  iron,  dis- 

tinctions    difficult   to   draw  and 

maintain,  148. 
Novels,  reading  of,  361. 
Narembeiig,  Trade  Museum  of,  388. 
Nystrom,  C.  A.,  duplicate  telegraph 

announced  by,  167. 


Occupations  should  be  packed  into 
the  day,  360. 

Oersted,  electro-magnetic  telegraphy 
founded  by,  74. 

Ohm's  law,  32,  321 ;  illustration  of, 
32 ;  statement  of,  32. 

Ohm  (determituition  of,  by  Glaze- 
brook,  325,  416  ;  by  international 
committee,  proposed,  324  ;  by 
Lord  Rayleigh  and  Mrs.  Sidgvnck, 
324,  325,  416  ;  Wiedemann's  four 
ways  of,  reference  to,  325)  ;  mer- 
cury measure  of,  417. 

Old  English  system  of  technical 
education,  275. 

Open  fireplaces,  radiant  heat  with 
ventilation  from,  246,  340,  341 ; 
sanitary  value  of,  341. 

Open  hearth  process,  61 ;  not  limited 
to  time  for  results,  141  ;  metal, 
dead,  melted  in,  141 ;  steel  rails 
made  by,  in  1867,  tested  by  Great 
Western  Railway,  141. 

Open  hearth  steel,  275,000  tons  from, 
in  1877,  225. 

Operative  classes,  intelligent  but 
unscientific,  85. 

Oran  and  Carthagena  cable,  frac- 
ture of,  to  what  due,  21 ;  recovery 
of,  21. 

Owen's  College,  foundation  of  techni- 
cal university,  127. 

Oxygen  as  fuel,  90. 

Oxygen  in  outer  solar  atmosphere, 
311 J   Smyth,  Prof.  P.,  on,  311  ; 


PHTSTCAL  EFFECTS. 

Stoney,  Prot,  on,  312 ;   Meldola, 
R.,  on,  312. 


Pacinotti  ring,  advantages  of,  399 ; 
despription  of,  399 ;  Gramme  ap- 
plied, 399  ;  publication  of,  368. 

Page,  electric  transmission  of  power 
suggested  by,  405. 

Palliser  gun,  reference  to,  59. 

Panama  Canal  and  M.  de  Lesseps, 
348  ;  commercial  importance  of, 
348. 

Papin's  original  steam  cylinder,  112. 

Paris  Electrical  Exhibition,  electric 
light  at,  285  ;  electrical  railway 
at,  287,  331,  409. 

Paris  gas  works,  EUisen's  experi- 
nients  at,  339. 

Patent  laws,  proposed  committee 
on,  57. 

Patent'  Office  as  educational  esta- 
blishment, 57. 

Patent  system,  evils  of,  54  ;  theory 
of  simple  and  equitable,  54. 

P6clet,  reference  to,  210. 

Percy,  J.,  metallurgy  of  iron  and 
steel,  126  ;  steel,  definition,  refers 
ence  to,  147, 

Perfect  engine,  192. 

Performance,  theoretical  and  actual, 
of  engines,  table  of,  105. 

Perkin,  W.  H.,  influence  of,  on  coal 
tar  industries,  336. 

Perkins*  engine,  economy  of,  Bram- 
well's,  Sir  F.,  report  on,  342. 

Pemot,  puddling,  mechanical,  re- 
ference to,  149. 

Phillipart,  steel,  definition  of,  re- 
ference to,  147. 

Phonographic  analogous  to  brain 
action,  205,  206. 

Phosphorus  neutralized  by  ferro- 
manganese,  142. 

Photophone  of  Bell,  267. 

Physical  effects,  measurement  of, 
411. 


446 


INDEX    TO    VOLUME   III. 


PHTSIGAL  KNOWLEDGE. 

Physical  knowledge  osefol  to  artisan, 
279. 

Physiological  view  of  action  of  brain, 
205. 

Picard,  earth's  radius,  length  of, 
reference  to  paper  by,  116.    • 

Pig  metal  ran  fused  into  Bessemer 
converter,  139 ;  advantages  and 
disadvantages  of,  139. 

Piping  in  steel,  removal  of,  143. 

Pixii,  magneto-electric  current  ap- 
plied by,  895. 

Plants 's  secondary  battery,  834,  410. 

Plants,  growth  of,  92 ;  light  con- 
tinuously applied  to,  272. 

Pneumatic  despatch,  77 ;  applied 
first  by  Clark,  L.,  since  modified 
and  extended,  77. 

Polytechnic  schools,  53,  273,  886. 

Polytechnic  student,  274. 

Poole  and  Carpmael,  Siemens,  C.  W., 
visit  to,  283. 

Postal  telegraph  department,  im- 
provements  in,  177. 

Pot-au-feu,  861. 

Potential  energy  in  nature,  examples 
of,  186. 

Pouillet,  reference  to,  210. 

Power  transmission,  illustrations  of, 
402,  403. 

Practical  man,  description  of  by 
Bramwell,  Sir  F.,  275  ;  knowledge 
that  should  be  possessed  by,  289. 

Practical  processes,  illustrations  of, 
289  ;  not  permanent,  289. 

Practitioner,  "  rule  of  thumb,"  319. 

Preeoe,  W.  H.  (electric  light,  danger 
ofy  237 ;  consideration  of  subject, 
238)  ;  on  electricity  in  collieries, 
237  ;  telegraph  department,  statis- 
tics of,  supplied  by,  177;  tele- 
graphy, lecture  on,  391. 

Prescott,  quadruplex  telegraphy  es- 
tablished by,  168. 

Price's,  and  Siemens's,  C.  W.,  original 
retort  gas  producer,  difference  be- 
tween and  similarity  of,  292. 


RADIAirr  BJfEBGT. 

Price's  retort  furnace,  110,  291 ; 
Bell,  I.  L.,  on,  reference  to,  110 ; 
^  Engineering  f*  letter  to,  on,  110. 

Priestley's  balance,  118. 

Prime  movers,  Bramwell,  F.  J.;  ad- 
dress on,  reference  to,  113. 

Prince  Consort,  Society  of  Arts,  Past 
President  of,  367. 

Principles  in  physical  science  not 
patentable,  166. 

Processes,  137. 

Professional  training,  only  in  work- 
shop, ofiice  or  field,  54. 

Progress  in  technical  arts  traceable 
to  Patent  Office,  55  ;  illustrations 
of,  55. 

Puddled  steel,  definition  of,  148. 

Puddling,  Bell,  I.  L.,  researches  on, 
150 ;  furnace,  charging  fiuid  metal 
into,  150  ;  (in  gtu  fumacet,  155  ; 
Coyte,  A.,  on,  165 ;  Nettlef old's 
application  of  Siemens's,  C.  W., 
history  of,  1 55) ;  Hamoir,  researches 
on,  150;  (mechanical  in  rotating 
chamber  on  horizontal  axis,  de- 
veloped by  Tooth,  Tates,  Hene- 
laus,  Banks,  Spencer,  Crampton, 
Heath  and  Hopkins,  Gilkes  &  Co., 
149  ;  difficulty  in  connection  with, 
149 ;  Siemens,  C.  W.,  worked  at 
Towcestcrand  in  Canada,  150 ;  on 
inclined  axis,  Maudsley,  AUeyne 
Sir  J.,  and  Pemot,  149 ;  simple 
finery  process  for,  150. 


QuADBUPLEX  telegraphy,  168,  327. 

Quantity  and  quality  of  light  im- 
proved by  application  of  regene- 
rators, 252. 

Queen's  speech,  rate  of  transmission 
of,  177. 

Quincke,  G.,  dielectrics  affected  by 
electrification,  reference  to,  353. 


Babiakt    energy    intercepted    by 
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ItAJ>IAliT  HBAT. 

gateons  compoonds,  Tyndall,  J., 
on,  304. 
Radiant  beat,  Tyndall,  J.'s,  work  on, 

304. 
Radiometer,  Crookes*  reference  to, 

354. 
Railways,  engineering  works  consc- 
qnent  on,  58  ;  for  heavy  traffic 
and  high  speeds,  58 ;  for  hilly 
country,  59 ;  superseding  high- 
ways and  canals,  58  ;  for  unculti- 
Tated  countries,  58. 

Rankine,  W.  J.  M.,  air  engine,  paper 
on,  read  before  British  Association 
in  1854,  104  ;  energy,  researches 
on  reference  to,  105  ;  heat  and 
mechanical  energy,  relation  be- 
tween, reference  to,  325 ;  heat, 
theory  of,  reference  to,  106  ;  (je- 
ni4irkt  091,  83 ;  characteristics 
moral  and  social  of,  high,  84 ; 
engineer,  consulting,  and  mechani- 
cal, 84 ;  Gordon,  Pro!  L.  D.  B., 
succeeded,  in  chair  of  engineering 
at  Glasgow  by,  84  ;  investigations 
published  of,  84  ;  matter,  constitu- 
tion of,  researches  into,  84 ;  works, 
standard,  of,  onengineeringscience, 
84). 

Rayleigh,  Lord,  and  Siemens,  W., 
mercury  unit,  determinations  of 
compared,  324 ;  and  Sidgwick, 
Mrs.,  ohm,  determination  of,  324, 
416. 

Reaumur,  reference  to,  210;  steel 
produced  by  in  1722, 138.  140. 

Refrigeration,  fuel  and  labour  con- 
sumed in,  63. 

Regeneration  of  sun's  heat  upon  its 
surface,  103. 

Regenerative  gas  burner,  Siemens*s, 
C.  W.,  description  of,  252  ;  heating 
air  by  conduction  in,  251. 

Regenerative  gas  furnace,  advantages 
of,  111,  158  ;  Bessemer,  Sir  H., 
alludes  to,  254 ;  economy  of,  in- 
creases with  temperature  of  work, 


BEOBKERATOB. 

Ill ;  Elswick  gun  factory,  appli- 
cation successful  at,  158;  exten- 
sion, rapid  of,  157 ;  glass  melting 
in.  Ill ;  heating  chamber  of,  194 ; 
improvers,  pseudo  of,  156 ;  intense 
heat,  for  production  of,  159  ;  iron 
puddling  and  reheating  in.  111  ; 
metallic  operations,  advantages  of, 
for,  61  ;  Siemens,  C.  W.  and  F.,  in- 
ventors of,  193, 253  ;  steel  melting 
and  reheating  in.  111  ;  substitu- 
tion of,  for  ordinary,  157  ;  at  Wool- 
wich Arsenal  not  designed  by 
Siemens,  C.  W.,  158,  293. 

Regenerative  gas  and  coke  grate, 
advantages  of,  240;  (with  cast' 
iron  heating  arrangenumtf  249  ; 
inclined  plate  of,  249 ;  ordinary 
grates,  adaptation  of  to,  249); 
(with  copper  heating  arrangement ^ 
247  ;  consumption  of  gas  and  coke 
in,  248  ;  cost  of  compared  with  coal 
fire,  248) ;  method  of  using,  240. 

Regenerative  steam-engine,  diffi- 
culty, practical,  of,  107  ;  Ericsson's 
reference  to,  190 ;  (Sientens't,  C,  W,, 
accidents  to,  5 ;  conception  of,  by, 
in  1845,  106  ;  constructed  in  1846 
by  Hick,  B.,  k.  Son,  106  ;  cylinder, 
regenerative,  relative  to  working, 
diminution  of,  5  ;  heating  appa- 
ratus of,  4 ;  ideas,  leading,  of, 
attempted  to  be  realised  in,  106 ; 
interest  in  by  best  engine 
builders,  6  ;  for  marine  engines,  6  ; 
mechanical  inconveniences  of,  3  ; 
principle  of,  gradual  recognition  of, 
3  ;  reference  to,  190  ;  regenerative 
cylinder  of,  improvements  in,  4, 
5 ;  Soci^t6  Anonyme  Oontinentale 
for  introduction  of,  3  ;  stationary, 
designs  of,  6 ;  success  of,  on 
what  dependent,  6). 

Regenerator,  Siemens's,  C.  W.,  defini- 
tion of,  description  of,  1 94 ;  economy 
of,  proofs  of,  195 ;  efficiency  of, 
experiments  regarding  limits  of, 
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REGNAULT. 

106  ;  necessity  for,  190  ;  reversing 
▼alves,  194 ;  Stirling's,  J.,  use  of, 
190  ;  temperature,  theoretical  and 
practical  limit  of,  195 ;  use  of, 
to  store  heat  that  cannot  imme- 
diately be  used,  98,  99. 

Regnault,  reference  to,  210. 

Bebeating  iron,  fuel  per  ton  used,  98. 

Heid*8  pressure  tanks,  16. 

Beiss,  telephone  shadowed  forth  by, 
284. 

Kesistancc  boxes,  stoppering  of,  36. 

Besistancc  of  conductor  measurable 
as  Telocity,  324 ;  electrical  mer- 
cury standard  recommended  for 
reproduction,  322. 

Beuleauz's  kinematic  apparatus, 
Kennedy  on,  113. 

Bichards's  steam-engine  indicator, 
reference  to,  120. 

Bitchie,  electric  transmission  of 
power  suggested  by,  405. 

Boberts,  Prof.,  on  soot  hanging  over 
London,  338. 

Bonalds,  Sir  F.,  library  bequeathed 
to  Society  of  Telegraph  Engineers 
by,  167. 

Boyal  Commission  on  coal,  inquiries 
of,  62 ;  on  technical  education, 
387. 

Boyal  Society,  science  formerly  cul- 
tivated alone  by,  169 ;  science, 
general  principles  of,  considered 
by,  65. 

Buhmkorff  coil,  electrical  discharge 
by,  364. 

Bumf ord,  heat  and  mechanical  force, 
on  connection  between,  183  ;  photo- 
meter of,  reference  to,  122. 

Bussell,  J.  S.,  Botunda  at  Vienna 
Exhibition  designed  by,  415; 
technical  education,  work  on,  63. 

Busting  of  iron  and  steel,  151  ;  pro- 
tection against,  by  paint,  oil,  and 
galvanizing,  161. 


SCIENCE. 

Sabine,  B.,  on  dynamo-electric  pdn- 
ciple,  publication  of,  priority  of, 
165. 

Sainte  C.  Deville,  on  combustion, 
reference  to,  332. 

St  Gothard  tunnel,  completion  of, 
349. 

Saturated  steam,  condensation  and 
re-evaporation  of,  in  cylinder,  56. 

Savory's  steam-engine,  112. 

Savoy  Theatre,  electric  lighting  at, 
373. 

Schilling  telegraph  invention,  re- 
ference to,  74. 

Schneider,  E.  and  H.,  Le  Creusot 
founded  and  extended  by,  213, 217, 
218. 

SchUnbein,  gun-cotton,  discovery  of 
by,  351. 

School  of  Mines,  reference  to,  212. 

Schoolmasters,  education  of,  234. 

Schwendler,  L.,  duplicate  telegraph, 
ai)plication  by,  of  ^Vlleatstone 
bridge  to,  168. 

Science,  abstract  and  applied,  de- 
velopment of,  366 ;  application 
of,  separate  institutions  brought 
into  existence  by,  159  {and  Arts 
Schools  J  development  of,  231 
under  Government  aid,  234) 
branches,  new,  of,  always  spring 
ing  up,  235  ;  high  priests  of,  319 
and  industry,  273  ;  intimate  and 
useful  knowledge  of,  obtained  by 
actual  experiments,  386  ;  language 
of  its  own,  85  ;  modem  tree  of, 
320 ;  progress  of,  due  to  mechanical 
inventions,  112  ;  pure  and  applied 
barrier  between  no  longer  exist- 
ing, 113  ;  pure,  former  cultivation 
of  slight,  318  ;  {teaching^  labora- 
tories for,  necessity  of,  277 ; 
principles,  thorough  knowledge  of, 
requisite  in,  277;  research,  original, 
later  phase  of,  277  ;  student  should 
assist  in  experiments  in,  277 ; 
usefulness  of  depends  on  teacher, 
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SCIENTIFIC  EDUCATION. 

277)  ;  theory  and  practice  present 
interdependence  of ,  318  ;  instances 
of,  319. 

Scientific  education,  continental 
colleges  and  schools  for,  273  ;  im- 
portance of,  273. 

Scientific  enquiry,  increased  neces- 
sity for,  318. 

Scientific  formulae  and  plain  state- 
ments, 85. 

Scientific  fundamental  knowledge, 
acquisition  for  life,  385. 

Scientific  journalism,  development 
of,  318. 

Scientific   reading,  interest  of,  362. 

Secondary  batteries,  electric  lighting 
by,  334 ;  of  Faure,  334  ;  perma- 
nence of,  necessity  of  improving. 
376  ;  of  Plants,  334  ;  of  Sellou, 
334  ;  transformation  of  energy  in 
production  of,  403  ;  of  Volckmar, 
334. 

Secondary  products,  dyes  produced 
from,  365 ;  utilization  of,  365 ; 
more  valuable  than  coal  supplied 
to  gasworks,  365. 

Seeing  properly  and  intelligently, 
389,  390. 

Seguin,  heat  and  mechanical  energy 
relation  between,  reference  to,  185. 

Selenium  in  phonograph  under  sun's 
rays  produces  loud  sounds,  206, 
207. 

Self-exciting  principle  of  dynamo- 
electric  machines  (commvni^a^ed 
to  Royal  Society  by  Siemens,  C.  W., 
397  ;  and  Wheatstone,  C,  397  ;  by 
Siemens,  W.,  to  Berlin  Academy, 
397)  ;  of  what  consisting,  397  ; 
convertibility  of,  398 ;  machine, 
original,  illustrating,  exhibited  to 
Royal  Society,  398 ;  mechanical 
converted  into  electrical  energy 
by,  397 ;  regenerative  action  set 
up  in,  397. 

Sellon,  secondary  batteries  of,  334, 
410. 

VOL.   III. 


SIEMENS,  C.  W. 

Severn  tunnel,  reference  to,  350. 

Sevres,  laboratory  of  metrical  con- 
vention at,  321,  421. 

Shakespeare*s  poetic  vision,  reference 
to,  284. 

Sheathing  secures  cable  against 
mechanical  injury,  48 ;  works, 
test  of  cables  at,  42. 

Shipbulding,  material  tough  and 
strong  required  for,  146  ;  (steely 
lightness  of,  gives  more  carrying 
power,  146;  used  by  Admiralty, 
344). 

Ships,  building  in  iron^  steel  and 
wood,  345  ;  bulk-heads  for,  344  ; 
construction  of,  343  ;  (^factor 
of  safety  of  sailing,  344  ;  of 
steam,  344)  ;  insurance,  premium 
of,  344  ;  material  for,  343 ;  water 
ballast  for,  345. 

Ships  of  war  of  extra  mild  steel, 
built  by  Admiralties,  British  and 
French,  146. 

Shores  and  shallow  seas,  heavy  iron- 
clad cables  for,  23. 

Shunt  dynamo  machine,  400. 

Siemens,  C.  W.,  addresses  of,  52 — 64, 
64—78,  79—84,  112—124,  124— 
153,  167—181,  207—215,  230— 
237,  266—272,  273—291,  316— 
368,  359—365,  366—383,  384— 
390,  413—421  ;  article  by,  293— 
313 ;  basic  linings,  experiments 
on,  in  1868,  226  ;  Bessemer  medal 
awarded  to,  107,  108 ;  dynamo 
electric  principle  brought  before 
Royal  Society  by,  162,  397  ;  Elk- 
ington,  G.,  introduction  and  visit 
to,  283  ;  England,  arrival  in,  282, 
and  return  to,  283  ;  fuel,  on,  85 — 
104  ;  heat  applications  engrossed 
attention  of  since  1846, 189 ;  lec- 
tures of,  7—23,  29—48,  85—104, 
182—205,  243—262,  391—413  ; 
letter8of,49— 50,50— 52, 104—107, 
110—112,  165—156,  157—169,  162 
—163,  163—164,  164—165,  165— 
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8IKMKN8,  C.  W.  AND  W. 
166,  205—207,219—222,222—225, 
225—226,  227,237—241,241—242, 
21)1—293,  313—314,  316—316; 
Poole  and  Carpmael,  visit  to, 
283 ;  {regenerative  gas  burner, 
252  ;  gas  furnace,  193,  253  ;  steam 
engine,  190)  ;  remarks  of,  83 — 84, 
108, 108—109,  154—155, 159—160, 
160—162,  215—216,  217—218, 227 
— 229  ;  report  of,  3 — 7  ;  rotary  fur- 
nace, 150—151 ;  secondary  battery, 
410  ;  sheathing  of  deep  sea  cable, 
IH  ;  speeches  of,  24—29,  263— 
2<55  ;  Telfonl,  medal  awarded  to, 
inO;  undertaker,  visit  to,  2H2  ; 
Watt,  proposed  as  unit  of  power. 
411. 

Siemens,  C.  W.&  W.,  electro-gilding, 
introduction  bv.  282. 

Siemens.  Brothers,  benefit  fund,  264  ; 
funds  supplic<l  entirely  by  firm, 
264  ;  pension  on.  what  dependent, 
264. 

Siemens  dynamo  machine,  400. 

Siemens,  F.  {regrrwrative  gas  burner, 
251  ;  gas  furnace,  193,  253). 

Siemens,  Martin,  process,  reference 
to,  141. 

Siemens  process,  used  by  Whitworth, 
Krupp,  and  at  Terrenoire,  226. 

Siemens,  W.,  alcoholmeter  of,  122  ; 
(armature  p/,  368  ;  illustration  of 
application  of,  396  •;  inductive  ac- 
tion of,  how  increased,  395)  ;  desert 
dust,  electrification  of,  observa- 
tion of,  308  ;  duplicate  telegraphy, 
carried  out  by,  167 ;  {dynamo 
electric  prin^^iple  of,  220,  397 ; 
brought  before  Berlin  Academy. 
162, 163  ;  original  experiments  on. 
163)  ;  electric  railways  brought 
out  by.  330,  407 ;  photometer  se- 
lenium of,  reference  to,  122f;  re- 
sistance mercury,  unit  of,  33,  324  ; 
rotative  cylindrical  mirror  to 
measure  velocity  of  projectiles, 
119 ;  telegraph  inventions,  refer- 
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ence  to,  74 ;  underground  tele- 
graphs introduced  by,  328. 

bltep  and  dreams,  explanation  of, 
206. 

Smeaton's,  J.,  Eddystone  lighthocue, 
reference  to,  348. 

Smelting  operations,  fuel  consump- 
tion in,  97. 

Smith,  B.  L..  arctic  ex^iedition,  re- 
turn of  from,  317. 

Smith,  W..  testing  on  board  ship, 
45. 

Smoke  abatement  exhibit  ion.  rufor- 
enco  to.  :JH8  ;  importance  of,  380. 

Smoke  nuisance,  rinothcr  name  for 
waste  of  fuel,  82,  364  :  public 
health,  effect  of  on,  338  :  remedy, 
effectual,  of,  338  ;  wnr  against, 
262. 

Smyth,  P.,  on  oxygen  in  outer  solar 
atmosphere,  311. 

Smyth,  P.,  and  Herschel,  on  gaseous 
spectra  in  vacuum  tubes,  31 1. 

S.  ci^te  d' Encouragement.  216. 

S()ci6t6  des  Ing6nieura  Civils,  216  ; 
Siemens.  C.  W..  address  as  bono- 
rar}'  president  of.  2()6. 

Society  of  Arts.  a(Mr<  hs  of  Siemens, 
C.  W.,  to,  366  ;  asR>ciat«d  societies 
of,  almost  daily  meetings  of.  366  ; 
and  British  Association,  difference 
between,  366  ;  presidents  of,  the 
Prince  Consort  and  the  Prince  of 
Wales,  367 ;  science  introduced 
into  industry  by,  367. 

So<'iety  of  Telegraph  Engineers,  ad- 
dress of  Siemens,  C.  W.,  as  presi- 
dent, 64  ;  advance  of  sketch  of, 
167;  cosmopolitan  in  character, 
68  ;  constitution  of,  66 ;  invitation 
to  foreign  telegraphic  administra- 
tions, 68,  69  ;  library  bequeathed 
to,  by  Sir  F.  Ronalds,  167  ;  library 
should  be  kept  up  to  date,  167  ; 
London,  seat  for,  73,  74  ;  measure 
of  usefulness  of,  on  what  depen- 
dent, 66  ;  members  atid  associates 
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SOHO  WORKS. 

of,  67 ;  members,  foreign,  of,  68 ; 
members,  honorary,  of,  67 ;  mem- 
bers, original,  Cooke,  Morse,  Thom- 
son, Tyndall  and  Wheatstone,  67  ; 
need  of,  64,  65,  66  ;  proceedings 
of,  contemplated  translation  of,  74 ; 
prosperity,  future  of,  influenced  by 
start  of,  64  ;  publishing  fund,  pro- 
posed establishment  of,  74. 

itoho  Works,  gas  lighting  inaugu- 
rated at,  286. 

Solar  absorption  spectrum,  explana- 
tion of,  307. 

Solar  centrifugal  action,  mechanical 
statement  regarding,  303. 

Solar  eclipse  of  1879,  observations  of. 
by  Lockyer,  J.  N.,  and  Schuster. 
357 ;  results  of,  summary  of. 
357. 

Solar  energy,  conservation  of,  293  : 
Qhyjfotkeitis  o/,  357  ;  postulates  on 
which  based,  357  ;  solar  eclipse, 
observations  in  favour  of,  3.")  7)  : 
utilizing,  modes  of,  204. 

Solar  fan  action,  result  of  assumed. 
303,  306. 

Solar  heat,  102 ;  radiated  on  eartli 
equal  to  combustion  of  layer  or 
coal  8  in.  deep  over  whole  earth. 
102 ;  variation  of,  cause  of. 
308. 

Solar  products  of  combustion,  304  ; 
dissociation  of,  by  solar  action. 
304. 

Solar  radiation,  application  of,  363. 

Solar  rays,  absorption  of,  Abney. 
Capt.,  on,  358. 

Solar  rotation  in  mediikm  of  un- 
bounded extension,  303. 

Solar  system,  velocity  of,  through 
space,  308. 

Solenoid  coils,  experiments  with. 
260. 

Solid  steel  castings,  Gantier*s  paper 
on,  144. 

Sounding  machines,  Thomson*s,  Sir 
W.,  346  ;  pressure  gauge  for,  347  ; 


STEAM-ENGINE. 

recovery  of  cable  by,  347  ;  value 
of,  347.* 

Sounding  wire  drawn  up  by  elec- 
tricity, 404. 

Soundings,  careful  and  extensive, 
necessary  for  cable  laying,  22. 

South  Kensington  Science  School, 
2K1. 

Space,  compound  gases  in,  357. 

Spectroscope,  importance  of  in  re- 
search, 356,  357 ;  researches  of 
Lockyer,  J.  N.,  with,  103. 

Spectrum,  solar  absorption,  explana- 
tion of,  307. 

Spencer*s  puddling  mechanism,  re- 
ference to,  149. 

Spots,  sun,  cause  of,  308. 

Spottiswoode,  W.,  British  Association 
lecturer,  reference  to,  85  ;  (eleetrii* 
diitcharge^  experiments  on,  355  ; 
mechanism  of,  355). 

Stark,  Dr.,  quadruplex  telegraphy, 
reference  to,  168. 

State  and  inventor,  implied  compact 
between,  54. 

Static  and  dynamic  system,  relation 
between,  324 ;  Thomson's,  Sir  Wm., 
illustration  of,  324. 

Statistical  information  regarding 
telegraphic  correspondence,  76. 

Steam  boiler,  gaseous  fuel,  fired 
economically  with,  256  ;  suppres- 
sion, entire,  of,  257. 

Steam-engine,  comparison  of  high 
pressure  and  expansive,  94  ;  (coal 
consumption^  94 ;  of  large  and 
small,  compared,  201) ;  economy, 
future  of,  in  mode  of  production 
rather  than  expansion  of  steam. 
82;  (efficiency  of  steam  in,  192; 
total  of,  192  ;)  effect  in,  cause  of 
loss  of,  393  ;  heat  actually  used  in^ 
proportion  of,  191,  245  ;  mechani- 
cal force  given  out  by,  393 ; 
scientific  consideration  of  and  of 
metallurgical  processes,  62 ;  (waste 
in^  362  ;  reduction  of,  by  scientific 
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STEAM-JACKET. 

methocl,  862)  ;  waste  heat  of,  utili- 
zation of,  for  heating  hot-houses. 
271,  364. 

Steam-jacket  for  working  cylinder 
95. 

Steam  navigation,  economy  of  fuel 
in,  progress  of,  81  ;  introduced  by 
Fletcher  and  Bell,  232. 

Steam  or  air,  in  heat  engines.  106. 

Steam  shipping,  extended  use  of, 
due  to  Suez  Canal,  57. 

Steam,  duplicate  telegraphy  reintro- 
duced by,  168. 

Steel  (appliration  of,  144  ;  by  Ad- 
miralty for  ship-building,  344  ; 
for  engineering  purposes  on  con- 
tinent and  United  States,  145 ; 
former  and  present,  1 60 ;  for  loco- 
motive engines,  rails,  and  tyres. 
1 45 ;  for  war  purposes,  225)  ; 
committee,  British  Association  and 
Board  of  Trade  on,  members  of, 
Hawkshaw,  Sir  J.,  Barlow,  W.  H ., 
and  Yolland,  Col.,  145;  cooling 
of,  under  pressure,  350  ;  (dcjini- 
tions  of  147 ;  as  compounds  of 
iron  that  have  been  fused  and  are 
malleable,  149 ;  distinctions  too 
varied  in,  148 ;  engineers  and 
manufacturers,  149 ;  illustrations 
of,  148^  ingot  iron,  Flusscisen,  for 
fonda,  148 ;  ingot  steel,  Fluss- 
stahl,  acier  fondu,  148  ;  weld 
steel,  Schweiss-stahl,  acier  sonde, 
148  ;  by  International  committee, 
comprising  Akermann,  Bell,  I.  L.. 
Kgleston,  T.,  Griiner,  Holley,  A. 
L.,  and  Wedding,  H.,  148); 
various,  references  to,  by  Gautier, 
Greiner,  Qrliner,  Holley,  Jordan. 
Karsten,  Percy,  J.,  Tunner,  Wed- 
ding, Whitworth,  Sir  J.,  148; 
designs  requisite  for  develop- 
ment of  peculiar  qualities  of, 
62 ;  ductility  and  hardness  of, 
60;  experiments  on  mechanical 
and  other  properties  of,  by  a  com- 
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mittee  of  civil  engineers,  61, 145  ; 
experiments,  exhaustive,  neoessity 
of,  61 ;  hardening  of,  carbide  of 
iron  formed  in,  350;  investigations, 
recent,  on.  by  Abel,  F.,  350 ;  and 
iron,  comparison  of,  60  ;  (melting 
fumaoe,  rtgvneratirc,  accumula- 
tion of  heat  in,  99  ;  actual  fuel 
cousimiption  per  ton  of,  99 ;  col- 
lateral advantages  of,  99 ;  descrip- 
tion of,  98,  90  ;  limit  of  tempera- 
ture of,  99  ;  regenerators  in,  use 
of,  99  ;  reversing  valves  for,  99)  ; 
{melting  in  pott^  fuel  per  ton,  98  ; 
proportion  of  fuel  utilized  in, 
246);  processes,  modification  of, 
160  ;  production  and  application, 
discussion  regarding,  228  ;  tensile, 
strength  of,  on  what  dependent, 
350. 

Steinheil,  telegraph  inventor,  refer- 
ence to,  74. 

Stellar  gaseous  matter  probably  dis- 
sociated by  solar  radiation,  306. 

Stellar  space  empty.  La  Placets  as- 
sumption, 303. 

Stellar  space,  rarefied  gases  in,  299 ; 
hypothesis  of,  356,  358  ;  planetary 
attraction  of,  299,  302 ;  spectrum 
analysis,  evidence  of,  301. 

Stephan,  Dr.,  underground  line  wire 
system,  re-introduced  by,  171. 

Stephenson,  G.,  coal,  definition  of,  as 
bottled-up  rays  of  the  sun,  294  ; 
locomotive,  introduced  by,  112, 
232. 

Stevenson,  D.,  dioptric  lights,  address 
on,  reference  to,  113. 

Stirling's  economiser  discussed  before 
Institution  of  Civil  Engineers  in 
1845,  104  ;  paradox  engine.  104 ; 
regenerative  steam  engine,  190 

Stokes,  G.  G.,  energy,  researches  in, 
reference  to,  325 ;  hypothesis  of 
conservation  of  sun's  heat,  296. 

Stoney,  Prof.,  on  oxygen  in  outer 
solar  atmosphere,  312. 
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STOBAGE. 

Storage  of  power,  391. 

Stove  heat,  stuffiness  of,  341 ;  with- 
out ventilation,  246. 

Striated  discharge,  light  of,  brilliancy 
of,  356 ;  luminosity  of,  to  what 
due,  356  ;  time  and  nature  of,  336. 

Strise,  actual  aggregations  of  matter, 
356  ;  physical  unit  of  striated  dis- 
charge, 355. 

Submarine  cable,  delays  by  rupture, 
51. 

Submarine  telegraphy,  appliances 
for,  172  ;  conductor  for,  improve- 
.ments  in,  172;  threatened  by 
financial  combination,  177. 

Success  lies  in  steadiness  of  purpose 
rather  than  brilliant  talents,  291  ; 
in  victory  over  difficulties,  290. 

Successful  men,  cause  of  success  of, 
362. 

Suez  Canal,  reference  to,  57,  348. 

Sun  account,  debtor  and  creditor  for, 

.  293  ;  chromosphere  of,  103 ;  cir- 
cular current  of,  energy  consumed 
in  sustaining,  306 ;  coal-fields 
produced  by,  294. 

Sun,  conservation  lof  energy  of 
{convection  currentSj  liquid  and 
gaseous  in,  296  ;  difficulty  in  con- 
nection with,  297  ;  possible  action 
illustrated  by  high-pressure  boiler, 
297) ;  {hypotheses  of  Helmholtz, 
295.;  Mayer,  296 ;  Stokes,  G.  G., 
296  ;  Thomson,  Sir  William,  296  ; 
Waterton,  296)  ;  {Siemens's,  C,  11'., 
hypothesis^  conditions  fundamen- 
tal of,  299, 310 ;  criticism  of,  311  ; 
vapours  in  space  capable  of  dis- 
sociation by  sun,  drawn  back  into 
sun  as  fuel,  311 ;   vortex  action, 

.    298). 

Sun,  convulsions  in,  103  ;  corona, 
ideal  of,  similar  to  that  observed 
in  America  during  eclipse  in 
1880,  313  ;    {dark  spots  on,  298  ; 

,    how  explicable,  298)  ;  dissociation 

■    within,  103  ;  dissociation  of  gases 


I 


TABLE  OF  EFFICIENCY. 

in  space  by  high  temperature  of, 
302.;  effect  of,  in  Africa  and  Glas- 
gow compared,  189 ;  fan-like  ac- 
tion of,  assumed,  306 ;  gaseous 
elementary  bodies  in,  103  ;  geolo- 
gical condition  of  the  earth  affected 
by  outpour  from,  309  ;  {heat  o/» 
no  appreciable  diminution  in,  103 ; 
intercepted  by  earth's  atmosphere, 
102)  ;  {heat  radiated  from,  196, 
295 ;  applying,  means  of,  196  ; 
expressed  in  weight  of  coal, 
196,  295 ;  intercepted  by  earth, 
295  ;  radiated  into  space,  amount 
of,  295 ;  utilizing,  means  of,  196)  ; 
heavy  gases  should  apparently  be 
drawn  towards,  302 ;  leaves  of 
plants,  action  of,  on,  90 ;  metal- 
loids not  existing  in,  Lockyer  on, 
302  ;  oxygen  existing  in,  Draper 
on,  302  ;  photosphere  of,  103,  303  ; 
spectroscopic analysisof,103;  spots, 
cause  of,  308  ;  stormy  regions  of, 
Herschel,  Sir  J.,  307  ;  temperature 
of,  no  diminution  of,  295  ;  terres- 
trial effects  of,  293  ;  theory,  new, 
of,  293  ;  vortex  action,  velocity  of 
according  to  Lockyer,  298  ;  {velo^ 
city  of  revolution  on  axis^  302  ; 
equatorial  rise  of  solar  atmosphere, 
302 ;  La  Place  on,  302 ;  zodiacal 
light  due  to,  Mairan  on,  302). 

Suspended  line  wires,  171,  241  ;  at- 
mospheric electricity  affects,  171  ; 
mutual  induction  between,  171  ; 
objections  to,  171  ;  throwing  down 
of,  by  storms,  171. 

Swan,  incandescence  light  of,  268. 

Syphon  recorder,  Thomson's,  Sir  W., 
175,  326. 


Table  of  efficiency  of  dynamo-elec- 
tric and  alternate  current  ma- 
chines, 400,  401  ;  engines,  theo- 
retical and  practical  performance 
of,  106. 
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TAIT. 

Tait,  heat  and  mechanical  energy, 
relation  between,  reference  to. 
185. 

Talk,  time  wasted  in,  360. 

Teacher,  importance  of  good,  281. 

Teaching  and  acquiring  knowledge, 
difference  between,  234  ;  Archi- 
medes, principle  of,  319. 

Technical  advance,  work  of  time  and 
labour,  369. 

Technical  education,  230.  273  ;  axl- 
vantages  of,  280 ;  commercial 
element  in,  274 ;  in  France  and 
continental  nations,  210 ;  neces- 
sary in  overseers,  233  ;  promotion 
of,  necessary,  53  ;  Royal  Commis- 
sion on,  387 ;  Royal  Society, 
President  of,  reference  to,  387. 

Technical  science  teachers,  import- 
ance of,  386. 

Technological  writings  of  Karsten, 
Tunner,  Griiner,  Karl,  Akermann, 
Wedding,  reference  to,  126. 

Tehnantepcc  ship  railway,  Captain 
Eads's,  348 ;  opinion  favourable 
of  Baniaby,  N.,  and  Fowler,  J.,  on. 
348. 

Telegraph  cable,  vi&  Ascension.  St. 
Helena,  the  Cape  and  Mauritius 
to  India,  importance  of,  315. 

Telegraph,  civilizing  influence  of. 
75. 

Telegraph  Conference,  176. 

Telegraph  communication  with  India 
dependent  on  Indo-European  line. 
315. 

Telegraph  correspondence,  nature 
and  growth  of,  76. 

Telegraph  department,  public  enter- 
prise prejudiced  by  powers  given 
to,  176. 

Telegraph  engineer,  problems  in 
electrical  and  physical  science  in 
practice  of,  75,  76  ;  not  specialist, 
6.*). 

Telegraph  engineering,  advances  in, 
167 ;    {hupler    Telegraphy    an- 


TELEPHONIC  IMPUL8E& 

nounced  by  Nyetrom,  C.  A.  and 
Ointl,  Dr.,  167 ;  carried  out  prac- 
ticallyby  Siemens,  W.,and  Frisohen. 

167  ;  reintroduced  by  Steam,  168  ; 
Schwendler,  L.,  application  to,  of 
improved  Whcatstonc  bridge  ar- 
rangement,168) ;  progre«,rapid,of, 
75  ;  Qquadruplex  telegraphy^  167, 
168,  327;    developed  by  Ediaon, 

168  ;  established  by  Presoott,  168; 
extension,  further,  probable,  168  ; 
introduced  by  Stark,  Dr.,  and 
Boscha,  Dr.)  ;  subjects  for  pure 
and  applied  science  societies,  65. 

Telegraph  to  India,  49,  50. 

Telegraph,  international,  regelated 
by  diplomatic  conferences,  75. 

Telegraph  inventions  stimolated  by 
open  competition,  175. 

Telegraph  inventors,  reference  to 
Bain,  Breguet,  Cooke,  Morse, 
Ronalds,  Schilling,  Siemens,  W., 
Steinheil  and  Wheatstone,  74,  76. 

Telegraph,  shallow  sea,  sheathing  of, 


7. 


Telegraph  system,  reconstruction  of, 
241. 

Telegraph  wires,  241. 

Telegraphy,  international  character 
of,  68  ;  Preece,  W.  H.,  lecture  on, 
391. 

Telephone,  Bell's,  G.,  169,  327 ;  de- 
velopment of,  by  Bell,  G.,  Edi- 
son, Hughes,  284  ;  diaphragm  of, 
vibrations  of,  327  ;  difficulties  in 
connection  with,  284 ;  Ediscm's, 
327  ;  of  Bell,  G.,  reference  to,  827; 
of  Hughes,  reference  to,  327  ;  im- 
provements in,  direction  in  which 
being  effected,  170 ;  (induction, 
effects  on,  327  ;  neutralizing,  327); 
of  Reiss,  defects  of  diaphragm 
arrangement  of,  169 ;  simplicity 
of,  267. 

Telephonic  impulses,  affected  by 
neighbouring  electric  currents, 
170  :  24,000  per  second  in  Kont- 
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TELEPHONIC  TRANSMISSION. 

geii*8  experiments,  170 ;  trans- 
mitted to  great  distances,  170. 

Telephonic  transmission,  Jacob's,  F., 
suggested  plan  for,  328. 

Telephony,  Bramwell,  Sir  P.,  lecture 
by,  on,  391  ;  branch  of  telegraphy, 
391. 

Telford,  definition  of  civil  engineer- 
ing of,  suggested  by  Tredgold,  319  ; 
medal  awarded  to  Siemens,  C.  W., 
106. 

Temperatures,  high,  electric  arc 
suitable  for,  243. 

Terrenoire  Co.,  ferro-nianganese 
introduced  by,  142 ;  Siemens 
process  used  at,  226. 

Testing  board,  accuracy  and  skill 
required  in  manufacture  of.  35. 

Testing  electric  cables,  29 :  (*'/t 
hoard  ship^  45  ;  method,  former,  of, 
45  ;  in  paying  out,  45 ;  Smith's,  W., 
proposed  method  of,  45  ;  in  tanks, 
45) ;  differential  method,  37 ; 
(diicharge  method,  38 ;  battery 
power,  independent  of,  38 ;  de- 
scription of,  38 ;  inapplicable  to 
submarine  cables.  39 ;  time  for 
electrometer  observations  neces- 
sary, 38)  ;  (^/nr  favH*,  both  ends 
accessible,  46  ;  copper  wire  sepa- 
rated; insulated  covering  intact, 
47  ;  after  being  laid,  46 ;  partly 
insulated  and  ruptured,  47  :  rup- 
tured, 47  ;  single,  which  may  be 
spoken  through,  46)  ;  (Jointn  of, 
Clark's,  L.,  arrangement  with 
condenser,  43  ;  old  method,  43 ; 
Wheatstone  bridge  and  galvano- 
meter method,  44 ;  description, 
illustration  and  rationale  of,  44  ; 
Whitehouse  method,  43) ;  laws, 
general,  of,  30;  modus  operandi, 
29 ;  principles  involved,  29 ;  sine 
method  for  high  resistances,  36  ; 
system  of,  necessary,  48. 

Testing  materials,  importance  of,  to 
students.  278. 


TIDE. 

Thenno-battery,  Armstrong,  Sir  W., 
on,  reference  to,  393  ;  gas,  illus- 
tration of,  392  ;  loss  of  energy  in, 
393 ;  modus  operandi  of,  392 ; 
Siebeck's,  discovery  of  in  1822, 
392  :  tension,  low,  of,  393 ;  thermo- 
dynamics, second  law  of,  depen- 
dent on,  393. 

Thermod3'nanucs,  secund  law  of, 
341. 

Theoretical  consumption  of  fuel  in 
steam  engines,  95. 

Thomas's  lime  lining,  reference  to, 
226. 

Thomson's,  J.,  turbine  wheels, 
195. 

Thomson,  Sir  W.,  compass  of,  346  ; 
conservation  of  sun's  energy, 
hypothesis  of,  296  ;  currentsof  high 
electro  motive  force,  suggestions  to 
M-c.  406 ;  energy,  researches  on, 
n-forencc  to.  325  ;  galvanometer 
of,  sensitiveness  of,  37  ;  heat  and 
mechanical  energy,  relation  be- 
tween, reference  to,  184 ;  on 
measurement,  114,  115 :  mirror 
instrument  of,  175  ;  molecular 
theory  of  gases,  reference  to,  299  ; 
sounding  line  of.  123 ;  syphon 
i-ecorder  of,  175,  326  ;  systems, 
static  and  dynamic,  relation  be- 
tween, 324 ;  tide  gauge  and 
recorder  of,  346  ;  transmission  of 
power,  practical  law  regarding, 
406. 

Tidal  wave,  difficult  to  utilize.  188  ; 
energy,  source  of,  188  ;  (vtiliza» 
turn  of,  by  basins  and  vortex  or 
turbine  wheels,  such  as  Thom- 
son's, J.,  195  ;  calculation  of  rise 
of  tide  available,  195  ;  calculation 
of  horse  power  producible  per 
acre,  195  ;  practical  difficulty  and 
expenditure,  enormous  tidal  basins 
required,  93). 

Tide  gauge  and  recorder,  Thomson's, 
Sir  W.,  346. 
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Time  for  everything,  360  ; 


Tolnene,  for  productiun  of  artificial 
indigo,  837. 

Tooth,  paddling,  tDCchanical,  reler- 
ence  to,  149. 

Toricelli,  measurement  ot  nioatio 
preesUTelir  reference  to,  llfi. 

Touchstone,  if  "cience  and  practical 
experience,  '>3- 

Trade  Guilds.    Sfe  Quilda. 

Trade,  iron  and  steel,  dcprened  state 
of,  1«1. 

Tramwayii.  upplication  of  sccondnrj- 
battery  t«,  410,  ill. 

Ttansmiwiion  of  power  by  Arm- 
strong, Bir  W.,  407  ;  by  Dcprei.  M., 
406  ;  (*ff  clrelru^itg,  Tl\.  2Hfi.  Wd. 
40T:  by<!otDprcB8e<iairamiKHter 
oomparBd,  270,  32&  criticism  of. 
221  ThomBon's,  Sir  W.,  practicol 
law  regartlinfr,  *Oft.  and  sosjres- 
tion  tonne  current*  of  high  electro- 
molivc  force,  406). 

Traosmissinii    of  tcleKrai'hic  mcsai- 


u  dL-^ 


bJK  174. 

Traica,   t:omwrTftli 

Mitiera,  director  of,  212,  2lri ; 
flow  of  Bolids,  addrcsH  on,  fefer- 
cnee  to,  114  ;  ™  ran'miraioM  of 
power,  40«;  ^Vlitiiist.rao.  Sir  C, 
addreaa  on,  reference  to,  109. 

Tribe,  secondary  baltery,  on  action 
of,  410. 

Trinity  Bonn),  report  by  Tyndnll.  J. 
nini'u-.iisrlnss.l78. 

TnngBtcn  steel,  permanent  xnBR- 
nctism  of,  H2;  cliRcoTcred  by 
Siemens,  W.,  142 ;  tools,  hard, 
duitahlp  for,  143. 

Tunis  Algerian  Chntts,  proposed 
flooding  of,  348. 

Tanner  rtec  deflnition.Iiitemnliimol 
Committee  on,  member  of,  147. 

Tynilall,  J.,  Uritish  Association 
lecturer,  reference  to,  Sii ;  on 
cause  of  blue  colour  of  sky,  2-"iO ; 


VEOBTATIOS. 

heat,  a  mode  of  motion,  work  on, 
by,  185,  326  ;  heal,  public  know- 
ledge nf,  LncrenBeJ  by,  185  ;  on 
uniiuosity    of    gas    flame,    340; 


vlur 


i  raya 


in  clectrii;  AK,  cxperimeDts  on, 
'iWl  physical  endurance  of,  31*  ; 
radiant  energy  intercepted  by 
gaseoDs  compoandi,  804  ;  radiant 
heat,  work  on,  by,  332;  Trinity 
Board,  report  by,  178. 


Ultimate  theoretical  and  actual 
effect,  cliffereuce  between,  325. 

Ultra  violet  rays.  ab8or|)tion  of,  by 
ctcnr  glass,  Stokes,  O.,  on,  306 ; 
ilispociating  power  of  light  con- 
fiTif   til,  acoonling  to  Draper,  300. 

Uii.lfi5r<iii.i.l  tplograph  wires,  171, 
328  ;  applied  first  by  the  Prussian 
government  in  1846,  171,  242,  328, 
8,000  luiles  laid  by  German 
government  within  .I  yests,  242, 
roccutly  renewed  in  (lermany  by 
L>r.  Stcphan,  171  ;  cheapest  in  the 
end.  242, 328;  description  of.S42 
maintoiiancc.  no  expenditure  for 
242 ;  Siemcn«,  W.,  iiitroiluceil 
32H :  Babslttotion  of,  for  sas- 
pcndol  wires,  241. 

Unitcit  Kingdom,  merchant  flhipiiing 


..f   V 


I'm 


iepf,:n; 
I  Kingil-m  aiiil  United  States 
s  per  telegraph  Htation 


Varley,  S.  A„  dynamo -electric 
principle,  claim  to  discovery  of, 
considciel.  163,  Ifi.i,  isr,. 

Varley.  P.  A.  U  C.  dynnino-elcclric 
priiiciple,  dcRCriptioa  of  arrange- 
ment to  tCHt,  165. 

Vegetation,  effect   of  electric  light 
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VELOCITY. 

Velocity  of  electricity,  326. 
Ventilating  fireplace  of  Galton,  Capt. 

D.,  96. 
Volatile  constituents,  loss  of,  in  coke 

oyens,  245. 
Volatile  matter  in  coal,  heat  neces- 
sary to  volatilize,  245. 
Volkmar's   secondary  battery,  334, 

410. 
Volta    on    dielectrics    affected    bv 

electrification,  reference  to,  353  ; 

electric    transmission    of    power 

suggested  by,  405. 


Wages,  minimum,  128  ;  payable  by 
results,  128. 

Wales,  Prince  of.  Society  of  Arts 
President  of,  367. 

Wartmann,  Prof.,  calorific  capacity 
of  liquids,  ipeasure  of,  121. 

Waste  of  food,  360, 361  ;  of  material, 
360,  364 ;  of  mechanical  energy, 
360,  362  ;  of  personal  energy,  360, 
361 ;  prevention  of,  365  ;  Siemens, 
C.  W.,  on,  359 ;  in  steam  engine. 
362  ;  of  time,  360. 

Water,  boiled  by  electricity,  203 ; 
combustion,'  a  product  of,  88 ; 
(jj(u^  objections  to,  339 ;  use  of, 
339)  ;  (^0^0,  current,  loss  of,  small 
with,  261 ;  description  of,  261  ; 
object  of,  261)  ;  (^pawer^  result  of 
solar  energy,  92 ;  resorted  to  in 
mountainous  districts,  92 ;  utili- 
zation of,  by  high  pressure  mains, 
136,  and  quick-working  wire  ropes, 
136).i 

Waterton's  hypothesis  of  conserva- 
tion of  sun's  heat,  296. 

Watt,  J.,  adverse  circumstances,  con- 
test against,  56 ;  conviction  of 
ultimate  success,  56 ;  failing  health 
and  means,  56  ;  invention  of  steam 
engine  and  condenser,  56  ;  phjrsi- 
cal  nature  of  steam,  perfect  con- 

VOL.   III. 


WHITWOBTH.     . 

ception  of,  56 ;  steam  jacket  of, 
discarded  by  his  successor**,  56. 
Watt's  engine,  112,  232;   improve- 
ments, recent,  in,  190. 

Watt,  suggestion  of,  as  electrical 
unit  of  power,  by  Siemens,  C.  W., 
322,  411;  relation  of,  to  horse 
power,  412. 

Weber,  absolute  unit  of,  33, 321 ;  elec- 
tro-magnetic telegraph  founded 
by,  reference  to,  74. 

Weber  suggested  as  electrical  unit, 
322. 

Wedding,  H.,  steel,  definition,  refer- 
ence to,  147 ;  steel  definition,  Inter- 
national Committee  on,  member 
of,  147 ;  technical  writings  of, 
reference  to,  126. 

Wedgewood's  pyrometer,  reference 
to,  121. 

Weld  iron,  definition  of,  148. 

Wheatstone  balance  or  bridge,  34  ; 
action  of,  illustration  of,  35 ;  de- 
scription of,  35 ;  testing  by, 
methods  of,  35 ;  simpler  but  less 
sensitive  than  sine  galvanometer, 
37. 

Wheatstone,  Sir  C,  capillary  tubes, 
experiments  on  effects  of  electri- 
city on,  109  ;  Clark,  L.,  address  of 
on  work  of,  108  ;  credit  due  to,  very 
high,  109  ;  (dynamo-electric  prin" 
ciple  brought  before  Royal  Society 
by,  162,  397  ;  cross-connection  be- 
tween armature  and  field,  proposal 
of,  399)  ;  French  Academy,  Tresca 
address  before,  on,  109 ;  rotating 
mirror  of,  119  ;  Royal  Institution, 
memorial  of,  to,  109  ;  as  telegraph 
inventor,  reference  to,  74  ;  tuning- 
fork  arrangement  of,  168 ;  work 
of,  109. 

Whitehouse,  method  of  testing  joints 
of,  43. 

Whitworth  (jgavge,  foundation  of, 
117,417;  modification  of,  proposed 
for  America,  420;)  steel  of,  hydrau- 

H  H 
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lie  compresaed,  61, 144,  226 ;  tool, 
made  from  cracible  steel,  227. 

Whitworth,  Sir  J.,  linear  measures 
lecture  on,  by,  117 ;  measure- 
ment k  boat,  of,  117 ;  metre,  non- 
adoption  of  bj,  impediment  to 
unification  of  linear  measurement 
through  the  world,  117;  plane, 
absolute,  introduced  by,  117; 
Siemens  process  used  by,  226 ; 
steel,  definition  of,  reference  to, 
147. 

Wiedemann's  four  ways  of  determin- 
ing Ohm,  reference  to,  325. 

Wilde,  d3mamo  -  electric  principle, 
application  of,  178 ;  magneto 
machine  devcloiHMl  by,  396. 

Williams,  M.,  on  gaseous  atmosphere, 
reference  to,  2UU. 

Wind -power,  93,  204;  (japplUia- 
titm  off  inconvenient  and  uncer- 
tain, 93 ;  by  means  of  windmills., 
sailing  ships,  &c.,  93). 

Wire  gauge,  Birmingham,  417; 
(^Board  of  Trade,  417,  420;  cal- 
culation  necessary  before  use  in 
specifications,  419  ;  dimensions  of, 
illustration  of  increase  of,  418 ; 
system,  want  of»  in,  418 ;  unsuit- 
able to  engineers  and  scientists, 
419)  ;  Whitworth.  417. 

Woolwich  Arsenal  regenerative  gas 
furnace,  not  designed  or  erected 
by  Siemens,  C.  W.,  158. 


ZOELLNEB. 

Woolfs  double  cylinder  engine,  191. 

Woots,  production  of,  138, 140. 

Work,  89;  mechanical,  method  re- 
quisite in,  362 ;  unit  of,  89 ;  waste 
in  producing,  362. 

Workhouse  a  final  abomination,  265. 

Workmen's  benefit  societies,  264 ; 
use  of,  265. 

Workmen's  and  employer's  interests 
identical,  389. 

Workshops,  business  of  trade  acquired 
in,  386. 

Wrought  iron,  149. 


Yates,  mechanical  puddling,  refer- 
ence to,  149. 

YoUand,  Col.,  Steel  Committee, 
member  of,  145. 

Youth's  "desire"  acquired  in  old 
age,  290. 


Zaukebodb,  electric  propulsion  at, 
409. 

Zinc  and  coal,  cost  of,  392 ;  eneigy 
of,  392. 

Zodiacal  light,  Mairan's  explanation 
of,  possible,  308 ;  further  con- 
sidered, 308. 

Zocllncr  on  gnscous  atmosphere  in 
space,  reference  to,  299. 
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Blank  Verse.    With  Portrait    2  Vols.    Post  8yo.    IO0. 

DERRY  (Bishop  or).  Witness  of  the  Psalms  to  Christ  and  Chris- 
tianity.   The  Bampton  Lectures  for  1876.    8to.    14«. 

DICEY    (Prof.  A.  Y.).     England's   Case  against  Home  Rule. 

Third  Edition.    Crown  8vo.    7».  Cd. 
•  Why  England  Maintains  the  Union.   A  popular  rendering 

of  the  above.    By  C.  E.  8.     Foap.  8vo.    1». 

DOO-BREAKINQ.    [See  Hutobinson.] 

DBAKB'S  (Sie  Feaeois)  Life,  Yoyages,  and  Bxploits,  by  Baa  and 
Land.    By  John  Babbow.    Post  8vo.    2s. 

DBINKWATER  (Johe).  History  of  the  Siege  of  Gibraltar, 
1779-1788.    With  a  DeserlpUon  of  that  Qarrlaon.    Post  8to.   Sc. 

DU  CHAILLU  (Paul  B.).  Land  of  the  Midnight  Son;    Illas- 

trntlons.    2  Vols.    8vo.    861. 

— The  Yiking  Age.    The  Early  History,  Manners, 

and  Customs  of  the  Ancestors  of  the  EngliMh-speakinic  Nations.  Illus- 
trated from  antiquities  found  in  mounds,  cairns,  and  bogs,  as  well  aM 
fh)m  the  ancient  Sagas  and  Eddas.  2  Vols.  Medium  8to.  With  1,2C0 
Illustrations.  [In  (he  Prtss. 

DUFFERIN  (Loed).  Letters  from  High  Latitudes;  a  Yacht  Yoy- 

sfeto Iceland, JanMayen,and8pitEbergen.  Woodcut*.  Poet  8to.  iM.ed 

— — Speeches  and  Addresses,  Political  and  Literary, 

dellTered  in  the  House  of  Lords,  in  Canada,  and  elsewhere.    8vo.    12«. 

DUNCAN  (Col.)  History  of  the  Royal  Artillery.  Com- 
piled from  the  Original  Reeords.    Portraits.    9  Vols.    8vo.    18s. 

EnglUh  in  Spain;  or,  The  Story  of  the  War  of  Sno- 

oession,  1834-1840.    With  IllustraUons.    8vo.     Ids. 

DURER  (Albert);  his  Life  and  Work.  By  Dr.  Thausifo. 
Translated  from  the  German.  Edited  l^  F.  A.  Eatow,  M.A.  With 
Portrait  and  IllustxaUons.    2  Vols.    Medium  8vo.    42f. 

BASTLAKE  (Sie  C).  Contribution  to  the  Literature  of  the 
Fine  Arts.    With  Memoir  by  Ladt  Eastlakb.    2  Vols.    8vo.    2  it. 
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JBDWARDS  (W.  H.).    Voyage  ap  the  Rlrer  Amazon,  including  a 

Visit  to  Pum.    PoBtSvo.   Sc. 
BLDON'S  (Lobd)  Poblie  and  PriTate  Life,  with  Selections  from 

hisDUries,  Ao.  By  Hobaos  Twist.  Portrait  9  Vols.   PostSro.  21#. 

ELGIN  (Loan).  Letters   and   Journals.     Edited  hj  Tnionoan 

Walbokb.    With  Prefaee  bj  Dean  Btanlej.    8to.    14«. 

BLLBSMERB    (Loan).     Two   Sieges   of  Vienna  by  the  Turks. 
Translated  from  the  German.   PostSro.    Sc. 

ELLIS    (W.).      Madagascar   Berisited.     The  Persecntions  and 
Heroie  SoiBnrings  of  thoNatlTe  Christians.    lUnstrations.    8vo.    ie«. 

Memoir.      By    His   Sow.      Portrait.    8to.    10«.  6d, 

(BoBiHSov).  Poems  and  Fragments  of  Gatnllns.  16mo.  5s. 

BLPHINSTONB  (How.  M.).    History  of  Indi»»the  Hindoo  and 

Mahnmmedan  Periods.  Edited  by  Paoncssoa  Cowsll.  Map.  Hro,  18t, 

The  Rise  of  the  British  Power  in  the  East.    A 

Continuation  of  his  Uistory  of  India  in  the  Hindoo  and  If  ahommedan 
Periods.  Edited  by  Sib  E.  Colkbbouke,  Bart.  With  Map?.  Sro.    168, 

Life  of.    [See  Colebbookx.] 


—  (H.  W.),  Patterns  and  Instructions  for  Orna- 
mental Taming.    With  70  lUostrations.    Small  4to.    tbt, 

ELTON  (Capt.)  and  H.  B.  GOTTERILL.  Adrentures  and 
DisooTerfes  among  the  Lakes  and  Mountains  of  Eastern  and  Central 
AfHea.    With  Map  and  Illustrations.    870.    ai«. 

ENGLAND.  [SeeABTHua — Bbxwbb— Gbokbb — Hmii — Mabkhax 
—Smith— and  Stahhopb.] 

ESSAYS  ON  CATHEDRALS.    Edited,  with  an  IntroducUon. 

By  Dbav  H0W8OH.    8vo.    lit. 

ETON  LATIN  GRAMMAR.  Part  1.— Elementary.  For  use 
in  the  Lower  Forms.  Compiled  with  the  sanction  of  the  Headmaster, 
by  A.  C.  AnroBB,  M.A.,  and  til.  G.  Wintlb,  M.A.    Crown  Sro.   S».  6d. 

THE  PREPARATORY  ETON  GRAMMAR.  Abridged 

from  the  above  Work.    Bj  the  same  Editors.    Crown  8to.    9«. 

FIRST   LATIN    EXERCISE    BOOK,  adapted  to  the 

Latin  Grammar.    By  the  same  Editors.    Crown  Syo.    2«.  6c(. 

LATIN  GRAMMAR.    Part  IL     For  ube  in  the  Fifth 

Form.  By  Fbascis  Hat  R4WLIns.  M.A..  and  William  Ralph  Ikob, 
M.  A.,  Fellows  of  King's  Cullege,  Cambridge,  and  Assistant  Masters  at 
Eton  College.    Crown  8to.  [/n  the  FreM. 

FOURTH   FORM   OVID.    Selections  from  Ovid   and 

Tibullns.    With  Notes  by  H.  G.  WnnxB.    Post  8ro.    2f.  6d. 

HORACE.    Parti.  The  Odes,  Epodes,  and  Carmen  SaBCu- 

lare.    With  Notes.    By  F.  W.  Cobiiish.  M.A.    Maps.     Crown  8to. 

EXERCISES  IN  ALGEBRA,  by  B.  P.  Rotob,  M.A.,  and 

Abthuh  Cookbhott,  M.A.    Crown  8vo.    Ss. 

EXERCISES  IN  ARITHMETIC.  By  Rky.  T.  Daltoh, 

M.A.     Crown  8vo.    8s. 
FELTOE  (Rbv.  J.  Lktt).    Memorials  of  John  Flint  South,  twice 
President  of  the  Boyal  College  of  Surgeons.  Portrait.  Crown  870.  7».9d. 

rSRGUSSON  (J AMIS).  History  of  Architecture  in  all  Countries 
from  the  Earliest  Times.  With  1,600  lUostrations.  4  Vols.  Medium  870. 
Yols.  I.  &  II.  Ancient  and  MedissyaL    68«. 

IIL  Indian  &  Eastern.  i28.    IV.Modenu  Zl8.6d. 

FITZGERALD  (Bishop).     Lectures    on  Ecclesiastical  History, 

ineloding  the  origin  and  progress  of  the  EnRlish  Reformation,  ftt>m 
WioUfle  to  the  Great  BebeUion.    With  a  Memoir.    S  Vols.    8vo.    2U. 
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FITZPATRICR  (William  J.).  The  Correspondence  (of  IDtniel 
O'Connell.  the  Liberator.  Now  flrat  pabllahed,  with  a  Memoir  and 
Notea.    With  a  Portrait.    2  Voli.    8ro. 

FLEMING  (PBorissoB).    Stadent's  Manoal  of  Moral  Philosophy, 

With  QaotatlonB  and  Referencea.    Peat  8to.    7«.  Sd, 

FLOWER  QABDEN.    By  Rby.  Tnoi.  Jaxib.    Fcap.STO.    U, 

FORBES  (Gapt.).  Britiah  Barms  and  its  People;  KaUre 
MaoBitra,  Caatoms,  and  Reli^n.    Crown  Sro.  lOi.  6d. 

FORD  (Riohabd).    Gatherings  from  Spain.    Post  8to.    9s.  6d, 

FORSYTH  (William).    Hortensins;  an  Historical  Essay  on  the 

Office  and  Duties  of  an  AdTOcate.    lUastrationa.   8to.   7t,6d, 
FRANCS  (HisTOBT  or).      [See  Arthur — Mabkham — Smith  — 

StUDEKTS'— T0CQUKVTI*LK.] 

FRENCH  IN  ALGIERS;  The  Soldier  of  the  Foreign  Ugion— 
and  the  Priaonera  ef  Abd-el-Kadlr.    Poet  Sro.    9$. 

FRERB  (  Sib  Bartlb  ).    Indian  Missions.    Small  Bto.    2b,  6(2. 
Missionary  Labonr  in  Eastern  Africa.    Crown  8to.    5s, 

Bengal    Famine.     How  it  will  be  Met  and  How  to 

Preyent  Future  Famines  in  India.    With  Maps.    Crown  8to.     6s. 

(Mart).    Old  Deccan   Days,  or  Hindoo  Fairy  Legends 


current  in  Southern  India,  with  Introdnetton  by  Sir  BaaTLi  Fasui. 
With  60  lUoatrations.    Post  8to.    7<.  Hd, 

GALTON  (F.).  Art  of  Trayel ;  or,  HinU  on  the  Shifts  and  Con- 
triraneea  ayailable  in  Wild  Conntriea.     Woodenta.    Post  Sto.  7«.  M. 

GAMBIER  PARRY  (T.).  The  Ministry  of  Fine  Art  to  the 
Happiness  of  Life.    Revised  Edition,  with  an  Index.    8to.    lis. 

GEOGRA  PHY.  [See  Bunburt — Crokbr — Riohardsoh  —  Smith 
— Studkktb'.j 

GEOGRAPHICAL  SOCIETY'S  JOURNAL.    (1846  to  1881.) 

8UPPLEMENTARY    PAPER?!. 

Vol.  I- .Fart  i.    TravoU  and  Researches  in  Western  China.    By 

£.  CoLBOBins  Babkb.    Mapa.    Royal  Sro.    St. 
Part  ii.— i.  Notos  on  the  Recent  Geography  of  Central  Asia; 

firom  Russian  Sources.     By  E.  Dklmab  Moboav.     2.  Pro 

Rress  of  Discovery  on  the  Coasts  of  New  Oninea.    By  C.  B. 

Markham.    With  Bibliographical  Appendix,  by  E.  C.  Rye. 

Maps.     Royal  8vo.    5s. 
Part  lii.— 1.  Report  on  Part  of  the  OhUxi  Country,  fto.     By 

Liiiut.  J.  8.  BaoADrooT.    2.  Journey  from  Shiraz  to  Jashk. 

By  J.  R.  PsBXOX.    Royal  8vo.    2«.  ed. 
Part  ir.— Oeoarapbieal  Education.    By  J.  8.  Kcltib.    Royal 

8vo.    2s  w. 
Vol.  1 1.,  Part  i.— 1.  Exploration  in  Southern  and  Soufh-weetem 

Cbina.     By  Archibald  R.  Colquhouv.     2.  BiblioKraphy 

snd   Csrtography  of  Bispaniola.      By   H.    Liao    Roth. 

8.   Explorations  in  Zanzibar  Dominion?  by  Lieut.  Cbab. 

8nwABT  8KITH,  R.N.    Royal  8to.    2s.  6d. 

GEORGE  (Erhist).  The  Mosel;  Twenty  Etchings.  Imperial4to.  i2s. 

Loire  and  South  of  France;  Twenty  Etchings.  Folio.  i2s, 

GERMANY  (HisTORT  or).    [See  Karkham.] 

GIBBON'S  History  of  the  Decline  and  Fall  of  the  Roman  Empire. 
Edited  with  notes  by  Milmav,  Ouizot,  and  Dr.  Wm.  Sioth.  Maps. 
8  Vols.  8to.    00s.    Student's  Edition.    7s.  6d    (8ee  SrunKirt's.) 

GIFFARD  (Edward).  Deeds  of  Naval  Daring;  or,  Anecdotes  of 
the  British  NaTy.    Feap.Sro.   Bs.9d. 
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GILBERT  (Jobiah).  Landscape  in  Art :  before  the  days  of  Claude 

ftndS&lTAtor.    With  IfiO  IllustrationB.    HediomSvo.    80«. 

QILL  (Capt.).  The  River  of  Golden  Sand.  A  Journey  through 
China  to  BarmAh.  Edited  hy  E.  C.  Babbb.  With  Memoib  by  Col. 
YuLB,  C.B.    Portrait,  Hap  and  lUoAtratioiu.    PostSvo.    7».6d. 

(Mas.).     Six  Months  in  Ascension.    An  Unscientific  Ao- 

oonnt  of  a  Scientlflo  Expedition.    Map.    Crown  8to.    9«. 

GLADSTONE  (W.  E.).  Rome  and  the  Newest  Fashions  in 
Eellffion.   Three  Tracts.    8to.    7t,6d, 

Gleanings  of  Past  Years^  1848-78.    7  Vols.    Small 

8ro.  2i.  ed.  each.  I.  The  Throne,  the  Prinee  Conmrt,  the  Cabinet  and 
Constitution.  II.  Personal  and  Literary.  III.  Historical  and  Speea- 
latire.    lY.  Foreign.    Y.  and  YI.  Ecclesiastical.    YII.  Misoeilaneons. 

GLEIG  (G.  R.).  Campaigns  of  the  British  Army  at  Washington 
and  New  Orleans.    Post  8to.    2«. 

Story  of  the  Battle  of  Waterloo.    Post  8to.     8«.  6d. 

NarratlTe  of  Sale's  Brigade  in  Affghanistan.  Post  8to.  28. 

Life  of  Lord  CUto.     Post  8to.    8«.  6d. 

Sir  Thomas  Monro.    Post  8to.    8<.  6d, 

GLYNNE(SiBSnpH>H).  Notes  on  the  Charches  of  Kent.  With 
Prefkce  br  W.  U.  Gladstone,  M.P.    Illastrations.     Sro.    12«. 

GOLDSMITH'S  (Oliyu)  Works.  Edited  with  Notes  by  Pim 
CummvaHAM.    Yignettes.    4  Yols.   8to.    80s. 

GOMM  (P.M.  Sir  Wx.).  His  Letters  and  Journals.  1799  to 
1816.    Edited  by  F.O.CarrGomm.   With  Portrait    870.    12«. 

GORDON  (Sir  Alix.).    Sketches  of  German  Life,  and  Scenes 

fhmi  Uie  War  of  LiberatloQ.    Post  8to.   S*.  M. 

(Lady  Duir),  The  Amber-Witch.    Post  8to.    2*. 

The  French  in  Algiers.    Post  8to.    2s. 

GRAMMARS.     [See  Curtius  —  Eton — ^Hall — Huttom— Knra 

Edwabd — Lbathbs—  Mabtzwbb— Matthi  a — SxrrB.  ] 

GRANYILLE  (Charlbs).     Sir  Hector's  Watch.    28.  6d. 

GREECE  (HiBTORT  or).    [See  Grotr— Smith— Studsitts'.] 

GRET  (Earl).  Ireland :  the  Cause  of  its  Present  Condition, 
and  the  Measures  proposed  for  its  ImproTement.    Crown  Sto.    8«.  6d. 

GROTE'S  (GioRoi)  WORKS :~ 

HisTORT  ov  Grrioi.  From  the  Earliest  Times  to  the  close 
of  the  generation  oontemporary  with  the  Death  of  Alexander  the  Qreat. 
OabuMt  JSdUUm.    Portrait  and  Plans.  12  Yols.    Post  8to.    4j.  each. 

Plato,  and  other  Companions  of  Socrates.  8  Yols.  8to.  45i.; 
or,  a  New  Edition,  Edited  by  Albxaitdbb  Baiit.  4  Yols.  Crown  Sto. 
6«.  each.    (The  Foluma  may  be  had  SeparcUely), 

Aristotlr.    8to.   12«. 
MiROR  Works.     Portrait.  8to.    14«. 
Lrttrrs  or  Switzrrlahi)  in  1847.    6«. 
PxRSOHAL  LiFR.    Portrait    8to.    12«. 

GROTE  (Mrs.).    A  Sketch.    By  Ladt  Eastlakr.   Crown  8to.  6«. 

GUILLEMARD  (F.  H.),  M.D.    The  Cruise  of  the  Marchesa  to 

Kamschatka  and  New  Qalnea,  With  Notices  of  Formosa  and  Lin-kta 
and  rarious  Islands  of  the  Malay  Archipelago.  With  Haps  and  160 
Illustrations    2to1s.    Sto.    42f. 
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HALL'S   (T.  D.)  School    Manual  of  English  Orammar.    With 
Illiutrations  and  Practical  Eiereises.    12mo.    8«  .6d. 

Primary    English    Orammar  for   Elementary  Schools. 


With  namerona  Exercises,  and  gmdoated  Parsing  Lessons.    16mo.  Is. 

Mannal  of  English  Composition.    With  Copious  lUnstra- 

tions  aud  Practical  Ezeroises.    12mo.    8«.  6d. 

'  Child  8  First  Latin  Book,  comprising  a  full  Practice  of 
Nouns,  Pronouns,  and  AdjectlTes,  with  the  Verbs.   16mo.    Ss. 

HALLAM'S  (HsHRT)  WORKS  ^— 

The  Constitutional  History  ov  Enolahb,  firom  the  Acces- 
sion of  Heury  the  Seyenth  to  the  Death  of  George  the  Second.  LQnwrp 
Editifm,  8  Vols.  8to.  80s.  CabbMt  Edition,  8  Vols.  Post  8to.  ISs.  Sim- 
denVi  Edition,  Post  8to.  7#.  6d. 

History    or    Europe   duriko  thr  Middlr  Agbs.    Library 

Edition,  8  Vols.   8to.  80s.    Cabinet   Edition,  8  Vols.   Post  8to.  ISs. 
BtndenVa  Edition,  Post  8to.  7s.  ed. 

LiTKRARY  History  or  Europr  duriro  thr  15th,  16th,  ard 
17TU  Ckmturibs.  lAhrary  Edition,  3  Vola.  8to.  86s.  ObMmI  Kditkm, 
4  Vols.   PostSYO.  ltf«. 

-^^^—    (Arthur)  Literary  Remains;    in  Yerse  and  Pnee. 

Portrait    Fcap.  Sto.    8«.  6d. 

HAMILTON  (Andrrw).  Rheinsberg :  Memorials  of  Frederick  the 
Great  and  Prince  Uemy  of  Prussia.    8  Vols.    Crown  8to.    2U. 

HART'S  ARMT  LIST.    (Published  QwxneHy  andAnnuaUy.) 
HAT  (Sir  J.  H.  Drummokd).    Western  Barbaij,  its  Wild  Tribes 

and  Saraice  Animals.    Post  8to.  St. 

HAYWARD  (A.).    Sketches  of  Eminent  Statesmen  and  Writers, 

2  Vols.    8to.  28«. 

The  Art  of  Dining,  or  Gastronomy  and  Gastronomers. 

Post  8to.    2$. 

A  Selection  from  the  Correspondence  ot  the  late 


Ahraham  HaywardiQC,  edited  with  an  Intioductory  aooonnt  of  Mr. 
Hay  ward's  Early  Life.   ByH.  E.  Casuslis.  2to1s.  Crown  8to.    24«. 

HEAD'S  (Sir  Prarois)  WORKS  :— 

Thr  Royal  Engirrrr.    Illnstrations.    8to.    12ff. 
LifR  or  Sir  Johr  Burooyrr.    Post  8to.    1«. 
Rapid  Jourrrys  across  thr  Paxpas.    Post  8to.    %8. 
BuBBLRs  PROM  THR  Brurrrr.  Hlustrations.  Post  8to.  7«.  6d. 
Stokrrs  akd  Pokrrs  ;  or,  the  L.  and  N.  W.  R.    Post  8yo.  2«. 

HEBER'S  (Bishop)  Journals  in  India.    2  Yols.    Post  8to.    7«. 

Poetical  Works.    Portrait.    Fcap.  8to.    8«.  (ki 

HERODOTUS.  A  New  English  Version.  Edited,  with  Notes 
and  Essays  by  Camoh  Rawijiibov,BisH.  Rawukson  and  Sir  J.  O. 
WiLXursov.    Maps  and  Woodents.    4  Vols.    8to.    48s. 

HEBRIES    (Rt.  Hor.    John).     Memoir   of   his   Public    Life. 

By  his  Bon,  Edward  Berries,  G.B.    2  Vols.    Svo.    24s. 

HERSCHEL'S  (Carolirr)  Memoir  and  Correspondence.  By 
Mas.  JoHV  UsBSOHSU    With  Portrait    Crown  8to.    7f.  6cl. 
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FOREIGN  HAND-BOOKS. 

HAND-BOOK— TRAVEL-TALK.   English,  French,  Oernuui,  and 
Italian.    New  and  Reyiaed  Edition.    ISmo.  8«.  M. 

DICTIONARY :  English,  French,  and    Gennan. 

Containing  all  the  word-i  and  idi  >matic  phraaea  likely  to  be  required  hj 
(  a  traveller.    Bound  in  leather.    16mo.  6t. 

HOLLAND  AND  BELGIUM.  Map  and  Plans.  6«. 

NORTH     GERMANY     and     THE    RHINE,— 

The  Blaek  Foreit,  the  Harts,  ThOrinfferwald,  Saxon  Switierland, 
RUgen,  the  Gianr  Mountains,  Taunne,  Odenirald,  Elsaaa,  and  Loth- 
ringen.    Map  and  Plana.    Post  8vo.    10«. 

SOUTH    GERMANY,  — Wnriembnrg,    Bayaria, 


Anctria,  StTria,  i^alsbarg,  the  Alps,  Tyrol,  Hungary,  and  the  Danube, 
from  Ulm  to  the  Black  Sea.  Maps  and  Plana.  Post  8to.    10«. 

SWITZERLAND,  Alps  of  SaToy,  and  Piedmont 


in  Tiro  Parte.    Mape  and  Plans.    Post  8to.    lOtf. 

FRANCE,  Part  L  Normandy,  Brittany,  the  French 


Alpa,  the  Loire,  Seine,  aaroone,  sod  Pyrenees.     Maps  and  Plans. 
-FRANCE,  Part  IL  Central  France,  Aarergne,  the 


Cevennee,  Burgundy,  tlie  Rhone  and  Saone,  Prorence,  Nimes,  Arlea^ 
Maraeillea,  the  Freneh  Alpa,  Alaaoe,  Lorraine,  Champagne,  Stc,  Maps 
and  Plana.    Poet  Bro.    7«.  9d. 

MEDITERRANEAN  —  iU      Principal      Islands, 


Cities,  Seaporta.  Harbour*,  and  Border  Lands.     For  Travellers  and 
Yaehtsmeo,  with  nearly  60  Maps  and  Plans.   Post  8vo.    20«. 

ALGERIA    AND   TUNIS.    Algiers,   Cooatantlae, 


Oran,  the  Atlas  Range.    Mape  and  Plana.    Post  8vo.    lOt. 

PARIS,  and  Environs.    Mape  and  Plans.    3#.  Qd, 

SPAIN,  Madrid,  The  Castiles,  The  Basqae  Provinces, 


Leon.TheAsturtaa,  Galieia,  Eatremadura,  Andalnaia,  Ron  1<i,  .Granada, 
Mureia,  Val«neia,  Catatonia,  Aragon,  Navarre,  The  Balearic  Islands, 
Ae.  Ae.    Mape  and  Plans.    Post  Svo. 


PORTUGAL,    LiBBov,    Oporto,     Gintra,    Mafra, 

M«deira,  the  Axores,  and  the  Canary  laland*,  Ac.    Map  and  Plan. 
Pose  Svo.    12m, 

NORTH    ITALY,    Tarin,    Milan,  Cremona,    the 


Italian  Lakea,  Bergamo,  Brescia,  Verona,  Mantna,  Vioenaa,  Padua, 
Ferrara,  Bologna,  Ravenna,  Rimini,  Piaoenza.  Genoa,  the  Riviera, 
Venice,  Psrma,  Modena,  and  Romagna.  Maps  and  Plans.  PostSva  10«. 

CENTRAL  ITALY,  Florence,  Lncca,  Tuscany,  The 


Marahes,  Umhria,  &o.    Maps  and  Plans.    Post  Svo.  10«. 

ROME  AHD  ITS  EvYiaon.   50  Maps  and  Plans.    10#. 

SOUTH  ITALY,  Naples,  Pompeii,  Herculanenm, 


and  Vesuvius.    Maps  and  Pluia.    Post  Svo.    lOf . 

NORWAY,  Christiania,  Bergen,  Trondl^jem.     The 


F)elds  and  Fjords.    Maps  and  Plana.    Poet  Svo.    Ss. 

SWEDEN,  Stockholm,  Upsala,   Gothenburg,  the 


Shores  of  the  Baltic,  Ac    Maps  and  Plan.    Poet  Svo.    6«. 

DENMARK,  Sleswig,  Holstein,   Copenhagen,  Jut- 


land, Iceland.    Maps  and  Plana.    Post  Svo.    Si. 

RUSSIA,  St.  PimsBuma,   Moscow,  Polavd,  and 


Fm^avo.    Maps  and  Plans.    Post  Svo.    ISi. 
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HAND-BOOK— GREECE,  the'Ionian  hUrndt,  Athen0,the  Pelopoc- 
nesaa,  the  Islands  of  the  iEgeen  Sea,  Albania,  ThesMlj,  Macedonia, 
dto.    In  Two  Parts.    Maps,  Plans,  and  Viev s.    Post  8ro.    %U, 

TURKEY  IN  ASIA— CoHBTAHTiHOPM,    the    Bob 

phoms,  Dardanelles,  Broosa,  Plain  of  Troy,  Crete,  Gypraa,  Smyrna, 
sphesns,  the  Seven  Charehes,  Coasts  of  the  Black  Sea,  Armenia 
Euphrates  Valley,  Route  to  India,  &o.  Maps  and  Plans.  Post  Sto.  16s 


EGYPT.    The  Course  of  the  NUe  through  Egypt 

and  Nnbia,  Alexandria,  Cairo,  Thebes,  Snes  Canal,  the  Pyramids, 
Sinai,  the  Fjoom,  ^ke.    Maps  and  Plans.    Post  Bro.    16«. 

HOLY  LAND— Stkia,  PALEsmni,  PeninBQlft   of 


Sinai,  Edom,  Syrian  Deserts,  Petra,  Damascus ;  and  Palmyra.    Mapa 
and  Plans.    Post  Bro.    90<. 

%*  Map  of  Palestine.    In  a  ease.     12<. 

BOMBAY  —  Poonah,  Beejapoor,  Kolapoor,  Goa, 


Jubulpoor,  Indore,  Sunt,  Baroda,  Ahmedabad,  Somnauth,  Knrraehee, 
iic    Ifap  and  Plans.    Post  Bro.  16«. 

MADRAS— Trichinopoli,  Madura,  TinneTeUy,Tati- 


corin,  Bangalore,  Mysore,  The  Nilgiria,  Wynaad,  Ootaeamund,  Calient, 
Hyderabad,  AJanta,  Elura  Cayes,  &c    Maps  and  Plans.    Post  8to.  16s, 

BENGAL  —  Calcutta,    Orissa,  British    Burmah, 


Rangoon,  Moulmein,  Mandalay,  Daijiling,  Dacca,  Patna,  Benares, 
N.-W.  ProTlncei,  Allahabad,  Cawnpore,  Lueknow,  Agra,  Gwalior, 
Naini  Tal,  Delhi,  &c.    Maps  and  Plans.    PostSro.    SOf. 

THE  PAN  JAB — Amraoti,  Indore,  Ajmir,  Jaypur, 

Rohtak,  Saharanpur,  Ambala,  Lodiana,  Lahore,  Knin.  Simla,  Bialkot, 
Peshawar,  Rawui  Pindl,  Attock,  Karachi,  Sibi,  Ac    Maps.    I5s, 


ENGLISH    HANDBOOKS. 

HAND-BOOK— ENGLAND  AND  WALES.  An  Alphabetical 
Hand-Book.  Condensed  into  One  Volume  for  the  Use  of  Trarellera. 
YflthM,  Map.    Post  8vo. 

LONDON.    Maps  and  Plana.    16mo.    8*.  6d 

ENVIRONS  OP  LONDON  within   a  circuit  of  20 

miles.    8  Vols.    Crown  Sro.    21«. 

ST.  PAUL'S  CATHEDRAL.    20  Woodcuta.  10«.  6d. 

EASTERN  COUNTIES,  Chelmsford,  Harwich,  Col- 


chester, Maldon,  Cambridge,  E'.y,  Newmarket,  Bury  St.  Edmands, 
Ipswich,  Woodbridge,  Felixstowe,  Lowestoft,  Norwich,  Yarmouth, 
Cromer,  &c    Map  and  Plans.    Post  Syo.    Hm. 

CATHEDRALS  of  Oxford,  Peterborough,  Norwich, 


Ely,  and  Lincoln.    With  90  Ulustrations.    Crown  Sro.    8U. 
—  KENT,   Canterbury,  Dover,  Ramsgate,  Sheemess, 


Rochester,  Chatham,  Woolwich.    Maps  and  Plans.    Post  Sro.    7«.  6d. 
-  SUSSEX,  Brighton,  Chichester,  Worthing,  Hastings, 


Lewes,  Arundel,  Ac    Maps  and  Plans.    Post  Bto.    6«. 

SURREY  AND  HANTS,  Kingston,  Croydon,  Eei- 


?&te^    Guildford,  Dorking,   Winchester,  Southampton,  New   Forest, 
ortsmontb,  Isls  ov  Wioht,  Ac    Maps  and  Plans.    Post  Sro. 


PUBLISHED  BT  MR.  MURRAY. 
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HAND-BOOK— BERKS,  BUCKS,  AND  OXON,  Windsor,  BtOD, 
BMMllog,  Aylesbory,  Uxbridge,  Wycombe,  Henley,  Oxford,  Blenheim, 
tlM  Thames,  ^ke.   Maps  and  Plans.    Post  8to.    9«. 

WILTS,  DORSET,  AND  SOMERSET,  Salisbury, 


Chippeubam,  Weymouth,  Sherbonie,  Wells,  Bath,  Bristol,  Taunton, 
Ae.    Map.    Poet  Sro.    12«. 

DEVON,  Exeter,  Ilfraeorabe,   Linton,  Sidmonth, 


Daw lish,  Teignmoath,  Plymouth,  Deyonport,  Torquay.  Maps  and  Planp. 
PostSro.    7t.  6(2. 

CORNWALL,    Launceston,    Penzance,    Falmonth, 


the  Llxard,  Land's  End,  Ac.    Maps.    Post  8vo.    6t. 

CATHEDRALS  of  Winchester,  Salisbury,  Exeter, 

Wells,  Chichester,  Rochester,  Canterbary,  aad  St  Albans.    With  130 
Illustrations.    2  Vols.    Crown  Bvo.  86«.    St.  Albans  separately.    6s. 

GLOUCESTER,  HEREFORD,  ahb  WORCESTER, 

Cirencester,  Chettenham,  Stroud,  Teirkesbury,  Leominster,  Ross,  MaU 
▼em,  Kidderminster,  Dudley,  Evesham,  tc  Map.    Post  8to.    9«. 


CATHEDRALS  of   Bristol,  Gloucester,   Hereford, 

Worcester,  and  Uobfield.    With  SO  Illustrations.    Crown  870.    16«. 

NORTH  WALES,  Bangor,  Camarron,  Beaumaris, 


Snowdon,  Llanberls,  DolgeUy,  Conway,  ftc    Maps.    Post  8to.    7«. 

SOUTH  WALES,  Monmouth,  Llandaff,  Merthyr, 

Yale  of  Neath,  Pembroke,  Carmarthen,  Tenby,  Swansea,  The  Wye,  Ac. 
Map.    Poet  Svo.    7«. 

CATHEDRALS    OF    BANGOR,    ST.    ASAPH, 

Llandaff,  and  St.  David's.    With  Illustrations.    Post  8vo.    15s, 

NORTHAMPTONSHIRE     AND     RUTLAND— 

Northampton,  Peterborough,  Towcester,  Daventry,  Market  Har- 
borough,  Kettering,  Wellingborough,  Thrapston,  Stamford,  Upping- 
ham, Oakham.    Maps.    Post  8to.    It.  6d. 

DERBY,    NOTTS,    LEICESTER,    STAFFORD, 

Matlock,  Bakewell,Chatsworth,  The  Peak,  Buxton,  Hardwick,  Dore  Dale, 
A shbome,  Southwell,  Mansfield,  Retford,  Burton,  BelToir,  Melton  Mow- 
bray, Wolverhampton,  Lichfield,  Walsall,Tamwortb.  Map.  Post  Svo.  9f. 

SHROPSHIRE  AFB  CHESHIRE,  Shrewsbury,  Lud- 
low, Bridgnorth,  Oswestry,  Chester,  Crewe,  Alderley,  Stockport, 
Birkenhead.    Maps  and  Plans.    Post  Svo.    6«. 


LANCASHIRE,    Warriugton,    Bury,    Manchester, 

Liverpool,  Burnley,  Clitheroe,Bolton,Blackbume,  Wigan,Freston,Roch. 
dale,  Lancaster,  Southport,  Blackpool,  Ac.  Maps  A  Plans.  Post  Svo.  75.  Bd, 

YORKSHIRE,  Doncaster,  Hull,  Selby,  BcTorley, 


Scarbcrougb.  Whitby,  Harrcjrate,  Ripon,  Leeds,  Wakefield,  Bradfcrd, 
Halifax,  lluddersfitrld,  Bbefflt- Id.    Map  and  Plans.    Post  8vo.    12f. 

CATHEDRALS  of  York,  Ripon,  Durham,  Carlisle, 


Chester,  and  Manchester.  With  60  Illustrations.  2  Vols.  Cr.  S^'o.  21«. 
-   DURHAM     AKi)    NORTHUMBERLAND,    New- 


castle, Darlington,  Stockton,  Hartlepool,  Shields,  Berwlck-on-Tweed, 
Morpeth,  Tjnemouth,  Coldstream,  Alnwick,  &c.    Map.    Post  Svo.   9s. 
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11  AND.BOOK— SCOTLAND,  Edinbargh,  MalroBO, KeUo^Olaagow, 
Dumfries,  Avr,  Stirliog,  Arran,  The  Clyd^  Oban,  Inrerary,  Loeh 
Lomond,  Loon  Katrtae  and  Troaaachu,  Caledonian  Canal,  InTemeea, 
Perth,  Dnndee,  Aberdeen,  Breemar,  Skye,  CaiUmeaa,  Kofls,  Bather- 
land,  Ac.     Maps  and  Plans.    Post  8to.    9«. 

IRELAND,    Dublio,  Belfast,  the    Qisnt't   Cause- 


way,  Donegal,  Oalway,  Wexford,  Cork,  Limerick,  Waterford,  KllUr- 
nej,  Bantry,  Olengariff,  jtc    Maps  and  Plans.    PostSvo.    lOt. 

HOLLWAT  (J.  G.).    A  Month  in  Norwaj.    f eap.  8to.    Si. 

HONEY  BEE.    Bj  Bit.  Thomas  Jamib.    Fcap.  8to.    U 
(Thkodoei)  Life.  By  J.  O.  Lockharv.    Foap.  8to.     If. 

HOOK  (Dban).     Church  Dictionary.     A  Manual  of  Reference 

CU rf^ymen  and  8tnd«ntii.    New  Edition,  thoroughly  reTlsed.    Edited 
WALTKaHooK,  M.A.,and  W.R.  W.  STKPBXirs,  M.A.    Med.  8vo.    21f 

HOPE  (A.  J.  Berksford).    Worship  in  the  Church  of  England. 

8vo,  98. ;  or.  Popular  Seleetioru  from,  8ro,  3s.  M. 
Worship  asd  Ordbr.    8vo.     9«. 

HOPE-SCOTT  (Jamm),  Memoir.    [See  Orhsbt.] 

HORACE ;  a  New  EdiUon  of  the  Text.     Edited  by  Dia>  Milmav. 

With  too  Woodents.    Ctjun  Sro.    7«.  (M. 

[See  Etoh.] 

HOSACK  (John).  The  Rise  and  Growth  of  the  Law  of  Nations:  as 
eHtablishcd  by  gen«Tal  usage  and  by  treaties,  from  the  earliest  timee 
to  the  Treaty  of  Utrecht    Sro.     18«. 

HOUGHI'ON'S  (Lobd)  Monographs,  Personal  and  Social    With 

Portraits.    Crown  8to.    10«.  9d, 

PoxTiCAL  Works.     Collected  BdiUon.    With  Poi^ 

trait.    SYols.    Feap.S^o.    ISs. 


HOME  AND  COLONIAL  LIBRARY.  A  Series  of  Works 
adapted  for  all  drclee  and  classes  of  Readera,  having  been  seleeted 
for  tbMr  acknowledged  interest  and  ability  of  the  Anthora.  Post  Bro, 
Published  at  Ss.  and  8s.  9d,  eaoii,  and  ammged  ander  two  dlitlnetlTe 
heads  as  follows :— 

CLAB8  A. 


HISTORY,    BIOGRAPHY,   AND    HISTORIC    TALES. 


1. 


BIEOE  OF  GIBRALTAR.    By 
JoBV  DaiirvwATBn.    2m, 

5.  TH£    AM  HER- WITCH.         By 

Ladt  Pnrr  Oomoov.    ii. 

8.  CROMWELL  AND  BUNT  AN. 
By  Ronaar  8oittbbt.    S«. 

C  LIFE  or  8ia  FRANCIS  DRAKE. 
By  'fOHv  Raaaow.    2m, 

•.CAMPAIGNS  AT  WASHING- 
TON    Rv  Rbt.  G.  R.  Glbig.  iM, 

6.  THE   FRENCH    IN  ALGIERS. 

By  Laot  Dvrt  Goano*     2m, 
T.  THE  FALL  OF  THE  JESUITS. 
2m, 

8.  LIVONIAN  TALES.    2m, 

9.  LIFE  OF  COND&  By  Lobd  Ma- 

BOii      8«.  M. 
10.  BALE'S    BRIGADE.     By   Rbt. 
G.R.OLBIO.    Ss. 


IL  THE    SIEGES    OF   VIENNA 
By  Lobd  Elumubbii.    2». 

It.  THE  WAYSIDE  GROSS.     By 
Oaft.  Mtliiab.    Is. 

13.  SKETCH  E8  or  GERMAN  LIFE. 

By  Sib  A.  GoaoOK.    8«.  (kL 

14.  THE  BATTLE  or  WATERLOO. 

By  Rbt.  G.  R.  Glbio.   8«.8d. 
16.  AUTOBIOGRAPHY  OF  STEP- 
FENS.    2a, 

16.  THE    BRITISH    P0BT8. 

Tbomas  Campbbll.    8«.  64. 

17.  HISTORICAL     ESSAYS. 

Lobd  Mahob.    8«.  6dL 

18.  LIFE  OF   LORD  CLIYE. 
Rbt.  G.  R.  Glbio.    8t.  Sd. 

NORTH  -  WESTERN       RAIL- 
WAY.  By  Sib  F.  B.  Hbad.    2m, 
20.  LIFE  OF^MUNRO.    By  Bit.  G. 
R.  Glbo.    8s.  64. 


By 

By 
By 


19. 


PUBUSHBD  BT  MB.  MUBBAT. 
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GLA88   B. 


VOYAGES,    TRAVELS. 
1.  BIBLE  IN  SPAIN.   Bj  Giobob 

BOBBOW.     8t.  Sd. 

t,  OTPSIESor  SPAIN.  B7  Qbobob 

BoBBOW.    8«.  6cL 
•AC  JOUBNALS  IN  INDIA.  B7 

BxBHOP  Hbbbb.    S  Vols.    7», 
6.  TBAVEL8  nr  thb  HOLY  LAND. 

Bj  Ibbt  and  M  akolvb.   it, 
6.  MOROCCO  AND  THB  MOORS. 

Bt  J.  DsuiOioirD  Hat.    S«. 
T.  LETTERS  FROM  thb  BALTIC. 

Bt  a  Ladt.    St. 

8.  MBW  SOUTH  WALES.  By  Mbs. 

Mbbbdith.   St. 

9.  THB  WEST  INDIES.  ByM.G. 

Lbwis.   St. 

10  SKETCHES  OF  PERSIA.  By 
Sim  JoHX  Maloolm.   8t.  ed, 

11.  MEMOIRS  OF  FATHER  RIPA. 
St. 

la  A  la  TYPEE  AND  OMOO.  By 
HBBKAm  Mbltilul  S  Vols.  Ttu 

14.  MISSIONARY  LIFE  IN  CAN- 
ADA.   By  Bar.  J.  Abbot*.   St. 

*«*  Eieh  work  mBy 


AND    ADVENTURES. 

Ifi.  LETTERS  FROM  MADRAS.  By 

A  Ladt.    St. 
16.  HIGHLAND     SPORTS.        By 

Cbablbs  St.  Johb.    8t.  6i. 
IT.  PAMPAS     JOURNEYS.       By 

F.  B.  Hbad.    St. 

18.  GATHERINGS  FROM  SPAIN. 

By  RiOHABD  FOBD.     St.  Sd. 

19.  THE   RIVER   AMAZON.     By 

W.H.  Edwabdb.    it. 

50.  MANNERS   A   CUSTOMS  OF 

INDIA.  ByRBY.C.AcLAVD.  St. 

51.  ADVENTURES    IN   MEXICO. 

By  G.  F.  RnxTOB.    8t.M. 
SI  PORTUGAL    AND    GALICIA. 

By  LoBD  Cabbabtov.    St.  64. 
S8.  BUSH  LIFE  IN  AUSTRALIA. 

By  RxT.  H.  W.  Hatoabtb.  St. 
S4.  THB  LIBYAN  DESERT.      By 

Batlb  St.  Jomr.  St. 
S6.  SIERRA  LEONB.    By  A  Ladt. 


bo  bad  sepBTBtoly. 


HXJBKER  (Babov  ton).  A  Voyage  throagh  the  British  Empire ; 
Booth  AfrlcB,  AoBtnliB,  New  ZealBod,  The  Stnite  Settlements,  India, 
the  South  See  IslanOB,  CAlifomia,  Oregon,  Canada,  Ae.  With  a  Map. 
S  Volt.    Crown  Bro.    24t. 

HXJHN  (A.  Yoh).  The  Straggle  of  the  Bolgariaiifl  for  National 
Independence :  A  History  of  the  War  between  Balgaria  and  Serria 
in  1885,  under  Pbivcb  Alezavdbb.    With  Map.    Crown  8to.    Ot. 

HUMB  (The  Student's).     A  History  of  Englimd,  from  tiie  InTft- 

BiOD  of  Julius  Casar  to  the  ReToluUon  of  1688.   New  Edition,  reTisad, 

eorrseted,  and  eontinned  to  the  Treaty  of  Berlin,  1878.    By  J.  S. 

Bbbwbb,  M.A.  With  7  Coloured  Maps  &70  Woodcuts.  Post  Sro.  7t.6d. 

%*    Sold  also  in  3  parts.    Price  St.  Sd  each. 

HTJNKEWELL  (James  F.).     England's  Chronicle    in    Stone  : 
Derlred  from   Personal  ObserratioDS  of  the  Cathedrals,  Churches, 
Abbeys,  Monasteries,  Castles,  and  Palaoes,  made  in  Journeys  through 
the  Imperial  Island.    With  Hlnstrations.    Medium  8to.    24t. 

HUTCfHINSON  (Gn.).    Dog  Breaking,  with  Odds  and  Ends  for 
those  who  loye  the  Dog  and  the  Qnn.    With  40  Illustrations.    Crown 
Sro.    7t.  9d,    *«*  A  Summary  of  the  Rnles  for  Gamekeepers.    It. 

HTJTTON  (H.  E.).  Principia  Qrseca;  an  Introduction  to  the  Stady 
of  Greek.  Comprehending  Grammar,  Deleetnsi  and  Ezardse-book, 
with  Vocabularies.    Sixth  BdUim.    ISmo.    St.  6d. 

(Jaubb).    James  and  Philip   van   Arterelde.     Two 

remarkable  Episodes  in  the  annals  of  Flanders :  with  a  desoription  of 
the  state  of  Society  in  Flanders  in  the  14th  Century.     Cr.  Sto.   10t.M. 

HTHKOLOOT,  Diotiohart  or.    [See  Jull&h.] 

ICELAND.    [See  Colxs— DirrraBiir.] 

INDIA.      [See  ELPHiNsroini  —  Hasb-sook  «— Sioth— Tbxplb— 

MomSB  WlLUAXS— Ltall.] 

INQE    (Wx.    Ralph).     Society    in   Borne   under   the    CsBian, 

Crown  8vo.    68. 

IRBY  AND  MANOLES'  Trayehi  in  Egypt^  Nnhia,  ^yria,  and 

Um  Holy  Land.    PostSvo.   St. 
IBELAND.    [SeeGasT.] 
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JAMES  (P.  L.)-  The  Wild  Tribes  of  the  Sondsn :  with  an  aeeoant 

of  th«  route  from  Wndy  Hulfah  to  Dongola  and  B«ri>er.  With 
Chapter  on  the  CoNditloo  of  the  Soudan,  by  8xa  B.  BAKxa.  Map  and 
llliutratlonM.    Crbwn  8to.    7«.  64. 

JAMESON  (MSB.).  Urefl  of  the  Early  Italian  Painters^ 
and  the  Progress  of  Painting  in  Italjr— dmabnt  to  BaaiMio.  With 
60  Portraits     Post  8vo.     1S«. 

JAPAK.    [See  Biao — Moohbxt—Ribo.] 

JENNINGS  (Louis  J.),  Rambles  among  the  Hills  in  the  Peak 

of  Derhybhire  and  on  the  S^nth  I>own8.  With  sketehes  of  people  by 
the  way.    With  S8  lUastratioos.    Crown  8vo.   ISi. 

Field  Paths  and  Green  Lanes :  or  Walks  in  Surrey 

and  Sussex.     Popular  Edition.    With  lUustrattons.    Crown  Sto.    6«. 

JERYIS  (Bay.  W.  H.).    The  Galilean   Church,  from  the   Con- 
cordat of  Bologna,  1616,  to  the  Bevolution.    With  an  Inttodnetion, 
PMtraits.    tYols.    Sto.    S8«. 
JESSE  (BnwABD).   Gleanings  in  Natural  History.  Fep.STO,  Z9,(kL 
JOHNSON'S  pa.  Samuel)  Life.    [See  Boswbll.] 
JULIAN  (Bay.  Johh  J.).     A   Dictionary  of  Hymnology.     A 

Companion  to  Ezi«ting  Hjmn  Books.  Setting  forth  the  Origin  and 
Bitttory  of  the  Hymns  onntained  in  the  Principal  Hymnals,  with 
Notlciss  of  their  Anthers.    Medium  8to.  [M  (*«  PttM§, 

J  UNIUS'  H AHDWRiTiHe  Professionally  inyestigated.    Edited  by  the 

Hon.  E.  TwiRLSTun.    With  Faosimiles.  Woodcnts,4ce.    4to.    £8  8f. 

KERB  (RoBT.).     The  Consnltiog  Architect:  Practical  Notea  on 

Administrative  Dilfieuliies.    Crown  8to.    9t, 

KING  EDWABD  YIth'b  Latin  Grammar.    ISmo.    Si.  M 

First  Latin  Book,    12mo.    Sa.  6d. 

KIBK  (J.  Foeraa).    History  of  Charlea  the  Bold^  Dnke  of  Bnr- 

gondy.    Portrait.    8  Vols.    8to.    45t. 

KIRKES'  Handbook    of   Physiology.     Edited  by  W.  HoaaAHT 

Bakkb  and  V.  D.  HAaars.    With  600  Illastrationa.    Post  8ro.  lU. 
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Aboibbt  HisTOBT.    Woodouts.  16mo.   8s.  6(2. 
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MisoKLLAHiBS.  2  Yols.    Post  8yo.    18s. 
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Notes  on  North  of  Italy.  Illoatrations.  Royal  8vo.  96*. 
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STITABT  (YiLUBRs).  Egypt  after  the  War.  With  Descriptions  of 
fbe  Homes  and  Habits  of  the  Natiyes,  Ae.  Coloured  Illustrations 
and  Woodcuts.    RoySl  870.    81«.  6d. 
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*«•  Qneationa  on  the  aboye  Work,  iSmo.    2$, 

H18TORT  ov  MoDVBS  Europe,  from  the  fall  of  Oonstaiitinople 
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Woodcuti. 

Gboorapht.    By  Caror  Brvar.    Woodcuts. 
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of  the  Beeond  Empire,  By  H.  W.  Jbbtib.    With  Colonrad  Maps  and 
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SYMOl^DS*  (Brt.  W.)  Records  of  the  Rocks;  or  Notes  on  the 
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Life  in  the  Light  of  God's  Word.    Post  8yo.    6s. 
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THOBNHILL  (Mabb).  The  Personal  Adventures  and  Experiences 
of  a  Maglafrate  daring  the  Ri«e,  Pr'>grea8,  and  Suppression  of  the  Indian 
Mutiny.    With  Frontispiece  and  Plan.    Crown  8vo.    lU. 

TITLAN'S  LIFE  AND  TIMES.  With  some  account  of  his 
Family,  from  unpublished  Records.  By  Caows  and  Cataloabsllb. 
Illnstrations.    9  Vols.    8to.    Hi. 

TOGQUE  VILLE'S  Sute  of  Society  in  France  before  the  Berolntion, 

1789,  and  on  the  Canses  which  led  to  that  Erent.   8to.    14f. 

T0MLINS0N(Gha8.).  The  Sonnet:  ItoOrigin^Stmctnre,  and  Place 
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Ida,  Athoa,  Olympus,  and  Pellon.    9  Vols.    Grown  8to.   S4«. 
-^— -«  Lectures  on  the  Geography  of  Greece.    Post  8^0.    9$* 
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Land  of  Moab  :  TraTcls  and  Discoveries  on  the  East 
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the  "  Recreations  of  a  Countij  Clergyman  of  the  18th  Century." 
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(Louisa).    Symbols   aad    Emblems   of    Early    and 


Medl«Tal  Christlta  Arf.    With  6^0  lUn-traUons  firom  Paintings, 
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and  DeTelopment  of  ClTiliiation.    8rd  Edition.    8vol    Its. 

Primitive  Gnltnre:  the  Development  of  Mythology, 
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TIRGHOW   (PBomsoR).     The    Freedom    of   Seienee   in  the 

Modern  State.    Fcap.  Sto.    St. 
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and  A.  C.  Burrill.     A  Glossary  of  Anglo-Indian 
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